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QUANTITATIVE    ANALYSIS. 


T  INTEND  to  describe  in  this  Volume  the  methods  employed^ 
after  having  ascertained  the  nature  of  the  constituents  of 
compound  substances^  to  separate  them  from  each  other^  and  to 
determine  their  quantity,  that  is,  their  respective  proportions. 

In  the  plan  which  I  have  adopted,  those  substances  called 
bases  wiU  be  first  treated  of,  and  those  whose  compounds  have 
acid  properties  wiU  come  afterwards.  Under  the  head  Potassium, 
I  give  the  means  of  determining  potash  quantitatively,  and 
under  the  head  Sodium,  I  indicate  not  only  the  method  of 
determining  soda  quantitatively,  but  also  how  the  operator 
must  proceed  to  separate  that  alkali  from  potash,  and  to  deter- 
mine the  respective  quantity  of  these  two  substances.  In  the 
same  manner,  in  the  whole  series  of  simple  bodies,  I  first 
show  the  processes  by  which  the  quantity  of  each  body  can  be 
determined,  after  which  I  describe  the  methods  which  must  be 
adopted  to  separate  it  from  all  the  preceding  bodies  in  the 
combinations  of  which  it  may  enter.  By  this  plan,  all  the 
methods  which  the  operator  may  wish  to  employ  in  any  given 
quantitative  analysis,  can  be  found  at  once,  and  without 
difficulty. 
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CHAPTER    I. 

ROTASSIUM, 


DETERMINATION   OF  POTASSIUM  AND  OF  POTASH. 

When  the  quantity  of  potassium  or  of  potash  has  to  be' 
estimated  in  a  substance^  and  if  it  has  not  to  be  separated  from 
any  other  base^  the  combination  best  adapted  for  the  purpose 

is    SULPHATE    or    CARBONATE   OF    POTASH^   Or    a    CHLORIDE    OF 

POTASSIUM ;  and  from  the  weight  of  these  salts  the  quantity 
of  potassium  or  of  potash  is  calculated  from  the  tables  for 
calculations  in  analysis  at  the  end  of  this  work. 

If  potash  be  contained  in  a  solution  in  the  state  of  sulphate 
OF  POTASH,  it  should  be  evaporated  to  dryness  at  a  gently  heat ; 
the  residuum  is  ignited  and  weighed.  This  operation  is  best^ 
performed  in  a  platinum  capsula,  or  else  in  one  of  porcelain, 
especiaUy  if  the  liquor  contains  nitric  and  muriatic  acid  at  the 
same  time.  The  dry  mass  is  detached  as  completely  as  possible 
from  the  capsula,  with  the  help  of  a  platinum  spatula;,  and 
transferred  to  a  weighed  platinum  capsula  or  crucible.  In  order 
to  be  sure  that  nothing  is  left  in  the  vessel,  it  should  be  washed 
with  water,  and  the  washing  transferred  to  the  platinum 
capsula  or  crucible ;  the  whole  is  then  carefully  evaporated  and 
the  residuum  ignited. 

The  sulphate  of  potash  must,  however,  be  kept  for  a 
pretty  long  time  exposed  to  a  good  heat  previous  to  its 
ignition,  in  order  to  avoid  the  decrepitation  which  might 
then  take    place,   and   which  might  occasion  a  considerable 
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loss.'  If  the  solution  contained  an  excess  of  sulphuric  acid, 
the  residnnm  after  evaporation  is  bisulphate  of  potash^  which  it 
is  extremely  difficult  to  deprive  of  its  excess  of  sulphuric  acid 
by  ignition  in  a  platinum  crucible.  It  can,  however,  be  easily 
and  completely  converted  into  the  neutral  sulphate  of  potash 
by  the  method  prescribed  by  £erzelius,  and  which  consists  in 
cautiously  exposing  it  to  a  red  heat,  and  then  introducing  a 
small  piece  of  dry  carbonate  of  ammonia  upon  a  small  strip  of 
platinum  foil,  into  the  crucible,  putting  the  cover  loosely  over 
the  whole,  and  then  giving  a  strong  heat.  The  excess  of  sul- 
phuric acid  volatilises  easily  in  an  atmosphere  of  carbonate  of 
ammonia,'  and  neutral  sulphate  of  potash  remains  behind. 
The  mass,  which  before  was  easily  fusible,  has  now  become 
extremely  difficult  to  fuse. 

If  potassium  be  contained  in  the  solution  in  the  state  of 
CHLORIDE  OF  POTABsiiJM,  thc  solutiou  must  likewise  be  evapo- 
rated to  dryness,  and  the  dried  mass  is  then  heated  in  a  small 
counterpoised  platinum  crucible  to  incipient  redness.'  It  is 
necessary,  during  this  operation,  to  keep  the  cover  on  the 
crucible,  because,  in  contact  with  the  air,  a  strong  ignition 
might  volatilise  a  small  quantity  of  chloride  of  potassium. 

When  the  liquor  contains  carbonate  of  potash  only,  it 
may  also  be  evaporated  to  drjmess,  and  the  carbonate  of 
potash  ignited  in  the  platinum  crucible.  But  as  this  salt  is  very 
deliquescent,  it  is  difficult,  after  its  ignition,  to  determine  its 
proportion  accurately  enough  for  weighing  it.  It  is  better, 
therefore,  to  add  muriatic  acid  to  the  liquor  before  evaporating 
ity  and  by  means  of  the  tables  for  calculations  in  analysis,  the 
quantity  of  carbonate  of  potash  may  be  calculated  from  the 

*  DnriDg  ignition  the  cover  should  be  kept  on  for  fear  of  loss  from  decrepitation, 
■noe  ev«n  the  oryatals  of  sulphate  of  potash  which  have  been  kept  for  a  long  time 
at  ft  drying  heat^  are  liable  to  decrepitate  when  a  stronger  heat  is  applied ;  where- 
fore the  heat  should  be  very  gradnaUy  increased,  and  the  coyer  oareftdly  kept  on, 
tm  we  have  said. — Ed. 

*  The  excess  of  sulphuric  acid  combines  with  the  ammonia,  and  is  volatilised  in 
the  state  of  sulphate  of  ammonia. — £d. 

*  Chloride  of  potaanum  should,  like  sulphate  of  potash,  be  carefolly  and  thoroughly 
dried  before  ignition,  because  it  is  a  decrepitating  salt. — Ed. 
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dilaride  of  poiaasixim  obtuned.  The  operator  max  also  begin, 
first,  br  ireurliixiz  tbe  caibonste  of  pofeuh  viikii  has  been 
CT^xiraied  to  diyness  and  ignited;  then,  treating  it  in  tlie 
platmnm  cracible  bv  mnriMtic  acicL  carcfoIlT  eraporating  the 
vbole  to  diyness,  igniting  it.  and  calcnlaxing  from  the  qnantitr 
of  the  chloride  of  potassdmn  obtained  vhat  was  that  erf  the 
carbonate.  This  last  method,  hoirerer,  requires  nnmexoos 
precautions  :  for  example,  the  muriatic  acid  must  be  added  to 
the  carbonate  of  potash  hj  portions  as  small  as  possible  at  a 
time,  othenrise  the  disengagement  of  carbonic  acid  woold  occa- 
sion projections,  and  a  considerable  loss  of  substance  might  be 
the  result.  It  is  necessarr.  also,  whilst  adding  the  add,  to  cotct 
the  crucible  with  a  watch  glass,  or  some  such  concaTe  piece  of 
glass,  in  order  to  avoid  all  loss  by  the  effeirescence.  After 
saturation,  the  glass  plate  is  washed  and  the  liquor  is  cautiously 
eraporated. 

If  potash  be  combined  with  nitric  and  in  the  liquor,  it  is 
evaporated  to  dryness  at  a  moderate  heat,  which  must  not  be 
much  above  the  temperature  of  boiling  water,  and  to  the  action 
of  which  it  is  abandoned  tmtil  it  is  found  that  the  weight  of  the 
nitrate  remains  constant.  The  solid  nitrate  of  potash  thus 
obtained  must  not  be  heated  to  fusion,  because  part  of  it  might 
be  decomposed  by  a  prolonged  fusion,  and  if  the  salts  contain 
traces  of  organic  substances,  their  presence  determines  the 
decomposition  of  a  portion  of  the  nitric  acid,  and  detonation 
takes  place  which  may  cause  the  loss  of  part  of  the  mass. 

When  potash  is  combined  with  another  acid,  the  quantity  of 
this  alkali  is  determined  bv  certain  methods  which  will  be  sub- 
sequently  described  at  lenglh.  I  shall  indicate  here  only  those 
by  means  of  which  their  quantity  may  be  determined  when  it  is 
combined  with  those  acids  which^  in  a  firee  state,  are  soluble  in 
alcohol^  which  is  the  case  with  most  of  them.  When  this 
occurs,  the  combination  containing  potash  is  then  dissolved  in 
water,  and  an  excess  of  solution  of  chloride  of  platinum  is  added 
to  the  liquor,  the  whole  is  most  cautiously  evaporated  almost  to 
dryness.      The   double   chloride  of    platinum   and   potassium 
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formed^  and  wliich  is  sparingly  soluble,  separates  the  very 
instant  that  the  solution  of  chloride  of  platinum  is  poured  in, 
but  if  the  liquor  be  too  dilute  this  separation  takes  place  only 
during  the  evaporation.  When  the  mass  is  nearly  dry,  some 
veak  alcohol  is  poured  upon  it,  or  if  the  liquor  has  been  reduced 
in  bulk  by  evaporation  strong  alcohol  is  used.  The  double 
chloride  of  platinum  and  of  potassium,  which  is  not  soluble  in 
weak  alcohol,  is  collected  upon  a  weighed  filter*  washed  with 
weak  alcohol,  and  cautiously  dried,  and  from  its  weight  the 
quantity  of  potash  is  calculated.  If  the  substance  containing 
the  potash  to  be  analysed  is  soluble  in  either  weak  or  strong 
alcohol,  an  alcoholic  solution  of  chloride  of  platinum  may  be 
added  to  the  alcoholic  solution  of  the  substance,  the  precipitate 
of  potassio-chloride  of  platinum  produced  is  then  collected  on  a 
filter  and  washed  with  weak  alcohol.  The  acid  with  which  the 
potasli  was  combined  may  be  found  dissolved  in  the  liquor 
filtered  from  the  precipitate. 

*  When  the  substance  under  examination  contains  only  a 
small  quantity  of  potash,  and  consequently  the  quantity  of 
potassio-chloride  obtained  is  so  smaU  that  it  does  not  exceed  a 
few  centigrammes,  it  is  not  necessary  to  collect  it  on  a  weighed 
filter.  An  ordinary  filter  may  then  be  used,  provided  it  be  not 
too  large.  After  having  washed  the  salt  with  weak  alcohol,  it 
is  ignited,  but  cautiously,  else  the  vapours  of  chlorine  might 
carry  away  a  little  undecomposed  chloride,  and  even  a  little 
metallic  platinum.  The  salt  enveloped  in  the  filter  should  be 
put  in  a  platinum  crucible  carefully  covered,  and  exposed  for  a 
long  time  to  a  moderate  heat.  The  filter  is  thus  carbonised, 
and  the  salt  imdergoes  decomposition  without  a  single  particle 
being  mechanically  carried  off^.  The  cover  is  then  partially 
removed,  and  the  fire  augmented,  so  as  to  incinerate  the 
charcoal  of  the  filter;  water  is  next  poured  in  the  crucible, 

'  This  essential  precaution  of  a  weighed  filter  is  performed  by  folding  the  filter, 
introdncing  it  in  a  platinum  crucible  previously  counterpoised  with  its  cover,  and 
exposed  to  a  heat  of  about  212^  The  closed  crucible  is  then  taken  out  and  placed 
under  a  bell,  by  the  side  of  a  capsula  containing  concentrated  sulphuric  add,  until 
quite  cold,  and  then  it  is  immediately  weighed.— Ed. 
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which  dissolyes  the  chloride  of  potassium^  leaving  platinum  in 
very  fine  powder,  and  which,  by  reason  of  its  great  specific 
gravity,  remains  at  the  bottom.  The  washing  is  continued 
until,  by  testing  it  with  solution  of  nitrate  of  silver,  it  no  longer 
becomes  turbid.  The  platinum  is  then  dried,  ignitedi  weighed ; 
and  from  its  quantity,  that  of  the  potassium  or  of  the  potash  can 
be  calculated  by  means  of  the  tables  at  the  end. 

*  This  method,  however,  should  be  altogether  rejected  when 
the  quantity  of  potassio-chloride  of  platinum  amounts  to  one, 
and,  d  fortiori,  to  several  decigrammes,  for  a  correct  result  could 
not  thus  be  obtained  except  by  the  most  extreme  care  and  the 
greatest  circumspection.  By  ignition  the  chloride  of  potassium 
melts,  and  so  completely  shelters  the  charcoal  of  the  filter,  that 
it  cannot  subsequently  be  incinerated  when  the  cover  is  removed 
from  the  crucible.  The  incineration  is  even  difficult  if,  after 
having  dissolved  the  greatest  part  of  the  chloride  of  potassium 
by  washing  it  with  water,  the  residuum  is  dried  and  ignited. 
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CHAPTER    11. 

SODIUM. 


DETERMINATION  OF  SODIUM  AND  OF  SODA. 

When  sodium  is  contained  in  the  state  of  oxysalt^  or  of 
chloride  of  sodium  in  a  liquor  which  contains  no  other  sub- 
stance firom  which  it  has  to  be  separated^  its  quantity  is  deter- 
mined in  the  same  manner  as  that  of  potassium.  During  the 
ignition  of  sulphate  of  soda^  no  decrepitation  need  be  appre- 
hended. If  there  be  an  excess  of  sulphuric  acid^  the  acid 
sulphate  of  soda  is  to  be  treated^  like  that  of  potash^  by  car- 
bonate of  ammonia^  in  order  to  convert  it  into  the  neutral 
sulphate. 

Chloride  oy  sodium^  like  chloride  of  potaasvum,  must  not 
be  exposed  to  a  strong  red  heat^  because  otherwise  a  small 
portion  might  be  volatilised/  though  this  salt  is  less  volatile 
than  chloride  of  potassium. 

K  soda  is  in  the  state  of  carbonate  of  soda^  the  operation 
by  which  its  quantity  is  determined  is  less  difficult  than  for  the 
corresponding  carbonate  of  potash^  because  carbonate  of  soda 
does  not  attract  moisture  so  rapidly  nor  so  easily  as  carbonate 
of  potash.  It  is  advisable^  however,  to  heat  the  carbonate  of 
soda  until  it  fuses  in  the  counterpoised  platinum  crucible. 

*  When  soda  is  combined  with  acids  which,  in  the  free  state. 


1  The  operator  most  bear  in  mind,  that  if  chloride  of  sodium  is  not  thoroughly 
dried  before  ignition  it  will  decrepitate,  and  there  will  be  danger  of  losing  portions 
of  it.— Ed. 
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are  soluble  in  weak  alcohol^  it  cannot  be  separated,  like  potash, 
by  means  of  chloride  of  platinum,  because  the  double  chloride 
of  sodium  and  platinum  is  soluble  in  aqueous  alcohol.* 

SEPARATION  OF  SODA  FROM  POTASH. 

When  a  liquor  contains  soda  and  potash  at  the  same  time, 
the  two  alkalies  may  be  separated,  and  their  proportions  deter- 
mined exactly,  in  the  following  manner : — Both  salts  are  con- 
verted into  chlorides,  the  solution  is  evaporated  to  dryness,  the 
residuum  is  heated  in  a  coimterpoised  platinum  crucible  to 
incipient  redness,  and  weighed ;  the  salt  obtained  is  then  to  be 
mixed  with  three  times  and  three-fourths  its  weight  of  crystal- 
lised soda-chloride  of  platinum,  which  quantity  is  exactly 
sufficient  to  convert  the  saline  mass  under  examination  into 
potash-chloride  of  platinum,  supposing  that  it  consists  altogether 
of  chloride  of  potassium. 

*  [If  soda-chloride  of  platinum  is  not  at  hand,  the  operator 
may  take  a  solution  of  chloride  of  platinum,  to  which  a  Uttle,  but 
not  too  much,  chloride  of  sodium  is  added,  which  answers  the 
same  purpose.]  The  mixture  is  dissolved  in  a  very  small  quantity 
of  water,  and  evaporated  almost  to  dryness,  at  a  very  gentle  heat 
in  a  platinum  or  in  a  porcelain  capsula;  it  is  next  to  be  treated 
by  alcohol,  containing  about  sixty  per  cent,  of  alcohol,  which 
dissolves  the  chloride  of  sodium,  and  the  excess  of  soda  chloride 
of  platinum.  The  potash-chloride  of  platinum  which  has  formed 
remains  insoluble.  It  is  collected  on  a  weighed  filter,  and  washed 
with  aqueous  alcohol ;  and  lastly,  it  is  dried  at  a  very  gentle 
heat,  until  after  being  weighed  several  times  the  weight  remains 
constant.  From  the  potash-chloride  of  platinum  thus  obtained, 
the  quantity  of  chloride  of  potassium  contained  in  the  saline 
mixture  under  examination  is  calculated.  As  to  the  quantity  of 
chloride  of  sodium,  it  may  be  found  by  deducting  the  weight  of 
the  chloride  of  potassium  from  that  of  the  two  metallic  chlorides. 


*  We  should  remark,  that  even  potaesio-chloridc  of  platinum  is  not  altogether 
insoluble  in  alcohol.— Ed. 
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Chloride  of  platmum  cannot  be  used  so  advantageously  as  the 
double  chloride  of  sodium  and  platinum^  because  the  first  of 
these  salts  is  more  liable  to  be  decomposed  by  alcohol.  *  [If^ 
however^  the  quantity  of  chloride  of  sodium  is  considerable^  com- 
pared with  that  of  the  chloride  of  potassium^  a  solution  of  the 
simple  chloride  of  platinum  may  very  weU  be  employed.] 

*  This  method;  however,  cannot  be  resorted  to  for  the  purpose 
of  determining  immediately  the  quantity  of  the  two  alkalies 
instead  of  estimating  that  of  the  soda  by  the  loss,  or  deduction 
firom  the  weight.  In  such  cases,  chloride  of  platinum  only  can 
be  employed  for  precipitating  the  potash.  After  having  added 
it,  the  solution  is  cautiously  evaporated  almost  to  dryness,  alcohol 
is  then  poured  upon  the  residuum,  and  the  potash-chloride  of 
platinimi  produced  is  separated  by  filtering.  A  little  muriatic 
acid  is  then  added  to  the  filtered  liquor,  it  is  diluted  with  water, 
and  the  greater  portion  of  the  alcohol  is  driven  off  by  heating  it 
gently.  An  excess  of  solution  of  chloride  of  platinum  is  next 
added,  and  a  current  of  sulphuretted  hydrogen  is  carefully  passed 
through  the  liquor.*  The  sulphuret  of  platinum  thus  predpi- 
tated,  is  separated  by  filtering,  and  rapidly  washed  with  cold 
water.  The  filtered  liquid  must  be  evaporated  slowly  to  dryness, 
and  after  heating  the  chloride  of  sodium  obtained  to  incipient 
redness,  it  is  weighed. 

*  The  platinum  of  the  excess  of  chloride  of  platinum  may  be 
precipitated  by  other  means  than  by  sulphuretted  hydrogen.  After 
having  separated  the  potash-chloride  of  platinum  by  filtering,  the 
liquor  is  evaporated  to  dryness,  and  the  residuum  sufficiently, 
but  not  too  strongly  ignited,  by  which  means  the  platinum  of  the 
chloride  of  platinum  is  reduced.  The  ignited  mass  is  treated 
by  water,  which  dissolves  the  chloride  of  sodium,  and  leaves  the 
reduced  platinum,  which  may  be  collected  on  a  filter,  after  which 
the  solution  of  chloride  of  sodium  is  evaporated  to  dryness. 


1  It  is  absolutely  necessary  that  the  solution  should  be  sufficiently  diluted, 
otherwise  the  sulphuret  may  escape  complete  precipitation,  and  the  muriatic  acid 
added  as  above  must  be  in  sufficient  quantity  to  give  an  acid  reaction  to  the 
Bqaor,  in  order  to  prevent  the  precipitation  of  certun  oxydes  which  otherwise 
might,  if  present,  be  precipitated  by  the  sulphuretted  hydrogen. — Ed. 
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If  thie  potash  and  «oda  are  in  the  state  of  sulphates^  they  must 
be  converted  into  chlorideii  before  they  can  be  separated  by  the 
process  just  described.  -  The  best  way  of  effecting  this  conversion 
will  be  described  farther  on.     (See  the  article  on  Sulphur.) 

*  According  to  Semllas^  perchloaic  acid^  and  some  pbr- 
CHLORATRS  Buty  be  resorted  to  as  an  easy  method  oCiseparating 
potash  fipom  soda.  Ferchlorate  of  potash  is  very  sparingly 
soluble  in  water,  and  altogether  insoluble  in  alcohol,  whilst  per- 
chlorate  of  soda  is  very  soluble  in  both  these  menstrua^  whii^ 
appears  also  to  be  the  case  with  most  of  the  combinations  of 
perchloric  acid  with  the  bases. ' 

*  If  perchloric  acid  is  added  to  a  solution  of  salts  of  potash  and 
soda,  for  the  purpose  of  separating  them  from  each  oth^,  the  solu* 
tion  must  first  be  carefully  evaporated  nearly  to  dryness,  and  the 
residuary  mass  is  treated  by  alcohol,  in  which  the  perchlorate  of 
potash  formed  is  insoluble,  but  which  dissolves  the  perchlorate  of 
soda  formed  at  the  same  time,  and  also  the  acid  which  was  com- 
bined with  the  two  alkalies  before  treatment.' 

*  When  these  two  alkalies  are  contained  in  an  aqueous  solu- 
tion in  the  state  of  metallic  chlorides,  perchlorate  of  silver  may 
be  used  to  separate  them  from  each  other  in  the  following 
manner : — ^An  excess  of  an  aqueous  solution  of  perchlorate  of 
silver  is  added  to  that  of  the  metallic  chlorides.  The  chloride 
of  silver  thus  produced  is  separated  by  filtering  and  washed  with 
hot  water,  in  order  to  dissolve  completely  the  perchlorate  of 
potash  formed.     The  quantity  of  chloride  of  silver  obtained  is 

'  The  method  recommended  by  M.  Nativelle  for  the  preparation  of  perchloric 
acid  as  a  reagent,  consists  in  introducing  in  a  retort  500  grammes  of  perchlorate  of 
potash,  and  1000  grammes  of  pure  sulphuric  acid,  previously  diluted  widi  100 
grammes  of  water.  The  whole  is  mixed  by  agitating,  and  heated  to  about  300^  Fahr. 
The  perchloric  acid  distils  in  an  almost  pure  state,  being  contaminated  only  by  a 
little  chlorine  and  a  little  sulphuric  acid.  It  is  to  be  agitated  suecessiyely  with 
small  quantities  of  oxyde  of  silver  and  of  baryta,  and  it  is  distilled.  If  the  operation 
has  been  well  conducted,  150gramme8  of  a  pure  and  colourlees  acid  are  obtained. — Ed. 

3  The  precipitated  perchlorate  of  potash  may  be  collected  on  a  filter,  washed 
with  alcohol,  dried  and  exposed  carefully  at  a  dark  red  heat ;  chloride  of  potassium 
will  then  be  left,  which  may  be  weighed,  and  from  which  the  quantity  of  potassium 
or  of  potash  may  be  easily  calculated. — Ed. 
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then  determined^  and  firom  it  that  of  the  chlorine  which  was 
combined  with  the  alkalisable  metals.  The  liquor  filtered 
from  the  chloride  of  silver  is  evaporated  to  dryness^  and  the 
dry  mass  is  treated  by  strong  alcohol^  which  dissolves  the 
perchlorate  of  soda  and  the  excess  of  perchlorate  of  silver^  but 
leaves  the  perchlorate  of  potash  untouched^  and  which  is  to  be 
washed  with  alcohol.  This  insoluble  perchlorate  of  potash  is 
carefully  exposed  to  a  red  heat^  by  which  means  it  is  converted^ 
under  disengagement  of  oxygen^  into  chloride  of  potassium^  the 
weight  of  which  may  be  deteipxiiiied^  and  firom  which  the  quan- 
tity of  the  potash  may  be  calculated.  The  alcoholic  solution  of  the 
perchlorates  of  soda  and  of  silver  is  also  evaporated  to  dryness^ 
the  dry  residuum  is  ignited,  and  by  washing,  the  chloride  of 
sodium  produced  may  be  separated  firom  the  chloride  of  silver, 
the  filtered  liquid  containing  the  chloride  of  sodiimi  in  solution 
is  cautiously  evaporated  to  dryness  in  order  to  obtain  the  weight 
of  this  salt. 

*  If  the  potash  and  soda  which  it  is  intended  to  separate  firom 
each  other  are  in  the  state  of  sulphates,  perchlorate  of  baryta  is 
added  to  the  solution  of  the  sulphates  of  alkaUes.  After  sepa* 
rating  the  sulphate  of  baryta  which  will  have  formed,  and  washing 
it  with  hot  water,  the  filtered  liquid  is  evaporated  to  dryness, 
and  the  perchlorate  of  potash  is  separated  by  alcohol.  The 
alcoholic  solution  of  the  perchlorates  of  soda  and  of  baryta  is 
evaporated  to  dryness  in  order  to  expel  the  alcohol.  Water 
is  next  added,  and  the  baryta  is  precipitated  by  sulphuric  acid. 
The  liquor  filtered  firom  the  sulphate  of  baryta  is  evaporated  to 
dryness,  and  the  sulphate  of  soda  is  then  treated  by  carbonate 
of  anunonia  before  determining  its  quantity.^ 


1  The  salt  of  soda  is  thus  converted  into  neutral  sulphate  of  soda,  in  which  stale 
it  is  weighed,  for  the  purpose  of  estimating  ihe  quantity  of  soda.  The  process  being 
the  same  as  that  described  for  potash,  page  2. 

M.  Barreswill  proposed  to  determine  the  quantity  of  caustic  soda  in  soda-ash 
by  means  of  chloride  of  barium,  an  excess  of  which  is  to  be  poured  in  the  solution 
of  the  sample,  and  filtering.  If  the  filtrate  has  an  alkaline  reaction,  the  presence  of 
cauatic  soda  it  inferred,  and  its  quantity  may  be  determined  in  the  filtrate  as 
directed  abore,  or  by  the  alkali-meter,  as  will  be  shown  farther  on. — Ed, 
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CHAPTER  III. 

LITHIUM. 


DETERMINATION  OF  LITHIUM  AND  OF  LITHIA. 

*  When  lithia  has  not  to  be  separated  from  any  other  base, 
its  quantity  is  determined  by  the  same  method  which  is  employed 
for  potash  and  for  soda. 

If  lithia  is  in  combination  with  sulphuric  acid,  it  is  not  neces- 
sary to  treat  the  sulphate  of  lithia  by  exposure  to  a  red  heat 
with  carbonate  of  ammonia,  because  there  is  no  bisulphate  of 
lithia/  and  the  red  heat  alone  is  sufficient  to  dissipate  an  excess 
of  sulphuric  acid.  As  chloride  of  lithium  rapidly  deliquesces  in 
the  air  it  cannot  be  weighed  exactly,  on  that  account,  and  it  is 
well,  therefore,  to  convert  it  into  sulphate  of  lithia. 

*  If  it  be  desired  to  weigh  it  as  chloride  of  lithium,  the  operator 
must  not  ignite  it  too  strongly,  because  a  small  portion  of  it  might 
thus  be  volatilised.  This  salt  is  less  volatile  than  chloride  of 
potassium,  but  more  so  than  chloride  of  sodium. 

Yet  if  the  quantity  of  lithia  in  a  liquor  is  very  small,  and  if 
this  liquor  contains  potash  and  soda  besides,  Berzelius  indicates 
a  peculiar  process  for  the  estimation  of  the  lithia.  A  little  pure 
phosphoric  acid  and  an  excess  of  pure  carbonate  of  soda  is  to  be 
added  to  the  liquor,  and  the  whole  is  evaporated  to  drj^ness. 


*  Tliereforo,  when  tho  solution  under  examination  contains  no  other  base  from 
which  it  has  to  be  first  separated,  it  may  at  once  be  converted  into  sulphate  by 
simply  adding  sulphuric  acid  to  the  solution,  evaporating  to  dryness,  and  igniting 
the  dry  mass  to  expel  the  excess  of  sulphuric  acid,  and  weighing.— Ed. 
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Daring  the  evaporation^  and  when  it  has  reached  a  certain 
degree  of  concentration,  the  liquor  gradually  becomes  turbid^ 
and  after  the  complete  exsiccation  of  the  salt,  and  dissolving 
thereof  in  cold  water,  there  remains  a  white  powder  which  is 
insoluble  in  the  mother-water,  which  is  rich  in  phosphate  of 
soda,  and  which  white  powder  slowly  subsides  at  the  bottom.* 
This  powder  is  washed  with  cold  water,  but  the  washing  must  not 
be  continued  too  long,  because  a  small  portion  of  the  powder  is 
dissolved  by  it ;  hot  water  must  not  be  used,  because  it  is  more 
soluble  in  it  than  in  cold  water.  This  powder  is  a  neutral 
double  phosphate  of  lithia  and  of  soda.  When  it  is  dry  it  is 
ignited,  and  from  its  weight  the  quantity  of  lithia  is  calculated. 
*  It  is  absolutely  necessary  that  the  liquor  from  which  lithia 
is  to  be  precipitated  according  to  this  process  should  contain  no 
other  bases  than  alkalies.  But  in  order  to  be  sure  that  the 
ignited  and  weighed  salt  is  really  a  double  phosphate  of  soda  and 
lithia,  it  should  be  examined  according  to  the  methods  which 
have  been  indicated  in  Vol.  I.  p.  18,  because  it  might  easily  be 
confounded  with  the  insoluble  combinations  of  phosphoric  add 
and  lime  or  magnesia. 

SEPARATION    OF    LITHIA    FROM    POTASH. 

In  order  to  separate  lithia  from  potash  so  as  to  be  able  to 
estimate  it  quantitatively,  the  potash  should  be  precipitated  by 
the  process  which  is  employed  to  separate  it  from  soda,  and 
which  has  been  described  page  8.  To  the  liquor  filtered 
from  the  potassio-chloride  of  platinum  obtained,  a  little  muriatic 
add  is  added,  the  liquor  is  next  diluted  with  water,  and  gently 
heated  until  the  greater  part  of  the  alcohol  is  expelled,  after 
which  a  current  of  sulphuretted  hydrogen  is  passed  through  it 
in  order  to  predpitate  the  platinimi  in  solution.  The  sulphuret 
of  platinum  thus  produced  is  collected  upon  a  filter  and  washed 
rapidly  with  cold  water ;  the  filtered  liquor  is  then  heated  imtil 


*  The  doable  phosphate  of  soda  and  lithia  is  insoluble  in  water  which  contains 
any  phosphate  in  solution,  and  almost  so  in  cold  water. — Ed. 
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all  tmell  of  sulphuretted  hydrogen  has  disappeared,  and  Utfaia 
is  precipitated  therefirom  in  the  state  of  double  phosphate  of 
soda  and  lithia,  in  the  manner  which  has  been  just  mentioned. 

The  liquor  filtered  firom  the  potash-chloride  of  platinum  may 
also  be  evaporated  to  dryness,  and  the  dry  mass  strongly  ignited, 
by  which  the  chloride  ofplatinum  is  reduced.  The  ignited  mass  ia 
then  treated  by  water,  and  the  reduced  platinum  being  separated 
by  filtering,  the  lithia  may  be  precipitated  fiN>m  the  filtered  liquor. 

*  If  the  simple  chloride  of  platinum  has  been  used  instead  of 
the  soda-chloride  of  platinum,  to  effect  the  separation,  the  ope- 
rator, after  first  eliminating  the  excess  of  potash-chloride  of 
platinum  and  of  the  platinum,  may  obtain  the  chloride  of  Uthium 
by  simple  evaporation  and  determine  its  quantity,  or  else  convert 
it  into  sulphate  of  lithia.  This  method  is  preferable  to  that 
which  I  have  related,  because  the  estimation  of  lithia  as  phos- 
phate of  soda  and  lithia  is  always  attended  with  some  uncertainty. 

*  Lithia  might  also  be  separated  firom  potash  in  the  same 
manner  as  this  latter  substance  is  separated  firom  soda^  namely, 
by  perchloric  acid ;  for  perchlorate  of  lithia,  like  perchlorate  of 
soda,  is  soluble  in  water  and  in  alcohol. 

SEPARATION    OF    LITHIA    FROM    SODA. 

The  separation  of  lithia  from  soda  is  effected  in  the  following 
manner :— ^the  weight  of  the  two  alkalies  in  the  state  of  sulphates 
of  carbonates,  or  of  chlorides,  must  first  be  ascertained.  The 
mixture  is  next  dissolved,  and  the  lithia  is  precipitated  as  phos- 
phate of  soda  and  lithia.  From  the  quantity  of  this  double  salt, 
after  ignition,  that  of  the  lithia-salt  is  calculated,  and  the  loss  on 
the  original  weight  represents  the  quantity  of  the  soda-salt.^ 

*  The  double  phosphate  of  UthU  and  soda  after  ignitioD,  oontaina  12^32  per  cent 
of  lithia.— Ed. 
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SEPARATION    OF    LITHIA    FROM    POTASH    AND    SODA. 

If  these  three  alkalies,  namely  :  potash^  soda,  and  lithia^  exist 
simultaneously  in  a  solution,  the  method  for  estimating  their 
respective  quantities  is  the  following :  the  weight  of  these  mixed 
salts  must  first  be  determined  in  the  state  of  metallic  chlorides. 
The  potash  is  next  precipitated  by  a  solution  of  chloride  of 
platinum  in  the  state  of  potash-chloride  of  platinum,  from 
which  the  quantity  of  that  alkaU  is  calculated ;  it  is  then  easy 
to  ascertain  what  was  the  weight  of  the  potash-salt  which  was 
contained  in  the  saline  mixture  first  weighed.  The  liquor  is 
next  filtered,  and  the  platinum  which  it  holds  in  solution  is 
eliminated  either  by  passing  a  current  of  sulphuretted  hydrogen 
through  it,  or  eke  by  evaporating  it  to  dryness  and  igniting 
the  dry  residuum,  and  lastly,  the  lithia  is  precipitated  in  the 
state  of  phosphate  of  soda  and  lithia,  from  which  the  quantity 
of  lithia  aii4  of  the  Uthic  salt  may  be  calculated,  which  quan* 
tities  deducted  from  that  of  the  mixed  salts  jbrst  weighed,  gives 
the  weight  of  the  soda«salt. 

*  From  a  mixture  of  these  three  alkalies,  the  potash  may  also 
be  separated  by  perchloric  acid,  and  the  lithia  may  afterwfurds 
be  separated  from. the  soda  in  the  way. which  we  have  just 
described.' 

>  M.  RammeUberg  proposed  to  separate  lithia  from  soda  in  the  analysis  of 
minerals,  in  which  lithia  is  accompanied  by  the  latter  substance,  by  treating  the 
chloride  of  theee  sabstances  with  a  mixture  of  alcohol  and  of  other  in  the  anhydroos 
state ;  the  chloride  of  Uthiiun  dissolves  completely  in  it,  whilst  only  a  trace  of  chloride 
of  sodimn  is  taken  up  in  the  solution. — Ed. 
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CHAPTER    IV. 

BARIUM. 


DETERMINATION  OF   BARIUM  AND  OF  BARYTA. 

Ffsw  substances  can  be  so  accurately  determined  and  easily 
separated  from  a  great  number  of  other  bodies  as  baryta. 

The  quantity  of  baryta  is  determined  by  pouring  dilute 
sulphuric  acid  in  the  solution  which  contains  it  until  it  ceases 
to  produce  a  precipitate.  This  precipitate  is  sulphate  of  baryta, 
which  salt  is  completely  insoluble  in  water  and  in  all  dilute  acids. 
It  is  washed^  exposed  to  a  low  red  heat  and  weighed.  From  its 
weight  the  quantity  of  the  baryta  is  calculated.  The  filter  may 
be  burnt  along  with  the  precipitate,  and  it  may  be  ignited  with- 
out any  fear  of  a  small  portion  of  the  sulphate  of  baryta  being 
reduced  by  the  charcoal  of  the  paper.  *  It  is  necessary  that  the 
liquor  from  which  baryta  is  precipitated  should  be  warmed  before 
or  after  the  addition  of  sulphuric  acid,  and  it  should  not  be 
filtered  before  the  precipitate  has  completely  settled  and  the 
liquor  has  become  perfectly  clear.  The  clear  supernatant  liquor 
is  then  first  poured  off  or  decanted  in  a  filter  until  only  a  small 
quantity  is  floating  above  the  precipitate.  Some  hot  water  is 
then  added,  the  whole  is  well  shaken,  and  the  sulphate  of  baryta 
is  again  suffered  to  subside  completely,  which  operation  is 
repeated  two  or  three  times.     If  this  precaution  be  neglected, 

*  Yet  in  doing  this,  it  is  necessary  to  exclude  the  access  of  air,  since  a  portion 
might  thus  be  converted  into  sulphuret  of  barium. — Ed. 
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the  sulphate  of  baryta  generally  traverses  the  filter  as  a  milky 
liquid.  * 

The  quantity  of  baryta  may  also  be  determined  as  carbonate 
OF  B  ARTTA^  but  Rs  Carbonate  of  baryta  is  not  completely  insoluble 
in  water^  this  method,  on  that  account,  is  not  very  exact,  and  is 
therefore  much  inferior  to  the  preceding  one.  When,  however,  the 
operator  is  obliged  to  resort  to  it,'  the  baryta  is  precipitated  from 
the  liquor  by  pouring  into  it  a  solution  of  carbonate  of  ammonia. 
But  as  the  conmion  carbonate  of  ammonia  often  contains  bi- 
carbonate of  ammonia,  which  would  produce  a  carbonate  of  baryta 
more  soluble  in  water,  a  little  pure  ammonia  must  be  first  added 
to  the  solution  of  the  carbonate  of  ammonia,  and  the  whole  is 
heated  in  a  sand  bath.  The  carbonate  of  baryta  obtained  is 
washed  with  a  small  quantity  of  water,  for  although  insoluble  in 
water  which  contains  salts  in  solution,  it  is  slightly  soluble  in 
pure  water.  It  is  then  dried,  ignited,  and  weighed.  It  does  not 
lose  any  carbonic  acid  by  ignition. 

*  This  aonoyiiig  condition  of  the  sulphate  of  baryta  has  been  observed  by  Berzelius 
to  take  place  generally  when  it  is  precipitated  from  a  neutral  solution,  having  a 
certain  degree  of  concentration ;  but  it  never  takes  place  if  the  solution  be  either 
very  dilute,  or  acid,  or  very  concentrated.  The  presence  of  a  soda-salt  contributes 
much  to  this  inconvenient  state  of  the  precipitate,  which,  once  acquired,  cannot  be 
remedied  either  by  adding  an  add,  nor  by  evaporating  that  solution  to  dryness, 
and  treating  the  mass  by  water.  It  is  true  ^lat  the  addition  of  an  acid  agglomerates 
the  precipitate,  but  as  soon  as  the  operator  begins  to  wash  it,  it  again  passes  through 
the  filter.  M.  Graeger  says,  th&t  sulphate  of  baryta  may  be  prevented  from  passing 
through  the  filter  in  the  following  way : — The  precipitate  of  sulphate  of  baryta  produced 
by  sulphuric  acid  or  the  solution  of  a  sulphate,  is  allowed  to  settle  well  at  the  bottom  of 
the  glass,  the  supernatant  water  is  decanted  and  replaced  by  a  fresh  quantity  of  water, 
and  again  decanted.  Concentrated  alcohol  must  now  be  poured  on  the  precipitate  ; 
the  whole  is  stirred  or  shaken  and  tlirown  upon  a  filter  previously  moistened  with 
weak  alcohoi  The  alcoholic  liquor  passes  clear  through  the  filter,  and  the  washing 
may  afterwards  be  continued  with  water  without  fear  of  its  passing  milky. — Ed. 

^  This  is  the  case  in  analysis  in  which  the  presence  of  sulphuric  acid  would 
interfere,  such  as  in  some  alkaline  minerals,  though  carbonate  of  baryta  being  only 
very  sparingly  soluble  in  water,  much  loss  need  not  be  apprehended  on  that  account. 
Berzelius  says,  that  1  part  of  carbonate  of  baryta  requires  4;i00  parts  of  cold,  and 
2S00  of  boiling  water  for  its  solution,  and  that  it  is  altogether  insoluble  hi  a  liquor 
containing  a  salt  in  solution.  Dr.  Fresenius,  however,  asserts,  from  the  direct 
experiments  which  he  undertook  to  this  effect,  that  one  part  of  carbonate  of  baryta 
requires  14,137  parts  of  cold,  and  15,421  parts  of  boiling  water.  If  the  water  be 
mixed  with  a  little  ammonia  and  excess  of  carbonate  of  a^lmonia,  it  is  so  insoluble 
that  one  part  of  carbonate  of  bar^'ta  requires  141,000  parts  of  the  liquid. — Ed. 
VOL.  II.  C 


SEPARATION    OF    BARYTA    PROM    THE    ALKALIES. 

For  the  purpose  of  separating  baryta  Ironi  the  alkalies  with 
which  it  may  exist  in  solution,  the  componnd  is  first  dissolved  in 
wator,  or  in  dilute  acid,  and  preferably  in  mnriatic  acid,  if  the 
compound  be  insoluble  in  that  menstmum;  the  baryta  is  then 
precipitated  trom  the  solution  by  pouring  an  excess  of  snlphmic 
acid  into  it;  the  liquor  is  filtered,  er^Ktrated  to  dryness,  and 
the  quantity  of  the  sulphates  of  alkalies  is  determined  by  the 
processes  which  have  been  described  before,  (page  2),' 

*  In  evRporating  the  liquor  filtered  from  the  sulphate  of 
baryta  produced,  it  is  necessary  to  operate  with  care  towards  the 
end,  that  is,  when  the  free  sulphuric  acid  is  eraporated  from  the 
sulphate  of  alkali,  else  some  portion  of  it  might  be  lost.  It  is 
advisable,  therefore,  not  to  use  too  much  sulphuric  acid  for  pre- 
cipitating the  baryta  in  the  first  instance.  Moreover,  when  the 
evaporation  of  the  liquor  filtered  from  the  sulphate  of  baryta  is 
BO  far  advanced  that  the  fr«e  sulphuric  acid  b^ins  to  volatilise 
in  thick  white  fumes,  the  fire  must  be  very  carefully  attended  to, 
otherwise  a  loss  might  be  produced  by  projection.  After  Uie 
expnlsion  of  the  free  sulphuric  add,  a  small  piece  of  carbonate 
of  ammonia  is  added  as  before  said,  (page  3). 

'  Sulphuric  Mid  mual  be  kdded  Dot  onlj  in  nffident  qnuitity  M  pneifHtBle  tit* 
whole  of  Ihe  buytA,  but  klm  to  conTert  the  alkalies  into  •olpbatn,  bJoiig  care, 
howaver,  not  U>  add  too  much  (alphnrie  acid. — En. 
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CHAPTER   V, 

STRONTIUM. 


DETERMINATION  OF  STRONTIUM   AND  OF  STRONTIA. 

Strontia  is  less  easily  precipitated  in  a  complete  manner  by 
sulphuric  acid  than  baryta,  because  sulphate  of  strontia  is  not  so 
completely  insoluble  in  water  as  sulphate  of  baryta.  Yet  when 
sulphuric  acid  is  added  to  the  solution  of  a  combination  of 
strontia  with  an  acid,  which  is  soluble  in  weak  alcohol,  this  salt 
may  be  estimated  very  accurately  by  pouring  strong  alcohol  in 
the  alcoholic  liquor  and  washing  the  sulphate  of  strontia  with 
weak  alcohol,  because  sulphate  of  strontia  is  not  soluble  in 
dilute  alcohol. 

In  many  cases,  however,  the  operator  is  compelled  to  preci- 
pitate strontia  by  pouring  sulphuric  acid  in  aqueous  solutions. 
Such  is  the  case  when  the  liquor  contains,  besides  sulphate  of 
strontia,  salts  which  are  not  soluble  in  weak  alcohol.  Although 
the  quantity  of  strontia  cannot  then  be  determined  with  as 
much  accuracy  as  that  of  baryta,  yet  this  process  is  preferable 
to  that  which  consists  in  precipitating  strontia  by  means  of 
a  solution  of  carbonate  of  ammonia,  because  carbonate  of 
strontia  is  not  absolutely  insoluble  in  water.  If,  however, 
the  latter  method  were  resorted  to,  an  excess  of  carbonate 
of  ammonia,  mixed  with  a  little  pure  ammonia,  should  be 
added  to  the  liquor,  and  the  whole  heated  upon  a  sand  bath, 
the  carbonate  of  strontia  thereby  obtained  should  then  be 
filtered,  washed,  and  ignited.    It  does  not  lose  any  carbonic 

acid  by  ignition. 

c  2 
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If  the  strontia^  the  quantity  of  which  has  to  be  estimated, 
exists  in  a  solution  which  does  not  contain  any  other  bases^  the 
best  is  to  follow  the  same  process  as  for  the  alkalies.  If  the 
liquor  contains  ammoniacal  salts,  they  may  be  eliminated  by 
igniting  the  salts  of  strontia. 

SEPARATION    OF    STRONTIA    FROM    BARYTA. 

Strontia  is  often  separated  from  baryta  by  converting  these 
two  bases  into  metallic  chlorides — ^igniting  these  salts,  and,  after 
having  determined  their  weight,  treating  them  by  anhydrous 
alcohol  in  which  chloride  of  strontium  is  soluble.  As,  how- 
ever, chloride  of  strontium  is  not  very  soluble  in  this  men- 
struum', and  as,  on  the  other  hand,  anhydrous  chloride  of 
barium  is  not  altogether  insoluble  in  absolute  alcohol,  this 
method  cannot  be  confidently  depended  upon,  wherefore 
Berzelius  has  proposed  the  following: — The  two  earths  are 
first  to  be  dissolved  in  an  excess  of  muriatic  acid,  or  in  acetic 
acid,  and  hydrofluosilicic  acid  is  added,  by  which  means  the 
baryta  is  precipitated';  the  strontia  remains  dissolved  in  the 
free  acid  in  the  state  of  silico-fluoride  of  strontium.  The  pre- 
cipitate of  silicofluoride  of  barium  is  not  formed  immediately, 
but  after  a  certain  time  it  settles  in  the  form  of  small  micro- 
scopic crystals.  It  is  washed,  collected  on  a  weighed  filter, 
dried,  and  from  its  weight  the  quantity  of  baryta  is  calculated.' 
Sulphuric  acid  is  next  poured  into  the  liquor  filtered  from 
the  above  precipitate,  and  it  is  evaporated  to  dryness*.     The 


^  According  to  Berzelius,  24  parts  of  anhydrous  alcohol  at  the  ordinary  tempera- 
ture, and  19  parts  of  boiling  alcohol,  dissolve  1  of  chloride  of  strontium.  Alcohol 
of  spec.  gr.  0*833  dissolves  one-sixth  of  its  weight,  anhydrous  alcohol  dissolves  onl/ 
^1^  of  its  weight  of  chloride  of  barium. — Ed. 

3  The  hydrofluosilicic  acid  added  must  be  in  excess,  and  the  whole  left  at  rest  for 
several  hours,  in  order  to  allow  time  for  the  formation  of  the  fluoride  of  silidum  and 
barium. — Ed. 

'  The  heat  employed  to  dry  this  precipitate  of  fluoride  of  silicium  and  bariunn 
must  be  very  moderate ;  in  fact,  the  heat  of  a  steam  bath  is  sufficient  for  that  pur- 
pose ;  for  this  salt,  which  contains  no  water  of  crystallisation,  is  easily  decomposed  by  a 
red  heat,  and  is  transformed  into  fluosilicic  acid  gas  and  fluoride  of  barium. — Ed. 

*  Sulphuric  acid  must  be  added  in  sufficient  quantity  to  convert  the  whole  of 
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dried  mass,  which  consists  of  siilphate  of  strontia,  is  ignited^ 
weighed,  and  from  its  weight  the  quantity  of  strontia  is 
calculated. 

*  Smith  has  indicated  another  method  of  separating  baryta 
from  strontia,  which  is  founded  on  the  difference  of  solubility 
of  the  CHROMATEs  of  thcsc  two  earths.  Their  neutral  solution  is 
first  diluted  with  a  large  quantity  of  water  and  a  solution  of 
neutral  chr ornate  of  potash  is  added  thereto ;  after  a  little  time 
the  precipitate  of  chromate  of  baryta  formed  is  collected  on  a 
filter  without  heating  the  whole.  It  is  difficult  to  determine 
the  quantity  of  strontia  which  exists  in  the  filtered  liquid,  owing 
to  which,  Berzelius'  method  should  be  preferred. 


SEPARATION    OF    STRONTIA    FROM    THE    ALKALIES. 

Strontia  may  be  separated  from  the  alkalies  by  precipitating 
it  either  in  the  state  of  sulphate,  by  means  of  sulphuric  acid,  or 
in  the  state  o{  carbonate,  by  means  of  carbonate  of  ammonia.  In 
both  cases,  the  precipitate  is  washed,  dried,  gently  ignited,  and 
weighed.  The  whole  of  the  alkali  is  then  contained  in  the  liquor 
filtered  therefrom.  If  sulphuric  acid  has  been  employed  to 
precipitate  the  strontia,  the  liquor  is  to  be  evaporated  to  dryness, 
with  the  precautions  indicated  (page  18)  for  the  separation  of 
baryta  from  the  alkalies,  and  the  dried  mass  is  ignited  with  a 
little  carbonate  of  ammonia,  by  which  means  the  alkali  is  obtained 
in  the  state  of  neutral  sulphate,  (page  3).  When  carbonate  of 
ammonia  has  been  employed  to  precipitate  strontia,  the  liquor 
is  filtered,  evaporated  to  dryness,  and  the  dry  mass  is  ignited. 
The  ammoniacal  salts  are  thereby  volatilised,  and  the  alkali 
remains  combined  with  the  acid  with  which  the  strontia  was 
united  before  its  precipitation,  provided  always  that  the  acid 
is  of  such  a  nature  as  not  to  be  destroyed  by  the  action  of 

the  BtroDtia  into  sulphate,  for  which  purpose  a  slight  excess  must  be  added  and 
cautiously  eraporated,  so  as  to  leave  the  mass  in  a  thoroughly  dry  state  before 
ignition. — Ed. 
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operator  may  at  once  employ  a  neutral  solution  of  oxalate  of 
ammonia.  The  precipitate,  which  is  oxalate  of  lime,  takes  a 
long  time  to  settle,  and  passes  through  the  filter  if  care  has  not 
been  taken  to  warm  it,  and  so  give  the  precipitate  a  sufficient 
time  to  settle  completely  before  filtering.  In  fact,  the  same 
precautions  should  be  observed  as  for  sulphate  ol  baiyta 
(page  17).  In  general  the  operator  should  not  be  in  a  huny 
about  filtering  it,  because  oxalate  of  lime  requires  a  pretty 
long  time  to  precipitate  completely.  It  is  advisable,  therefore 
before  filtering  the  liquor,  to  allow  it  to  remain  at  rest  for 
twelve  hours  or  more  in  a  warm  place.  Oxalate  of  lime 
is  insoluble  in  water,  but  it  is  soluble  in  acids  and  even  in 
oxalic  acid,  wherefore  it  is  necessary  to  take  care  that  the 
liquor,  after  the  precipitation^  is  slightly  alkaline,  or  at  least 
neutral. 

The  precipitated  oxalate  of  lime  must  be  well  washed,  dried, 
and  ignited  in  a  platinum  crucible.  During  this  operation  the 
oxalate  burns  with  a  blue  flame^  which  is  due  to  the  production 
of  oxyde  of  carbon :  the  mass  assumes  a  greyish  tinge^  but 
becomes  almost  white  again  under  the  influence  of  a  stronger 
heat.  The  oxalate  of  lime,  which  could  not  be  safely  weighed 
as  such^  is  thereby  converted  into  carbonate  of  lime,  which 
will  not  have  lost  any  carbonic  acid,  if  the  heat  employed 
has  not  been  too  strong.  But  as  it  may  very  well  happen 
that  the  heat  will  have  been  intense  enough  to  disengage 
some  carbonic  acid,  which  in  most  cases  is  caused  by  the  action 
of  the  charcoal  of  the  filter,  the  carbonate  of  lime  should 
be  weighed  after  ignition,  and  then  uniformly  moistened  in 
the  platinum  crucible  with  a  few  drops  of  a  concentrated 
solution  of  carbonate  of  ammonia,  dried  and  again  weighed 
after  a  gentle  ignition.  If  the  two  weighings  agree,  no  carbonic 
acid  had  been  disengaged  during  the  first  ignition;  if  at  the 
second  weighing  an  increase  of  weight  is  observed,  it  is  very 
probable  that  this  excess  results  from  the  carbonic  acid  which 
has  been  added  from  the  decomposition  of  the  carbonate  of 
ammonia. 
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*  Yet  the  increase  may  result  also  from  the  water  of  the 
solution  of  the  carbonate  of  ammonia^  which^  if  the  operation 
has  been  performed  rapidly^  may  not  have  had  time  to  be 
completely  expelled  by  the  dull  red  heat  to  which  it  has  been 
exposed.  Wherefore  it  is  always  well  to  heat  the  carbonate  of 
lime  a  second  time^  and  then  to  weigh  it.  If  the  second  and 
the  third  weighing  agree^  the  operator  may  feel  certain  that  he 
has  the  exact  weight  of  the  carbonate  of  lime.  From  the 
carbonate  of  lime  thus  obtained,  the  weight  of  the  lime  may 
be  calculated. 

Another  method  of  precipitating  lime  is  the  following: — 
Carbonate  of  ammonia  is  to  be  added  to  the  dilute  solution  of 
this  earth,  by  which  means  a  precipitate  of  carbonate  of  lime  is 
formed.  The  solution  of  carbonate  of  ammonia  employed  for 
this  purpose  should  first  be  mixed  with  a  little  pure  ammonia. 
After  the  precipitation  the  whole  is  left  to  digest  for  a  pretty 
long  time  in  a  warm  place,  and  the  filtering  must  not  be  begun 
before  the  precipitate  has  completely  settled.  After  having 
dried  the  carbonate  of  lime  thus  obtained,  it  must  be  very 
gently  ignited,  or  only  strongly  warmed,  to  free  it  from  all 
moisture,  and  it  is  then  weighed. 

*  This  method  is  not  so  good  as  the  preceding  one,  namely, 
by  precipitating  the  lime  in  the  state  of  an  oxalate,  for  oxalate 
of  Ume  is  much  more  insoluble  in  water  than  the  carbonate, 
which,  however,  does  not  dissolve  in  water  that  contains  salts, 
but  which  is  slightly  soluble  in  pure  water. 

The  two  last  methods,  however,  are  not  applicable  when  the 
lime  is  united  to  phosphoric  or  any  other  acid  with  which  it 
forms  compounds  insoluble  in  water,  but  which  can  be  held  in 
solution  in  an  acid  liquor.* 

*  Ordinarily,  in  such  cases,  the  lime  is  precipitated  by  means 


*  For  example,  the  lime  from  phosphate  of  lime  cannot  be  precipitated  by  either 
of  these  two  methods  ;  for,  on  neutralizing  the  acid  liquor  which  may  hold  this 
salt,  the  lime  would  at  once  be  precipitated,  not  as  lime,  but  as  a  phosphate  of  lime  ; 
that  is  to  say,  in  the  yery  state  in  which  it  exists  in  the  acid  solution. — En. 
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of  sulphuric  acid  in  the  state  of  sulphate  of  lime,  but  alcohol 
must  be  added  to  the  liquor  to  render  the  precipitate  altogether 
insoluble  in  it.* 

SEPARATION    OF    LIME    FROM    STRONTIA. 

According  to  Stromeyer,  the  following  method  may  be  adopted 
to  separate  lime  from  strontia.  The  two  earths  are  first  precipi- 
tated as  carbonates,  which  should  be  well  washed ;  a  little  water 
is  next  poured  upon  the  precipitate,  and  nitric  acid  is  gradually 
added  in  sufficient  quantity  to  dissolve  it.  But  in  order  to  obtain 
a  solution  as  neutral  as  possible,  which  is  absolutely  necessary,  the 
nitric  add  must  be  added  towards  the  end  with  extreme  caution, 
and  even  when  very  near  the  point  of  saturation,  it  is  advisable  to 
warm  the  liquor  before  pouring  a  firesh  quantity  of  add ;  for  when 
the  liquor  approaches  the  neutralizing  point,  and  is  not  very 
dilute,  the  earths  can  no  longer  dissolve  in  the  cold,  so  as  to  give  a 
perfectly  neutral  solution.  The  liquor  is  next  evaporated  to  dry- 
ness in  a  bottle,  which  can  be  well  closed,  and  as  soon  as  the 
residuum  is  dry,  the  bottle  is  immediately  closed  up.  When  the 
saline  mass  has  cooled,  about  twice  its  bulk  of  absolute  alcohol 
is  poured  upon  it;  the  bottle  is  immediately  closed  up  again, 
and  it  is  frequently  shaken,  but  the  application  of  heat  must  be 
carefully  avoided.  The  nitrate  of  lime  formed,  dissolves  in  the 
alcohol,  whilst  the  nitrate  of  strontia  remains  insoluble.  When 
the  latter  salt  has  completely  settled  at  the  bottom  of  the  flask, 
the  liquor  is  thrown  on  a  weighed  filter,^  and  the  nitrate  of 
strontia  is  washed  with  absolute  alcohol,  but  the  funnel  should 
be  cautiously  covered  with  a  glass  plate  during  filtration,  in 
order  to  prevent  absorption  of  moisture.  The  filter  with  the 
nitrate  of  strontia  is  then  dried,  and  from  its  weight  the 
quantity  of  strontia  is  calculated.  For  greater  certainty,,  dis- 
solve the  nitrate  of  strontia  in  water,  pour  a  little  sulphuric 
add  in  the  liquor,  evaporate  it  to  dryness,  ignite  the  dry 
mass  in  a  counterpoised   platinum    crucible,   and    weigh  the 


»  The  quantit^r  of  alcohol  added  should  be  about  twice  the  bulk  of  the  liquid.— Ed. 

-  See  the  note,  p.  5. 
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residuTim.  From  the  weight  of  the  sulphate  of  strontia  thus 
obtained^  the  quantity  of  the  strontia  may  be  estimated  by 
calculation. 

As  to  the  alcoholic  liquor  filtered  from  the  nitrate  of  strontia^ 
and  which  contains  the  nitrate  of  lime^  it  is  to  be  diluted  with 
water^  and  heated  moderately  upon  the  sand  bath  until  all  the 
alcohol  has  evaporated ;  the  lime  may  then  be  precipitated  by 
oxalate  of  ammonia.  The  oxalate  of  lime  obtained  is  next  treated 
as  we  have  said  before.  Yet  a  shorter  and  simpler  way  consists 
in  treating  the  alcoholic  liquor^  filtered  from  the  nitrate  of 
strontia,  by  sulphuric  acid,  and  washing  the  precipitate  of 
sulphate  of  lime  produced  with  dilute  alcohol. 

SEPARATION    OF    LIME    FROM    BARYTA. 

Two  methods  may  be  employed  for  separating  lime  from  baryta. 
The  first  consists  in  converting  both  these  earths  into  metallic 
chlorides.  When  they  are  in  the  state  of  carbonates,  they  are 
supersaturated  with  muriatic  acid,  and  the  liquor  is  evaporated  to 
dryness.  The  dry  mass  is  moderately  ignited  in  a  counterpoised 
platinum  crucible,  sheltering  it  as  much  as  possible  from  the  con- 
tact of  the  air,  and  then  it  is  weighed.  If  the  liquor  which  holds 
the  metallic  chlorides  in  solution  contains  muriate  of  ammonia 
besides,  which  is  very  often  the  case,  this  latter  salt  would 
volatilise  during  the  ignition  of  the  dry  mass.  The  weighed 
metallic  chlorides  are  put  in  a  flask  susceptible  of  being  well 
closed,  and  treated  therein  by  absolute  alcohol,  which  dissolves 
the  chloride  of  calcium,  only  leaving  the  chloride  of  barium 
undissolved.  The  alcoholic  solution  is  now  filtered  to  separate 
the  chloride  of  calcium  from  the  chloride  of  bariimi,  which 
remains  on  the  filter,  on  which  it  is  washed  with  absolute 
alcohol,  the  filtered  liquid  is  then  diluted  with  water,  gently 
heated  until  the  whole  of  the  alcohol  has  volatilised ;  the  lime 
may  then  be  precipitated  by  oxalate  of  ammonia,  and  the 
oxalate  of  lime  produced  is  treated  in  the  manner  described 
before. 

A  simpler  way  consists  in  precipitating  the  lime  from  the 
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alcoholic  solution  by  means  of  sulphuric  acid^  and  washing  the 
precipitated  sulphate  of  lime  with  aqueous  alcohol. 

As  to  the  chloride  of  barium^  which  is  insoluble  in  alcohol^  it 
is  to  be  dissolved  in  water^  and  sulphuric  acid  is  poured  in  the 
solution  to  precipitate  it  as  sulphate  of  baryta. 

*  In  igniting  chloride  of  calcium  the  operator  must  see  that 
it  is  done  out  of  the  contact  of  the  air^  for  otherwise  a  portion 
is  transformed  into  pure  lime  and  carbonate  of  lime ;  wherefore 
it  is  advisable^  before  treating  these  ignited  chlorides  by  alcohol^ 
to  pour  a  few  drops  of  muriatic  acid  upon  them. 

This  method,  however  carefully  performed,  does  not  give  a 
very  accurate  result,  because  chloride  of  barium,  even  when 
freed  from  its  water  of  crystallisation,  is  not  totally  insoluble  in 
absolute  alcohoP.  But  there  is  another  method  for  separating 
lime  from  baryta,  which  gives  a  more  accurate  result,  and 
which  is  so  much  the  more  to  be  preferred  that,  when  employed, 
it  does  not  signify  in  what  acids  the  two  earths  are  dissolved,  or 
whether  any  alkaline  salts  are  present  or  not. 

This  second  method  consists  in  diluting  the  liquor  into 
which  the  two  earths  are  dissolved,  with  a  large  quantity  of 
water,  then  pouring  sulphuric  acid'  therein  so  long  as  a  preci- 
pitate continues  to  be  produced.  Sulphate  of  baryta  is  thrown 
down,  and  the  sulphate  of  lime,  which  is  not  insoluble,  but  only 
sparingly  soluble  in  water,  remains  dissolved,  provided  the 
liquor  has  been  diluted  with  a  sufficient  quantity  of  water. 
After  having  warmed  the  liquor,  and  allowed  a  sufficient  time 
for  the  precipitate  to  settle  completely,  it  (the  precipitate)  is 
collected  on  a  filter  and  carefully  washed  with  water.  When 
the  quantity  of  the  sulphate  of  lime  in  the  precipitate  is 
abundant,  the  washing  must  be  continued  for  a  long  time 
on  account  of  its  sparing  solubility.     It  is   hardly  necessary 


1  According  to  Berzelius,  about  400  parts  of  absolute  alcohol  dissolve  1  of 
chloride  of  barium. 

'  The  sulphuric  acid  employed  must  also  be  very  diluted,  since  otherwise  sulphate 
of  lime,  which  requires  a  large  quantity  of  water  for  its  solution,  might  be  preci- 
pitated along  with  the  sulphate  of  baryta. — Ed. 
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to  employ  hot  water  for  the  washings  for  sulphate  of  lime  is 
not  more  soluble  in  hot  than  in  cold  water.*  After  haying  well 
washed  the  sulphate  of  baryta^  its  weight  may  be  determined ; 
this  done,  the  filtered  liquor  must  be  saturated  with  ammonia, 
and  the  lime  may  be  precipitated  by  oxalate  of  ammonia; 
the  oxalate  of  lime  thiis  produced  is  then  treated  as  we  have 
already  said. 

When  this  method  is  employed  to  separate  baryta  firom  lime, 
the  liquor  from  which  the  baryta  is  precipitated  by  sulphuric 
acid,  may  be  acid,  because  sulphate  of  baryta  is  insoluble  in  all 
dilute  adds,  but  it  should  contain  no  firee  ammonia,  because, 
otherwise,  the  solution  of  sulphate  of  lime,  exposed  to  the  air, 
would  deposit  a  little  carbonate  of  lime  on  the  sides  of  the 
vessel,  which  circumstance  might  cause  an  error  in  the  weight 
of  the  sulphate  of  baryta,  making  it  appear  greater  than  it 
really  is,  supposing  that  it  should  not  have  yet  been  filtered 
from  the  solution  of  sulphate  of  lime.  Therefore,  when  such  a 
solution  contains  free  ammonia  it  should  be  first  supersaturated 
with  an  acid. 

SEPARATION    OF    LIME    FROM    STRONTIA    AND    BARYTA. 

When  lime  has  to  be  separated  &om  baryta  and  strontia,  the 
process  is  as  follows : — The  three  earths  should  be  precipitated 
together  in  the  state  of  carbonate  by  means  of  carbonate  of 
ammonia,  mixed  with  a  little  pure  ammonia,  taking  care  to  warm 
the  liquor.  The  carbonates  are  then  dissolved  in  muriatic  acid, 
the  solution  is  evaporated  to  dryness,  the  dry  mass  is  ignited,  and 
then  treated  by  absolute  alcohol,  which  leaves  the  chloride  of 
barium  untouched,  but  which  dissolves  the  chloride  of  strontium 
and  of  calcium.  The  alcoholic  solution  is  then  mixed  with 
water,  and  the  alcohol  is  evaporated  by  a  gentle  heat,  after 
which,   nitric   acid   being  poured  in   the   liquor,   it   is  to  be 


'  By  using  hot  water,  however,  the  filtering  proceeds  with  much  greater  rapidity, 
a  drconiBtance  of  some  moment,  when  the  precipitate  has,  like  the  present,  to 
imdergo  protracted  washing,  my  filtering  apparatus  described  page  33,  will  be 
found  adTaniageoiia. — Ed. 
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evaporated  to  dryness^  by  which  means^  the  chlorides  are  con- 
verted into  nitrates^  which  may  then  be  treated  as  we  have  said 
before. 

It  is  better,  however,  first  to  precipitate  the  baryta  firom  the 
liquor  which  holds  the  three  earths  in  solution,  by  means  of 
hydrofluosilicic  acid,  filtering,  and  adding  sulphuric  acid  to  the 
filtered  liquor,  evaporating  to  dryness,  igniting  the  dry  mass, 
by  which  means  sulphate  of  strontia  and  sulphate  of  lime  are 
obtained.  These  two  salts  are  now  mixed  in  a  platinum 
crucible,  with  three  times  their  weight  of  carbonate  of  soda  or 
of  potash,  the  whole  is  fiised,  water  is  poured  upon  this  fused 
mass,  and  an  insoluble  compoimd  is  obtained,  which  is  composed 
of  carbonate  of  strontia  and  of  carbonate  of  lime.  These  two 
earths  may  then  be  separated  firom  each  other  as  we  have  said, 
(page  27). 

SEPARATION    OF    LIME    FROM    THE    FIXED    ALKALIES. 

It  is  very  easy  to  separate  lime  from  the  fixed  alkalies.  The 
lime  is  precipitated  from  the  liquor  by  oxalate  of  ammonia,  and 
the  liquor  filtered  from  the  oxalate  of  lime  produced  is  evaporated 
to  dryness ;  the  dry  mass  is  ignited  in  a  counterpoised  platinum 
crucible,  and  weighed.  The  fixed  alkali  combined  with  the 
acid  to  which  it  was  united  in  the  liquor  is  thus  obtained,  pro- 
vided always  that  the  alkaline  salt  is  one  which  is  not  decom- 
posable by  heat.  If,  for  example,  the  lime  and  the  alkali  were 
dissolved  in  muriatic  acid,  chloride  of  potassiimi,  chloride  of 
sodium,  &c.,  would  be  obtained — ^the  ammoniacal  salts  which 
were  in  solution  in  the  liquor,  as,  for  example,  the  excess  of 
oxalate  of  ammonia,  or  muriate  of  ammonia,  would  be  destroyed 
or  volatilised  by  the  heat. 

It  is  necessary,  however,  to  operate  with  the  utmost  care 
when  the  lime  has  been  precipitated  by  oxalate  of  ammonia 
from  a  liquor  which  contained  sulphuric  acid,  or  sulphate  of 
ammonia.  If  the  quantity  of  sulphate  of  ammonia  be  con- 
siderable, it  is  difficult  to  guard  against  a  loss.  Sulphate  of 
ammonia    fuses    and    is    decomposed  with   projection   before 
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volatilising.  It  is  advisable  to  evaporate  the  liquor  filtered 
from  tlie  oxalate  of  lime  in  a  somewhat  large  platinum  capsula, 
and  to  ignite  the  dry  mass  in  this  capsnla  until  all  the  ammo- 
niacal  salts  are  eliminated.  The  sulphate  of  alkali  obtained  is 
then  poured  in  a  small  counterpoised  platinum  capsula  or 
crucible;  the  lai^er  capsula  is  washed  with  water,  and  the 
washing  is  put  also  in  the  small  capsula;  the  whole  is  then 
evaporated  to  dryness^  and,  after  ignition,  the  residuum  is 
weighed.  Pending  the  ignition,  it  is  necessary,  in  order  to 
expel  the  excess  of  sulphuric  add  completely,  to  use  a  little 
carbonate  of  ammonia,  as  we  have  already  said,  (page  3). 
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CHAPTER  VII. 

MAGNESIUM. 


DETERMINATION  OF  MAGNESIUM  AND  OF  MAGNESIA. 

The  quantitative  estimation  of  magnesia  is  often  attended 
with  numerous  difficulties.  The  quantity  of  this  earth,  in 
many  cases,  cannot  be  determined  with  as  much  precision 
as  that  of  the  substances  of  which  we  have  been  hitherto 
speaking. 

If  magnesia  exists  in  a  liquor  firom  which  no  other  substance 
has  to  be  quantitatiyely  separated,  and  if  the  liquor  contain  no 
other  fixed  constituent,  it  is  evaporated  to  dryness ;  the  mass  is 
ignited  in  a  counterpoised  platinum  crucible,  by  which  means 
the  ammoniacal  salts,  if  any  be  present,  are  volatilised.  Sulphuric 
acid,  diluted  with  a  little  water,  is  then  carefully  poured  on  the 
ignited  mass;  the  whole  is  evaporated  to  dryness,  and  the 
residuum  is  slightly  ignited  in  order  to  expel  the  excess  of 
sulphuric  acid.  The  residuum  is  weighed ;  it  consists  of  neutral 
sulphate  of  magnesia,  from  the  weight  of  which  the  quantity  of 
the  magnesia  may  be  calculated.  If  the  liquor  at  first  contained 
sulphuric  acid,  it  is  clear  that  the  dry  mass  need  not  be  super- 
saturated with  sulphuric  acid  after  the  first  ignition ;  but  when 
the  liquor  contains  ammoniacal  salts,  sulphuric  acid  should  be 
added  only  after  the  volatilisation  of  these  salts,  because  sulphate 
of  ammonia  would  otherwise  be  formed,  which  cannot  be  easily 
volatilised  without  losing  some  of  the  residuum,  because  it  then 
begins  to  fuse,  and  spirts  out  very  much. 
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But  when  the  liquor  contaias,  beaidea  magnesia,  other  fixed 
coDstituents,  aa,  for  example,  salts  of  potash,  and  magaesia 
alone  is  required  to  be  quantitatively  determiued,  it  may  be 
precipitated  as  carbonate  of  magnesia  by  means  of  a  solution  of 
carbonate  of  potash ;  but  as  neutral  carbonate  of  magnesia, 
which  should  be  precipitated  by  the  neutral  carbonate  of  potash 
added,  is  decomposed  by  water,  the  result  of  which  is  to  produce 
bicarbonate  of  magnesia  which  is  soluble  in  this  liquid,  the  ope- 
rator must,  in  order  to  avoid  this  obstacle,  boil  for  a  long  time 
the  magoeaiaa  solution  with  an  excess  of  carbonate  of  potash. 
The  best  is  to  employ  for  the  purpose  a  platinum  capsida  as 
large  as  possible.  The  precipitated  carbonate  of  magnesia  is 
collected  on  a  filter,  and  washed  with  hot  water.  It  is  necessary 
to  be  care^  not  to  interrupt  the  washing  or  to  continue  it  for 
too  long  a  time,  becanse  carbonate  of  magnesia  is  not  absolutely 
insoluble  in  water,  though  it  is  less  soluble  in  hot  than  in  cold 
water;  so  that  water  »a  hot  as  possible  must  be  employed  to 
wash  it.'  Having  continued  the  washing  so  long  that  a  few 
drops  of  the  washing  being  evaporated  on  a  strip  of  platinum 
foil,  leave  only  a  slight  peUicle,  the  precipitate  is  dried,  ignited. 


■  For  the  purpose  of  filtering  ntincUy,  I  ramtriTed  (lie  follaving  jfipuKtoB,  whicti 
eonnala  of  a  common  FlMBnce  fluk,  tvo-thir<lB  fall  of  water,  connected  by  a  pewter 
ortiiipipe  with  a  didi,  haTiiig  a  circnlar  lim  inside,  on  whicfa  a  large  gbae  beaker. 


beBQremoredjOr  a  gla«s  bell  open  at  top  ii  placed  mouth 
a  small  sapport,  which  nay  be  an  inverted  cnirible,  raoeirea  tlw  twaker 
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and  weighed.     The  action  of  the  fire  espels  the  carboDic  acid, 
and  therefore  the  ignition  must  not  be  discontinued  too  soon. 

*  Considering,  however,  that  if  the  boibng  has  not  been 
long  enoagh,  some  magnesia  might  still  remain  in  solution,  it  is 
advisable,  after  boiling,  to  take  the  hquor  filtered  from  the 
carbonate  of  magnesia,  to  put  it  in  a  porcelain  capsula,  or, 
better  still,  in  one  of  platinum,  to  evaporate  it  to  dryness  by  a 
strong  heat,  taking  care,  in  order  to  avoid  the  loss  which  might 
he  incurred  by  projection,  to  stir  the  mass  incessantly,  especially 
towards  the  end.  The  dry  residuum  is  then  washed  with 
boiling  water,  which  often  leaves  a  small  residuum  of  carbonate 
of  magnesia,  which  being  collected  on  a  filter,  must  be  washed 
with  hot  water. 

*  But  as  the  liqnor  filtered  from  the  carbonate  of  magnesia 
precipitated  by  boiling,  ordinarily  contains  as  yet  a  little 
carbonate  of  magnesia  mixed  with  the  excess  of  carbonate  of 
alkali,  owing  to  which  the  operator  is  obliged  to  evaporate  it  to 
dryness,  it  is  not  necessary  to  filter  all  the  liqnor  after  the 
ebullition;  it  suffices  to  allow  the  carbonate  of  magnesia  to 
settle  at  the  bottom,  and  to  decant  the  hot  supernatant  liquor ; 

inta  whidi  Ihe  fUtared  liipiid  ttUa  from  the  pitper  filter  held  b;  >  pladnmc  riag, 

adjusted  mi  &  coDvenient  hnght,  uid  in  a  couTenient  portion,  by  beoding  the  pUtiiiiim 

wire  lHrmii»ted  b;  the  ring.    A  lighUd  spirit-lamp  being  Dov  pnt 

under  the  Florence  flask  genenttee  Bteam,  which,  puang  Ihraugh 

the  tin  pipe,  soon  fills  ap  the  whole  ^p&ratns,  and  escapes 

(hraogh  the  bottomleaa  inverted  beakm.    B;  this  contriTanee 

not  onl;  the  flltenng  proceedi  rapidly,  but  whilst  taking  place 

the  precipitate,  being  in  Ml  atmosphere  of  steam,  is  ahellered 

from  the  action  of  die  tit.    This  filtering  apparatus  may  be 

modified  as  foUowi  ;  A  ■■  ■  reeerroir  of  water,  which  may  be 

pUoed  over  a  lamp,  or  upon   ■  store,  so  aa  to  generate  the 

steam.      B  i«  a  collender,  resting  npon  a  drcnlar  rim,   and 

throDghthe  holeaofwUoh  the  steam  of  the  water  below  eaeapM; 

tlut  cullender  has  a  little  socket  for  recaving  a  cork,  and  in 

the  cork  a  stout  platinnm  wIn  i>  thrust,  which  i«  terminated 

by  a  ring  for  supporting  Ihe  filter,  or  else  It  may  be  turned  on 

one  side,  and  the  filter  may  be  placed  either  alone,  or  in  a  funnel,  in  a  porcelain 

•Dpport.  plaoed  over  the  perfbrated  glass  beaker  C,  which  forms  the  steam  chamber. 

It  muat  be  borne   in  mind,   that   though   filtering   and    washing   is   considerably 

accelerated  by  this  apparatua,  yet   there  are  someliroes  particular  reasons   for 

avoiding  the  use  of  hot  water, —  Ed, 
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hot  water  is  then  poured  upon  the  precipitate  collected  on  a 
filter;  it  is  washed,  and  both  the  decanted  Uquor  and  the 
washings  are  tc^ther  rapidly  evaporated  to  diyness. 

When  magnesia  is  to  be  precipitated  by  carbonate  of  potash, 
several  precautions  must  be  observed,  which,  if  n^lected,  may 
be  the  cause  of  veiy  serious  errors,  and  very  inaccurate  results. 

*  First  of  all,  especial  care  must  be  taken  for  the  purpose  of 
evaporating  the  Uquor  to  dryness,  to  employ,  not  a  gentle  heat, 
but  as  much  as  possible  a  boiling  temperature.  It  is  truethatin 
acting  thus  it  is  difficult  to  avoid  a  slight  spirting,  but  on  the 
other  hand,  the  operator  has  not  to  fear  any  loss  from  the  efflo- 
rescence of  the  salts,  which  hardly  ever  takes  place  except  when  a 
gentle  heat  is  i^pUed  to  evaporate  a  saline  Uquor ;  added  to  which, 
a  very  sparingly  soluble  combinationof  carbonate  of  magnesia  and 
of  carbonate  of  potash  is  formed  under  the  influence  of  a  gentle 
heat,  which  considerably  augments  the  apparent  weight  of  the 
carbonate  of  magnesia,  though  a  great  quantity  of  the  combi- 
nation is  dissolved  during  the  washing.  This  combination  is 
decomposed  by  a  red  heat,  which  deprives  the  magnesia  of 
its  carbonic  acid,  so  that,  upon  treating  the  ignited  mass  with 
water,  the  carbonate  of  potash  is  dissolved,  and  the  magnesia 
remains  insoluble.  Therefore,  it  is  always  necessary,  after 
igniting,  to  treat  the  ignited  magnesia  with  water,  in  order  to  see 
whether  it  is  pure,  and  whether  the  water  dissolves  much  car- 
bonate of  potash ;  if  so,  the  magnesia  must  be  washed  with  hot 
water,  ignited  again,  and  weighed. 

*  If  the  presence  of  potash  has  been  ascertained  in  the  mag- 
nesia, it  is  necessary,  after  having  weighed  the  latter,  to  dissolve 
it  in  dilute  muriatic  add.  If  the  magnesia  has  been  precipitated 
by  carbonate  of  potash,  there  generally  remains,  after  dissolving 
it  in  the  add,  a  small  quantity  of  siUcic  add  which  is  collected 
on  a  filter,  washed,  ignited,  and  weighed,  and  the  weight  of 
which  being  deducted  from  that  of  the  magnesia,  gives  the  exact 
quantity  of  the  latter.  This  siUdc  acid  comes,  in  most  cases, 
firom  the  carbonate  of  potash  employed,  for  it  is  extremely  diffi- 
cult to  obtain  it  perfectly  firee  from  that  substance, 

i>  2 
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When  the  liquor  which  contains  magnesia,  contains  also  consi- 
derable quantities  of  muriate  or  other  salts  of  ammonia,  the  ammo- 
niacal  salts  must  be  decomposed  before  the  magnesia  can  be  totally 
precipitated  by  carbonate  of  potash,  and,  to  effect  this,  an  excess 
of  carbonate  of  potash  must  be  added,  the  whole  heated  for  a  long 
time,  until  the  ammoniacal  salts  are  decomposed,  and  then  boiled 
for  some  time.      Those,  however,  who  have   not  yet  acquired 
sufficient  practice  often  commit  a  mistake  in  reference  to  the 
quantity  of  carbonate  of  potash  which  should  be  used.     In  order 
to   ascertain   whether   enough   carbonate   of  potash  has  been 
employed,  the  liquor  must  be  heated  until  it  smells  no  longer  of 
ammonia,  and  then  a  little  more  carbonate  of  potash  is  added ;  if 
the  heat  gives  rise  to  a  fresh  disengagement  of  an  ammoniacal 
odour,  it  is  a  proof  that  the  carbonate  of  potash  added  is  not  as 
yet  in  sufficient  quantity.  The  operator  continues  to  do  this  until 
the  last  quantity  of  carbonate  of  potash  added  exhales  no  further 
odour  of  ammonia.     After  having  separated  the  carbonate  of 
magnesia  by  filtering,  and  evaporated  the  filtered  liquor  to  dry- 
ness, the  water  with  which  this  dry  residuum  is  washed  should 
impart  a  strong  blue  colour  to  reddened  litmus  paper.     If  the 
colour  of  the  paper  does  not  change,  it  is  a  proof  that  the  quan- 
tity of  carbonate  of  potash  employed  was  not   sufficient  to 
decompose  the  ammoniacal  salts,  and  that  another  portion  of 
carbonate  of  potash  must  be  added  to  separate  all  the  magnesia 
from  the  liquor. 

*  Formerly  when  after  the  addition  of  carbonate  of  potash  the 
magnesia  had  been  precipitated  by  boiUng,  the  whole  was  eva- 
porated to  dryness  without  separating  the  latter.  Water  was 
poured  upon  the  dry  mass,  and  the  undissolved  carbonate  of 
magnesia  was  collected  on  a  filter.  According  to  Bonsdorf,  this 
method  is  not  so  good  as  that  which  we  have  just  described. 
In  effect,  it  appears  that  the  double  carbonate  of  magnesia  and 
potash,  of  which  we  have  spoken  above,  may  be  formed  also  at  a 
certain  temperature,  during  the  drying  of  the  mass,  by  the 
reaction  of  the  excess  of  carbonate  of  potash  upon  the  precipi- 
tated carbonate  of  magnesia. 
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In  all  cases  pure  potash,  which  precipitates  magnesia  eyen 
better  than  carbonate  of  potash,  may  be  employed  instead  of  the 
latter  substance,  but  then  the  precipitate  consists  of  pure  mag- 
nesia, which  is  more  soluble  in  water  than  its  carbonate,  although 
it  is  Uke  this  last  body,  less  soluble  in  boiling  than  in  cold 
water. 

Carbonate  of  soda  may  be  employed  instead  of  carbonate 
of  potash,  and  with  the  same  result.  It  is  true  that  M osander 
has  asserted  that  this  salt  is  not  appropriate  to  the  quantitative 
estimation  of  magnesia,  because  it  forms  with  carbonate  of  mag- 
nesia a  double  salt  which  is  not  decomposed  by  boiling,  and 
which  is  still  more  soluble  in  water  than  the  corresponding 
double  salt  of  potash. 

*  But  Bonsdorf  has  shown  since,  that  when  the  precautions, 
which  have  been  related  above  are  observed,  carbonate  of  soda 
precipitates  magnesia  quite  as  completely  as  carbonate  of  potash. 
It  cannot  be  denied,  however,  that  these  precautions  must  be 
observed  with  still  greater  care,  because  carbonate  of  soda  is 
more  liable  than  carbonate  of  potash  to  form  a  sparingly  soluble 
salt  with  carbonate  of  magnesia.  Carbonate  of  soda  has,  how- 
ever, this  great  advantage,  that  being  always  free  from  silicic 
acid,  none  can  be  mixed  with  the  precipitated  magnesia,  owing 
to  which,  when  it  has  been  precipitated  by  carbonate  of  soda,  it 
dissolves,  after  ignition,  without  residuum,  in  muriatic  acid, 
even  when  extracted  from  substances  which  contain  silica. 

A  second  method  for  precipitating  magnesia  from  its  solutions, 
is  by  a  solution  of  phosphate  of  soda,  with  addition  of  ammonia. 
Either  pure  ammonia  or  its  carbonate  may  be  used.  After 
precipitation,  the  whole  is  left  in  a  warm  place  for  a  long  time, 
that  is,  twelve  hours  at  least.  A  deposit  of  bibasic  phosphate 
of  ammonia  and  magnesia  [2  MgO,  NH^O,  PO^-|-12  aq.]  is 
formed,  which  requires  a  rather  long  time  to  settle  under  the 
form  of  a  crystalline  precipitate. 

*  This  precipitate,  although  long  to  form,  is  totally  insoluble 
in  a  liquor  which  holds  phosphate  of  soda  in  solution,  but  it  is 
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not  insoluble  in  pure  water.  It  should  not^  therefore^  be  washed 
too  long,  otherwise  the  water  of  the  washing  becomes  turbid 
when  mixed  with  the  liquor,  which  has  percolated  first,  and 
which  contains  phosphate  of  soda*.  Practice  alone  can  teach 
when  the  precipitate  has  been  sufficiently  washed.  After  having 
dried  it,  it  is  ignited,  by  which  operation  the  water  and  ammonia 
are  expelled ;  the  residuum  is  a  neutral  phosphate  of  magnesia 
only.  During  ignition  the  precipitate  deflagrates.  The  quantity 
of  magnesia  contained  in  the  phosphate  of  magnesia  may  then 
be  calculated  by  means  of  the  tables  *. 

*  When  great  accuracy  is  required,  however,  it  is  better  to 
precipitate  magnesia  by  carbonate  of  alkali  instead  of  by  a 
solution  of  phosphate  of  soda,  with  addition  of  ammonia,  because 
the  precipitate  of  the  bibasic  phosphate  of  ammonia  and  magnesia 
is  somewhat  soluble.  When  a  speedy  result  is  desirable,  it  is 
preferable  to  use  the  latter  method,  which  is  conveniently 
employed  also  when  the  liquor  under  examination  contains 
a  great  quantity  of '  ammoniacal  salts,  and  only  very  little 
magnesia. 

*When  magnesia  has  been  precipitated  from  a  liquor  by 
means  of  a  solution  of  carbonate  of  potash,  or  of  soda,  observing 
the  precautions  which  we  have  related  above;  the  operator, 
after  having  washed  the  precipitate,  instead  of  evaporating  to 
dryness  the  filtered  liquid  with  the  excess  of  carbonate  of  alkali, 
may  precipitate  the  small  quantity  of  magnesia  which  it  retains 

1  The  formula  of  this  neutral  phosphate  is  2  Mg.  O^  PO^,  and  it  contains  36*67 
per  cent,  of  magnesia. — £o. 

^  Dr.  Freaenius  has  shown  that  it  is  not  the  presence  of  phosphate  of  alkali,  but 
that  of  ammonia,  which  renders  this  precipitate  insoluble,  since  anunonia  precipitates 
this  salt  completely,  even  when  the  liquor  no  longer  contains  any  phosphate  in  solu- 
tion ;  so  that  the  precipitate  may  be  washed  wiih  water,  rendered  alkaline  by 
ammonia.  Dr.  Fresenius  has  determined,  by  experiment,  that  one  part  of  this 
basic  phosphate  of  magnesia  and  ammonia  dissolves  in  15293  parts  of  pure  water, 
and  that  tliis  cold  saturated  solution  being  treated  by  ammonia,  produced,  after  some 
time,  a  perceptible  crystalline  precipitate,  whilst  the  addition  of  phosphate  of  soda 
left  the  solution  perfectly  clear.  It  has  been  estimated  that  one  part  of  the  bibasio 
double  phosphate  in  question  requires  for  solution  45000  parts  of  water,  rendered 
ammoniacal ;  which,  therefore,  may  be  used  to  wash  the  precipitate  thoroughly 
without  sensible  loss. — Ed. 
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by  pooring  a  sototion  of  fdioq^iate  ci  soda  into  it,  mud  tlieii 
adding  ammonia.  The  adTantage  ci  this  method  is  to  avoid 
the  necessity  of  evapcHrating  the  hqoor  to  dryness.  That 
whidi,  however^  stands  in  the  way  of  this  method  being  ahrays 
resorted  to  is,  that  the  hqnor,  if  sufficient  cu«  has  not  beoi  tak^i, 
might  often  contain  a  ccmsidmble  quantity  of  magnesii,  which 
would  then  be  determined  less  accurately  in  the  state  of  ammo- 
nio-phosphate  oi  magnesia,  than  as  carbonate  of  magnesia.  But 
those  who  are  not  used  to  analytical  c^peratiana,  must  afarvrs, 
when  they  think  tfa^  have  precipitated  all  the  magneaia  fixim  a 
liquor  by  means  ci  carbonate  ci  potash,  test  this  liqnar  by  a 
solution  of  pho^hate  d  soda,  with  additi<m  of  ammonia,  before 
rejecting  it. 

As  it  is  already  very  difficult  to  determine  exactly  the  quan- 
tity oi  magnesia  when  it  exists  alone  in  a  liquor,  the  difficulties 
increase  very  much  when  it  has  to  be  quantitativeh'  separated 
fix>m  other  substances. 

SKFAaATIOX    or    MAGNESIA    FEOM    LmS. 

When  a  liquet  contains  both  lime  and  magnesia,  sereral 
methods  may  be  resorted  to  for  the  purpose  of  separating  these 
two  earths;  but  the  foQowing  are  more  generally  employed: — 

If  the  liquor  containing  Ume  and  wui^nena  contains  also 
muriate,  or  other  salts  of  ammonia,  which  is  very  often  the  case, 
it  is  suitably  diluted  wiUi  water,  and  a  very  sUgfat  excess  of 
pure  ammonia  is  added.  When  it  contains  no  ammoniacal 
salts,  a  solution  of  muriate  of  ammonia  is  poured  into  it.  If^ 
howerer,  the  liquor  is  add,  this  addition  of  muriate  of  ammonia 
need  not  be  made,  because,  in  saturating  it  with  ammonia, 
there  will  be  a  sufficient  quantity  of  salt  of  ammonia  formed. 
Ammonia  produces  no  precipitate  in  magnesian  solutions, 
when  it  contains  enough  of  a  salt  of  ammonia.  If  a  precipitate 
be  produced  owing  to  a  deficiency  of  an  ammoniacal  salt,  the 
precipitate  is  to  be  dissolred  by  acid,  for  example,  by  muriatie 
acid,  and  the  liquor  must  again  be  saturated  by  ammonia,  the 
addition  of  which  no  longer  determines  any  precipitate.     This 
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done^  the  lime  is  precipitated  from  the  liquor  by  oxalic  acid,  or 
by  oxalate  of  ammonia,  as  we  have  said  (page  24.)  The  mag- 
nesia is  not  precipitated  thereby,  owing  to  the  presence  of  the 
ammoniacal  salts,  though  oxalate  of  magnesia  itself  is  almost 
insoluble  in  water.  After  having  separated,  by  filtering,  the 
oxalate  of  lime  produced,  the  magnesia  may  be  separated  from 
the  filtered  liquor  by  carbonate  of  potash,  or  of  soda,  as  we 
liave  said  before. 

Another  method  indicated  by  R.  Phillips  and  Cooper,  is 
the  following : — ^When  the  liquid  under  examination,  besides 
lime  and  magnesia,  contains  other  fixed  constituents,  as,  for 
example,  alkalies,  the  two  earths  are  precipitated  by  carbonate 
of  potash  or  of  soda,  water  is  poured  upon  the  dry  mass,  and 
the  earthy  carbonates  are  washed  with  boiling  water.  They  are 
then  cautiously  supersaturated  with  dilute  sulphuric  acid,  the 
whole  is  evaporated  to  dryness,  and  the  dry  residuum  is  ignited 
in  a  counterpoised  platinum  crucible  in  order  to  expel  com- 
pletely the  excess  of  sulphuric  acid.  If,  on  the  contrary,  the 
solution  contains  no  other  fixed  constituents  besides  lime  and 
magnesia,  and  if  these  earths  exist  therein,  in  combination  with 
acids  which  can  be  expelled  by  sulphuric  acid,  it  is  evaporated 
to  dryness,  the  dry  residuum  is  ignited  when  it  contains  ammo- 
niacal salts,  in  order  to  volatilise  them,  it  is  then  treated  by 
sulphuric  acid,  and  it  is  again  ignited  to  expel  the  excess  of 
sulphuric  acid.  The  ignited  mass  is  weighed  and  digested  with  a 
saturated  solution  of  sulphate  of  lime.  This  solution  dissolves 
the  sulphate  of  magnesia  only,  and  leaves  the  sulphate  of  lime 
which  is  to  be  washed  with  a  saturated  solution  of  sulphate  of 
lime  so  long  as  the  operator  thinks  that  it  retains  any  sulphate 
of  magnesia.  This  done,  the  remaining  sulphate  of  lime  is 
ignited,'  and  weighed.  The  difference  of  weight  indicates  the 
quantity  of  sulphate  of  magnesia,  and  from  the  weight  of  the 


*  Before  igniting  tlie  filter  which  contains  the  sulphate  of  lime,  it  should  be  gently 
pressed  between  folds  of  blotting  paper,  so  as  to  remove  the  moisture  of  the  filter  as 
much  as  possible,  in  order  to  reduce  tlie  increase  of  weight  on  account  of  the 
solution  of  sulphate  of  lime,  which  the  filter  has  imbibed. — En. 
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sulphates  the  quantity  of  the  earths  which  they  contain  may  be 
calculated.  This  method,  which  may  be  employed  with  much 
advantage  in  certain  cases^  is  rather  less  certain  thui  the  one 
first  described ;  the  operator  cannot  know  when  the  whole  of 
the  sulphate  of  magnesia  is  washed  out,  and  even  the  filter 
on  which  the  sulphate  of  lime  is  washed,  remains  saturated 
with  a  certain  proportion  of  the  solution  of  this  salt,  a  cir- 
cumstance which  must  necessarily  cause  a  slight  increase  in 
the  weight  obtained.  For  these  reasons  this  method  is  seldom 
resorted  to. 

*  A  third  method  for  separating  magnesia  and  lime,  consists 
in  dissolving  them  both  in  an  acid,  and  preferably  in  muriatic 
acid,  pouring  in  the  acid  solution ;  first  sulphuric  acid,  and  then 
enough  alcohol  to  bring  the  latter  to  the  strength  of  weak 
spirits  of  wine.*  The  sulphate  of  lime  produced,  and  which  is 
completely  insoluble  in  such  a  liquor,  is  washed  with  alcohol 
diluted  with  water  to  about  the  strength  of  brandy,  which 
cannot  precipitate  sulphate  of  magnesia  nor  dissolve  sul- 
phate of  lin\e ;  the  liquor  filtered  from  this  precipitate  is  to  be 
exposed  for  a  long  time  to  a  gentle  heat,  in  order  to  expel  the 
alcohol,  after  which  the  magnesia  may  be  precipitated  therefrom. 
If  the  two  earths  were  contained  in  a  very  dilute  liquor,  it  should 
be  concentrated  by  evaporation  until,  by  adding  alcohol,  the 
liquid  should  have  the  strength  of  weak  spirits  of  wine.  Yet  it 
is  necessary  that  the  liquor,  after  the  addition  of  sulphuric  acid, 
should  contain  no  other  substance  insoluble  in  dilute  alcohol, 
except  sulphate  of  lime.  This  method  is  conveniently  applied 
when  the  two  earths  which  have  to  be  separated  are  combined 
with  phosphoric  acid,  or  when  the  liquor  in  which  they  are  dis- 
solved contains  phosphoric  acid.  But,  in  such  cases,  it  is 
necessary,  after  having  separated  the  sulphate  of  lime,  and 
evaporated  the  alcohol,  to  precipitate  the  magnesia  in  the  state 
of  bibasic  phosphate  of  ammonia  and  magnesia. 

There  are  other  methods  of  separating  lime  and  magnesia, 

*  This  mAy  be  attained  by  adding  to  the  solution  about  twice  its  bulk  of  alohol. 
—Ed. 
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but  which  need  not  be  mentioned  here  because  the  result  which 
they  give  is  less  certain  than  the  methods  which  we  have 
described. 

8EPABATI0N    OF    MAGNESIA    FROM    STBONTIA    AND    BARYTA. 

The  separation  of  magnesia  firom  strontia  and  baryta  presents 
no  difficulty.  K  these  earths  be  contained  in  a  liquid^  the  baryta 
and  strontia  are  precipitated  in  the  state  of  sulphates,  after 
which  the  magnesia,  held  in  solution  in  the  filtered  liquor,  may 
be  estimated  as  sulphate  of  magnesia,  or  else  it  may  be  preci- 
pitated by  carbonate  of  potash,  as  we  have  said  before.  Sulphate 
of  strontia  not  being  quite  so  insoluble  in  water  as  sulphate  of 
baryta,  the  latter  is  much  more  easily  separated  from  magnesia 
by  this  method  than  strontia. 

SEPARATION    OF   MAONESIA    FROM   THE    FIXED    ALKALIES. 

The  separation  of  magnesia  from  the  fixed  alkalies  is  ex- 
ceedingly difficult.  This  earth  and  the  alkalies  must  first  be 
conyerted  into  sulphates,  which  is  very  easily  accomplished. 

*  If  the  alkali  and  the  magnesia  are  dissolyed  in  a  liquid 
which  contains  no  sulphuric  acid,  but  in  which  ammoniacal 
salts  are  present,  the  solution  is  evaporated  to  dryness,  the 
residuum  is  ignited  until  the  ammoniacal  salts  are  expelled,  and 
the  ignited  mass  is  treated  by  sulphuric  acid.  If  the  sulphuric 
acid  be  added  to  the  liquor  before  having  expelled  the  ammo- 
niacal salts,  too  large  a  quantity  of  sulphate  of  ammonia  is 
produced,  the  expulsion  of  which,  by  a  red  heat,  almost  inva- 
riably determines  a  loss  of  the  remaining  mass  by  spirting. 
The  sulphate  of  alkali  and  the  sulphate  of  magnesia  are  gently 
ignited,  in  order  to  expel  the  excess  of  sulphuric  acid.  In 
order  completely  to  convert  the  bisulphate  of  alkali  into  the 
neutral  sulphate,  the  mass  must  subsequently  be  treated  by 
a  small  quantity  of  carbonate  of  ammonia  as  we  have  said 
(page  3). 

The  neutral  sulphates  of  alkali  and  of  magnesia  are  weighed 
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and  dis8ol?ed  in  water^  a  solution  of  acetate  of  baryta  (which 
most  be  perfectly  firee  firom  chloride  of  barium)  is  added  to  the 
solution,  until  the  whole  of  the  sulphuric  acid  is  precipitated  in 
the  state  of  sulphate  of  baryta.  The  whole  is  now  heated,  the 
sulphate  of  baryta  is  separated  by  filtering,  the  filtered  Uquid  is 
evaporated  to  drjmess,  and  the  dry  mass  is  ignited  in  a  platinum 
capsula.  The  acetates  are  thereby  converted  into  carbonates, 
and  the  carbonate  of  magnesia  loses  its  carbonic  acid  either 
partially  or  entirely,  according  to  the  intensity  of  the  ignition. 
Hot  water  is  now  poured  upon  the  ignited  mass,  whereby  the 
carbonate  of  alkali  is  dissolved,  wlulst  the  carbonates  of  baryta 
and  of  magnesia  remain  behind.  The  solution  of  the  carbonate 
of  alkali  is  separated  by  filtering  from  this  residuum,  which 
must  be  washed  with  hot  water ;  the  washing  must  not  last  too 
long,  because  both  the  carbonate  of  baryta  and  that  of  mag- 
nesia are  not  absolutely  insoluble  in  water.  The  alkaline 
liquor  is  evaporated  to  dryness,  the  dry  residuum  is  ignited, 
weighed,  and  then  converted  into  a  metallic  chloride  or  into  a 
sulphate  of  alkali,  because  it  is  then  more  easily  weighed. 

The  carbonates  of  baryta  and  of  magnesia  which  have 
remained  undissolved,  are  now  dissolved  in  muriatic  acid,  and 
the  baryta  is  precipitated  from  the  solution  by  means  of 
sulphuric  acid,  after  which  the  sulphate  of  baryta  precipitated 
is  separated  by  filtering,  and  the  filtered  liquor  is  evaporated  to 
dryness.  The  dry  residuum  is  ignited  and  weighed ;  it  consists 
entirely  of  sulphate  of  magnesia.  If  the  weight  of  the  sulphate 
of  alkali  be  now  added  to  that  of  the  sulphate  of  magnesia,  the 
total  must  be  equal  to  that  which  had  been  obtained  before  the 
separation  of  the  two  bodies. 

This  method,  as  may  be  seen,  is  a  very  complicated  one,  and 
cannot  give  absolutely  accurate  results,  because  the  carbonates 
of  baryta  and  of  magnesia  are  not  quite  insoluble  in  water. 

This  method,  however,  can  be  employed  only  for  separating 
potash  and  soda  from  magnesia  and  could  not  be  employed  for 
the  separation  of  lithia,  because  carbonate  of  lithia  is  only  very 
sparingly  soluble  in  water.     Wherefore,  when  lithia  alone  has 
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to  be  separated  from  magnesia,  the  latter  should  first  be  preci- 
pitated by  carbonate  of  soda^  as  we  have  said  before;  the 
precipitate  is  separated  by  filterings  and  the  lithia  may  then  be 
precipitated  from  the  filtered  liquid  in  the  state  of  double 
phosphate  of  soda  and  lithia^  as  we  have  already  said  (page  14). 

*  Liebig  proposed  another  method  to  separate  magnesia  from 
potash  and  soda.  The  bases  are  combined  with  sulphuric  acid, 
the  solution  is  rendered  neutral,  and  it  is  precipitated  by  a 
solution  of  sulphuret  of  barium,  which  separates  all  the  potash 
and  all  the  soda  from  the  magnesia.  The  alkalies  remain  in 
the  liquor  in  the  state  of  sulphuret  of  potassium,  or  of  sodium, 
together  with  the  excess  of  sulphuret  of  barium  employed. 
This  liquor  is  decomposed  by  sulphuric  acid,  and  the  sulphate 
of  baryta  produced  is  collected  on  a  filter  ;  by  evaporating  the 
liquid  filtered  therefrom  the  sulphate  of  alkali  is  obtained\ 
The  best  method  of  extracting  the  magnesia  from  the  preci- 
pitate produced  by  the  sulphuret  of  barium ',  is  to  use  an  add, 
and  sulphuric  acid  in  preference,  to  filter  in  order  to  separate 
the  sulphate  of  baryta  produced,  and  the  magnesia  may  be 
determined  afterwards  as  sulphate  of  magnesia. 

*  The  sulphuret  of  barium  employed  for  this  method  of 
analysis,  must  be  crystallised  and  washed  with  cold  water,  such 
as  it  is  obtained  from  the  boiling  of  the  product  of  the  calcina- 
tion of  a  mixture  of  sulphate  of  baryta  and  of  charcoal. 

*  Hydrate  of  baryta  may  be  substituted  for  sulphuret  of 
barium  with  the  same  result. 

*  The  fixed  alkalies  may  be  more  easily  separated  from 
magnesia  when  these  bases  are  combined  with  nitric  acid. 
The  nitrates  are  to  be  calcined,  which  may  be  done  in  a 
platinum  crucible  by  adding  a  little  dry  carbonate  of  ammonia 
to  the  mass,  after  exposure  to  the  first  impression  of  the  heat, 
and  then  moderately  urging  the  fire.  When  the  calcining  is 
finished,  the  residuum  is  treated  by  water,  which  dissolves  the 


»  The  8ulphatc8  of  alkali  thus  obtaiued  may  be  weighed,  and  from  this  weight  the 
quantity  of  the  alkaU  may  be  calculated. — Ed. 
2  This  precipiUte  consists  of  magnesia  mixed  with  sulphate  of  baryta.  — Ed. 
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alkalies  in  the  state  of  carbonates  and  leaves  the  magnesia 
behind. 

*  It  is  likewise  less  difficult  to  separate  the  fixed  alkalies 
from  magnesia,  when  these  bases  are  combined  with  oxalic  acid^ 
or  with  another  organic  acid,  because  the  salts  of  alkalies  are 
then,  by  ignition,  converted  into  carbonates,  and  may  then  be 
easily  separated  from  magnesia  by  washing  with  water. 

*  When  the  fixed  alkalies  and  magnesia  are  contained  in  a 
solution  in  the  state  of  metallic  chlorides,  the  method  formerly 
in  use  for  separating  them  consisted  in  evaporating  the  liquor 
to  dryness  and  igniting  the  dry  residuum ;  the  water  of  crys- 
tallisation of  the  chloride  of  magnesium  converted  the  latter 
into  magnesia,  with  disengagement  of  muriatic  acid,  after  which 
the  chloride  of  the  alkalisable  metal  was  separated  firom  the 
magnesia  by  washing  with  water. 

*  This  method  may  often  be  employed  with  advantage  in 
qualitative  analysis,  but  in  quantitative  analysis  the  results 
obtained  by  it  are  quite  inaccurate,  for  even  after  a  protracted 
ignition  there  remains  a  great  quantity  of  undecomposed 
chloride  of  magnesium,  which  dissolves  in  the  water  with  the 
alkaline  chloride.  K  strong  alcohol  is  employed  instead  of 
water  for  washing  the  strongly  ignited  mass,  it  does  not  give  a 
better  result,  for  alcohol  dissolves  the  undecomposed  chloride 
of  magnesium,  just  as  water  does,  and  leaves  the  magnesia  thus 
produced  undissolved. 

*  Yet  if,  after  having  put  the  mixture  of  chloride  of  mag- 
nesium and  of  the  alkalisable  metal  in  a  small  platinimi  crucible, 
it  is  exposed  to  a  red  heat  for  a  long  time  upon  a  spirit-lamp 
with  circular  wick,  placing  at  the  end  a  small  piece  of  carbonate 
of  ammonia  upon  the  mass,  and  then  igniting  the  whole  strongly, 
nearly  the  whole  of  the  chloride  of  magnesium  may  be  converted 
into  magnesia;  but  the  calcination  with  the  ammoniacal  salt 
must  be  repeated  several  times,  and  the  salt  must  be  moistened 
with  a  few  drops  of  water  before  calcining.  The  operation  is 
known  to  be  at  an  end  when  the  weight  of  the  saline  mass 
remains  constant  after  ignition.     It  is  then  treated  by  water, 
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which  dissolves  the  alkaline  chloride,  and  along  with  it  an 
imponderable  trace  of  magnesia.  The  magnesia  which  remains 
insoluble  is  ignited  and  weighed.  It  is  completely  soluble  in 
nitric  acid,  and  when  tested  by  nitrate  of  silver  hardly  shows  a 
trace  of  chlorine.  During  the  ignition  of  the  mass,  it  is  advis- 
able to  put  the  cover  on  the  crucible^  in  order  to  keep  in  the 
vapour  of  carbonate  of  ammonia  as  long  as  possible,  and  to 
prevent  at  the  same  time  the  access  of  air. 

*  When  the  operation  is  performed  on  a  few  grammes  of  a 
mixture  of  chloride  of  magnesium,  and  of  the  chloride  of  an 
alkalisable  metal,  the  treatment  with  carbonate  of  ammonia  and 
water  must  be  repeated  at  least  eight  times.  The  unavoidable 
loss  of  alkaline  chlorine  which  takes  place  when  this  method  is 
resorted  to,  does  not  amount  to  one  per  cent.  Of  course  the 
chlorides,  which  the  operator  purposes  to  separate,  must  contain 
no  trace  of  sulphuric  acid. 

^  Although  chloride  of  potassium  and  of  sodium  are  both 
somewhat  volatile  by  exposure  to  a  red  heat,  in  the  contact  of 
the  air,  they  are  not  so  when  kept  plunged  in  an  atmosphere  of 
carbonate  of  ammonia  and  water,  taking  care  to  exclude .  the 
air  as  much  as  possible ;  and  when  this  is  done,  there  is  no  fear 
of  losing  any  of  the  alkaline  chloride  from  this  cause. 

*  But  this  method  cannot  be  resorted  to  for  separating 
chloride  of  lithium  from  chloride  of  magnesium,  at  least  without 
a  considerable  loss ;  for,  in  treating  the  ignited  mass  by  water, 
only  ninety-three  per  cent,  of  the  real  quantity  of  chloride  of 
lithium  are  obtained,  because  when  this  salt  is  several  times 
ignited  with  carbonate  of  ammonia,  it  becomes  partly  converted 
into  carbonate  of  lithia,  which,  on  account  of  its  difficult  solu- 
bility cannot  be  accurately  separated  from  the  magnesia.  The 
quantity  of  carbonate  of  lithia  produced  is  much  larger  than 
when  chloride  of  lithium  alone  is  ignited  with  the  contact  of 
the  air. 

As  chloride  of  calcium  is  still  more  easily  altered  than  chloride 
of  lithium  by  ignition  with  carbonate  of  ammonia,  in  conse- 
quence of  which  a  rather  considerable  quantity  of  carbonate  of 
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lime  is  fonned^  chloride  of  calcium  cannot  be  separated  from 
chloride  of  magnesium  bj  this  method  \ 


The  following  note  of  M.  E.  Peligot  is  found  in  the  French 
edition : — 

*  Magnesia  is  separated  from  potash  and  firom  soda^  accord- 
ing to  Berzelius^  by  transforming  these  substances  into  chlorides^ 
and  adding  peroxyde  of  mercury  to  their  concentrated  solution ; 
it  is  then  evaporated  to  dryness  and  then  treated  by  water.  All 
the  magnesia  remains  mixed  with  the  excess  of  peroxyde  of 
mercury  only;  and  on  evaporating  again  to  dryness  and 
calcining^  the  alkaline  chlorides  remain  in  the  pure  state. 

*  According  to  Dobereiner,  lime  may  be  separated  from 
magnesia  in  the  foUowing  manner  :-The  muriatic  Bolution  is 
evaporated  to  dryness^  and  the  residuum  is  calcined  in  a  platinum 
crucible  until  muriatic  acid  ceases  to  be  disengaged ;  chlorate 
of  potash  ia  then  added  until  the  odour  of  chlorine  is  no  longer 
perceived;  treating  now  the  mass  by  water^  the  chloride  of 
calcium  dissolves^  and  the  magnesia  remains  in  an  insoluble 
state. 


>  Another  method  for  separatmg  magnesia  from  the  fixed  alkaliee  has  been 
proposed  by  Berzelios  (Jahret-herichtf  xxl,,  vol.  ii.,  page  142).  It  consists  in  con* 
▼efrting  the  bases  into  chlorides,  if  they  are  not  already  in  that  state,  and  mixing  tiie 
ooneentrated  sohition  with  peroxyde  of  mercury,  and  evaporating  the  whole  to 
drynessw  The  chloride  of  magnesium  is  thereby  decomposed,  and  converted  into 
pure  magnesia,  whilst,  at  the  same  time,  perchloride  of  mercury  is  formed,  which 
combinsB  with  the  alkaline  chlorides  (forming  with  them  a  double  salt).  The  dry 
mass  is  then  treated  by  water,  the  solution  is  filtered,  ev]^>orated,  and  the  residuum 
is  ignited,  in  order  to  expel  the  chloride  of  mercury,  and  the  dilorides  of  alkali 
remain  in  solution,  from  the  weight  of  which  salts  the  quantity  of  alkali  may  be 
deduced.  Magnesia  is  left,  which,  as  it  may  be  mixed  with  oxyde  of  mercury, 
should  be  ignited,  in  order  to  expel  the  latter,  after  which  pure  magnesia  remains, 
which  may  be  weighed. — En. 
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DETEBJfDEATiOX  OF  ALOOXIOI   AXD  AIXHIXA. 

AxdnxA  is  eamplet^T  preciphated  bom  its  solutioiis  by 
aunoMHiii  and  caorbomite  of  ammonii.  Hie  predpitite  »  rerr 
imlkr  and  HHBmlt  to  wash,  for  which  purpose  bofliiig  water  is 
prefieraUe.  Itonderg^oesaneitiacMrdbiaiT  contractioaindiTing, 
and  it  should  be  pafwthr  dir  before  i^initing  and  wdghing  it. 
The  ifiiitkiD  must  be  pofonned  with  great  caie,  becanae  drr 
ahwniii^  sometimefi  deqepitates  and  may  occasi<m  a  los». 

Of  the  two  le^-agents  just  mentioned,  carbonate  €)i  ammonia 
is  the  best  for  preciptating:  alumina,  and  it  should  atways  be 
cnplored  when  it  is  not  neoessanr  to  arud  the  presence  of 
cttbonic  add.  Eien  when  a  neutral  sphition  oi  ahunina  is 
ptvcipiiated  br  carbonate  of  ammonia,  or  other  caibonates  of 
alkali,  an  eflSoresoenoe  is  produced  by  a  disengagement  of 
cnbonic  add,  becsose  this  add  does  not  combine  with  alumina. 
Pnie  ammonia  predpitates  alumina  tcit  weD  abo,  and  it  is 
rewrted  to  in  a  great  number  oi  cases  in  which  carbonate  of 
ammonia  cannot  be  employed ;  but  a  very  great  excess  of  it 
most  be  arcnded,  becanae  traces  of  alumina  might  then  be 
difltolred ;  in  effect  if  in,  such  a  case  the  precqiitate  being 
sepanted  by  filtering  the  filtered  liquor  is  heated  until  the 
e%iO&m  of  ammonia  has  Tolatilised,  an  inconsiderable  quantity  of 
alocmia  aepantes  in  flakes,  but  generally  these  flakes  are  almost 
tnipoiidefable. 
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Carbonate  of  potash,  or  of  soda,  cannot  be  conveniently 
employed  to  precipitate  alumina^  for  although  these  two  salts 
precipitate  alumina  entirely,  yet  it  is  extremely  difficult,  and 
even  almost  impossible,  to  separate  the  last  traces  of  potash  or 
of  soda  by  washing,  owing  to  which,  in  weighing  alumina,  a 
somewhat  greater  weight  is  obtained  than  should  be.  When 
the  operator  is  compelled  to  resort  to  carbonate  of  potash,  or 
of  soda,  the  precipitate  (for  very  accurate  quantitative  analysis) 
must  be  collected  on  a  filter,  re-dissolved  in  an  acid,  for 
example  in  miuiatic  acid,  and  the  earth  must  be  reprecipitated 
by  carbonate  of  ammonia.  Alumina  is  sparingly  soluble  in 
very  concentrated  and  boiling  solutions  of  carbonate  of  potash 
or  of  soda. 

^  Alumina  is  found  in  nature  in  such  a  compact  state  in 
corundum,  that  it  is  inattackable  by  acids ;  they  cannot  dissolve 
it  even  after  fusion  with  carbonate  of  potash,  or  of  soda. 
Several  native  combinations  of  alumina,  with  some  bases  in 
which  the  former  plays  the  part  of  an  add,  have  a  like  degree 
of  density.  Such  is  the  combination  of  alumina  and  magnesia 
caUed  spinette.  Such  bodies  cannot  be  dissolved  by  acids  except 
after  fusion  with  pure  potash,  or  very  strong  ignition  with  car- 
bonate of  baryta.  Their  decomposition  by  pure  potash,  or  by 
baryta,  requires  numerous  precautions.  The  process  followed 
in  such  cases  is  the  same  as  that  which  is  employed  when 
certain  siliceous  combinations  are  treated  by  pure  potash  or 
baryta,  and  as  I  shall  speak  of  it  at  length  when  I  come  to 
treat  of  the  quantitative  determination  of  silicic  acid,  the  reader 
is  referred  to  that  part. 


Note  by  Peligot  in  the  French  edition : — 

M.  Rose  has  lately  shown  that  corundum  and  the  alumi- 
nates  reduced  into  fine  powder,  dissolve  completely  by  fusion 
with  bisulphate  of  potash,  and  that  the  fdsed  mass  dissolves 
without  residuum  in  water.  The  pulverising  must  be  performed 
in  a  steel  mortar,  and  the  powder  sifted  through  a  fine  piece 
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of  cambric ;  the  powder  is  then  fused  in  a  platinum  crucible 
with  an  excess  of  bisulphate  of  potash^  by  means  of  an  argand 
spirit-lamp.  The  substance  under  examination  must  not  be 
pulverised  in  an  agate  mortar^  because  it  would  take  up  some 
silica.  Moreover,  it  is  necessary  to  treat  again  by  muriatic 
acid  the  alumina  which  has  been  precipitated  by  ammonia, 
because  it  has  separated  in  the  form  of  basic  sulphate,  and  it 
must  be  precipitated  a  second  time  by  ammonia,  in  order  to 
obtain  it  in  a  pure  state,  and  to  weigh  it. 


SEPARATION    OF    ALUMINA    FROM    MAGNESIA. 

There  are  several  methods  of  separating  alumina  from  mag* 
nesia.  To  the  solution  of  these  two  earths,  as  much  of  a  solution 
of  muriate  of  ammonia  is  added  as  is  thought  sufficient  to 
prevent  the  magnesia  from  being  precipitated  by  the  addition 
of  pure  ammonia,  after  which  the  alumina  is  precipitated  by 
ammonia.  If  the  solution  of  the  two  earths  is  acid,  it  is  not 
necessary  to  add  muriate  of  ammonia,  because  the  saturation  of 
the  acid  by  ammonia  produces  a  sufficient  quantity  of  ammoniacal 
salt  to  retain  the  magnesia  in  solution. 

The  alumina  is  collected  on  a  filter  and  washed.  It  is  not 
necessary,  however,  to  wash  it  in  a  complete  maimer,  for  it  is 
not  perfectly  pure,  and  contains,  as  yet,  a  little  magnesia. 
Even  when  a  very  large  quantity  of  muriate  of  ammonia  has 
been  added  to  the  liquor,  a  little  magnesia  is  carried  down  with 
the  alumina,  and  it  cannot  be  prevented,  probably  by  reason  of 
the  chemical  affinity  which  alumina  has  for  it. 

♦  After  ignition,  the  precipitate  obtained  by  ammonia  can  no 
longer  be  completely  dissolved  in  muriatic  acid;  the  alumina 
remains  insoluble  and  mixed  with  a  certain  quantity  of  magnesia. 

In  order  to  separate  this  small  portion  of  magnesia,  the 
alumina  must  be  treated  by  a  solution  of  pure  potash  whilst 
yet  moist.  The  best  mode  of  doing  this  is  to  put  both  the 
moist  filter  and  the  precipitated  alumina  in  a  glass,  and  to 
dissolve  it  by  muriatic  acid,  taking  care,  however,  not  to  put 
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too  great  an  excess  of  acid;  the  liquor  is  filtered^   and  the 
filter  must  be  well  washed. 

To  the  above  muriatic  acid  solution  an  excess  of  solution  of 
potash  is  added^  and  the  whole  is  heated  in  a  porcelain  capsula, 
or^  better  stilly  in  one  of  platinum.  The  alumina  is  dissolved 
bj  the  solution  of  potash  whilst  the  small  quantity  of  magnesia 
remains  undissolved.  The  solution  takes  place  even  in  the 
cold^  but  it  is  always  better  to  employ  heat  in  order  to  separate 
it  more  completely.  The  small  quantity  of  magnesia  is  collected 
on  a  filter  and  washed ;  after  which  it  is  digested  with  the  wet 
filter  in  muriatic  acid,  by  which  it  is  dissolved.  The  filter  is 
well  washed,  and  the  solution  of  the  small  quantity  of  magnesia 
is  added  to  that  which  contains  the  greatest  proportion  of  this 
earth,  and  which  was  originally  filtered  firom  the  precipitate 
produced  by  ammonia.  By  thus  mixing  the  two  liquors 
together,  the  whole  of  the  magnesia  is  collected,  and  it  may 
then  be  determined  as  we  have  described  in  the  paragraph 
which  treats  of  the  dosing  of  this  earth. 

There  still  remains  to  determine  the  quantity  of  alumina  held 
in  solution  by  the  caustic  potash.  Muriatic  acid  is  poured  in 
this  solution  in  sufficient  quantity  to  re-dissolve  the  alumina 
which  has  been  precipitated  at  first,  and  leave  a  very  slight 
excess  of  acid.  The  alumina  is  then  precipitated  from  the 
muriatic  acid  solution  by  ammonia,  or,  better  still,  by  carbonate 
of  ammonia.  This  method  of  precipitating  alumina  from  its 
solution  in  potash,  is  much  preferable  to  another  which  is  less 
expensive,  which  is  usually  employed,  and  which  consists  in 
pouring  a  solution  of  muriate  of  ammonia  in  the  alkaline 
solution  of  alumina;  the  potash  is  thereby  converted  into 
chloride  of  potassium;  the  alumina  is  precipitated,  and  the 
ammonia  becomes  free.  But  the  great  quantity  of  ammonia 
generated  may  keep  a  small  quantity  of  the  alumina  in  solution, 
and,  moreover,  a  little  potash  is  carried  down  with  the  alumina, 
and  an  increase  of  weight  is  the  residt. 

Another  method  of  separating  alumina  from  magnesia  consists 
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in  dissolving  the  two  earths  in  an  acid — for  example,  in  muriatic 
acid,  (taking  care,  however,  to  avoid  putting  an  excess  of  it) ; 
— pouring  in  that  solution  an  excess  of  one  of  pure  potash ; 
and  by  heating  the  whole,  the  alumina  is  dissolved,  and  the 
magnesia  remains  behind.  But,  notwithstanding  the  shortness 
of  this  process,  it  is  by  no  means  preferable  to  the  one  which  we 
have  just  described,  because,  in  presence  of  a  large  quantity  of 
magnesia,  alumina  cannot  be  completely  separated  from  this 
earth  by  potash.  It  is  therefore  better  to  begin  by  separating 
the  alumina  £rom  the  greatest  portion  of  the  magnesia^  and 
then  to  dissolve  the  first  of  these  two  bases  in  potash.  When, 
however,  very  small  quantities  only  of  magnesia  have  to  be 
separated  fi*om  very  considerable  quantities  of  alumina,  this 
second  method  may  be  employed. 

A  third  method  of  separating  alununa  firom  magnesia  consists 
in  pouring  a  solution  of  bicarbonate  of  potash  in  the  solution  of 
these  two  earths,  previously  diluted  with  water.  A  strong 
effervescence  takes  place,  the  alumina  is  completely  precipitated 
and  the  magnesia  remains  dissolved.  The  precipitate  is  washed 
with  cold  water,  generally  this  washed  precipitate  is  dried,  then 
weighed,  and  its  quantity  is  determined.  Yet,  I  have  already 
said  that  it  is  more  accurate,  after  having  precipitated  the 
alumina  by  a  potash-salt,  to  redissolve  it  in  muriatic  acid 
and  to  precipitate  it  from  this  solution  by  means  of  ammonia, 
or  better  still,  by  carbonate  of  ammonia.  When,  therefore, 
the  precipitated  alumina  has  been  sufficiently  washed,  the 
wet  filter  containing  the  alumina  is  put  in  a  glass  with 
muriatic  acid  to  dissolve  the  alumina,  the  solution  is  filtered, 
the  filter  well  washed,  and  the  alumina  is  then  precipitated 
again. 

*  As  to  the  solution  of  magnesia  it  is  made  to  boil  for  a  long 
time.  During  the  ebullition  a  great  quantity  of  carbonic  acid 
is  evolved,  on  which  account  it  should  be  performed  in  a  large 
vessel,  in  order  to  afford  room  for  the  effervescence,  which  other- 
wise might  occasion  a  loss.     The  best  is  to  begin  it  in  a  flask. 
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and  when  the  effeirescence  has  ceased  it  is  continued  in  a  pla- 
tinnm  capsnla.  The  greatest  part  of  the  magnesia  is  thus 
precipitated  in  the  state  of  carbonate  of  magnesia.  As  to  the 
small  portion  which  does  not  fall  down^  even  by  a  prolonged 
ebullition^  it  is  obtained  either  by  rapidly  evaporating  the  liquor 
to  dryness^  or  by  means  of  a  solution  of  phosphate  of  soda,  with 
addition  of  ammonia. 

*  Bicarbonate  of  soda  may  be  employed  instead  of  bicarbonate 
of  potashj  to  separate  alumina  firom  magnesia,  but  carbonate  of 
ammonia  cannot  be  used  for  the  purpose,  even  when  it  contains 
an  excess  of  carbonic  acid. 


SEPARATION    OF   ALUMINA    FROM    LIME. 

The  separation  of  alumina  from  lime  presents  some  difficulty. 
The  solution  of  these  two  earths  is  to  be  supersaturated  with 
piire  ammonia,  by  which  alumina  alone  will  be  precipitated. 
But  a  precaution  must  be  taken,  which,  if  neglected,  may  often 
occasion  most  serious  errors  in  quantitative  analysis.  It  is  well 
known  that  lime  is  not  precipitated  by  ammonia,  yet  when  a 
solution  containing  lime  ia  supersaturated  by  ammonia,  the  liquor 
absorbs  the  carbonic  acid  of  the  air  after  a  shorter  or  longer 
time,  and  crystals  of  carbonate  of  lime  are  deposited  like  grains 
of  sand,  some  at  the  bottom,  others  on  the  sides  of  the  glass,  to 
which  they  adhere  so  strongly,  that  they  cannot  be  completely 
detached  firom  it  by  mechanical  means :  the  more  or  less  rapid 
formation  of  these  crytals  depends  on  the  more  or  less  con* 
siderable  quantity  of  ammonia  put  in  excess,  or  on  the  more 
or  less  dilute  state  of  the  solution.  Consequently  when  alumina 
has  to  be  separated  firom  lime  by  means  of  ammonia,  a  large 
excess  of  this  alkali  should  be  avoided,  and  the  alumina 
which  will  have  precipitated  should  be  thrown  on  a  filter 
and  collected  as  sQpn  as  possible  in  order  to  avoid  its  becoming 
mixed  with  carbonate  of  lime,  and,  moreover,  the  funnel, 
pending  the  filtering,  should  be  kept  covered  with  a  glass  plate, 
in  order  to  avoid  the  contact  of  the  air  as  much  as  possible. 


54  ALUMINIUM. 

*The  ammonia  employed  should  be  free  from  carbonate  of 
ammonia^ '  which  is  always  contained  in  that  which  has  been 
kept  a  long  time.  In  order  to  ascertain  its  purity  it  is  put  in  a 
flask  with  a  solution  of  chloride  of  calcium^  or  of  barium,  and  if 
after  some  time  the  liquor  has  remained  clear  the  ammonia  con- 
tains no  carbonate  of  ammonia;  if,  on  the  contrary,  a  slight 
turbidness  is  observed,  it  is  owing  to  a  formation  of  carbonate  of 
lime  or  of  baryta. 

Oxalate  of  ammonia  is  then  poured  in  the  liquor  filtered  firom 
the  alumina,  in  order  to  precipitate  the  lime.  The  alumina  is 
ignited  and  weighed,  and  water  being  poured  upon  it,  concen- 
trated muriatic  acid  is  added ;  if  this  produces  an  eflFervescence, 
the  operator  concludes  that  it  contains  carbonate  of  lime. 

*  In  such  a  case  the  alumina  should  be  completely  redissolved 
in  the  acid,  and  be  reprecipitated  from  that  solution  by  ammonia, 
with  the  prescribed  precautions,  and  the  filtered  liquor  which 
contains  a  small  quantity  of  lime  should  be  mixed  with  that 
which  contains  already  the  larger  quantity  of  the  same  base. 
If  after  having  ignited  the  alumina,  muriatic  acid  were  imme- 
diately poured  upon  it  a  slight  efiervescence  might  often  be  pro- 
duced, owing  to  a  disengagement  of  air  bubbles,  expelled  from 
the  earth  by  the  acid,  which  circumstance  might  lead  the  operator 
to  think  that  this  effervescence  is  due  to  a  disengagement  of 
carbonic  acid,  and  consequently  to  the  presence  of  carbonate  of 
lime  in  the  alumina.  But  if  water  be  first  poured  upon  the 
earth,  this  liquid  expels  the  air,  and  if  the  further  addition  of 
muriatic  acid  now  produces  again  a  slight  effervescence,  there 
is  no  doubt  but  that  it  is  due  to  carbonic  acid,  and  consequently 
that  the  earth  is  mixed  with  carbonate  of  lime. 

SEPARATION    OF    ALUMINA    FROM    MAGNESIA    AND    LIME. 

When  alumina  has  to  be  separated  from  lime  and  magnesia, 
muriate  of  ammonia  is  generally  added  to  the  solution,  after 

'  If  the  ammonia  contains  any  carbonate  of  ammonia,  carbonate  of  lime  will  be 
produced. — Ed. 


nx 
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which  the  alumina  is  precipitated  bj  means  of  pure  ammonia 
perfectly  firee  from  carbonate  of  ammonia.  If  the  solution  is 
very  acid  the  addition  of  muriate  of  ammonia  is  not  necessary^ 
because  the  ammonia  employed  for  supersaturating  it  will  pro- 
duce enough  ammoniacal  salt.  The  precipitated  alumina  must 
be  rapidly  coUected  on  a  filter,  in  order  to  prevent  any  admix- 
ture of  carbonate  of  lime.  Oxalate  of  ammonia  is  then  poured 
into  the  filtered  liquor  to  precipitate  the  lime.  The  liquor  filtered 
firom  the  oxalate  of  lime  thus  produced^  contains  then  nearly  all 
the  magnesia,  for  a  small  quantity  of  it  has  been  carried  down 
with  the  alumina.  The  latter  earth  is  to  be  dissolved  by  a 
solution  of  pure  potash  as  we  said  before^  and  the  small  quantity 
of  magnesia  thus  separated  is  to  be  dissolved  in  muriatic  acid. 
This  solution  is  mixed  with  the  hquor  which  has  been  filtered 
before  firom  the  precipitate  of  oxalate  of  lirae^  and  which 
contains  the  greatest  part  of  the  magnesia.  The  magnesia  is 
then  precipitated  by  means  of  carbonate  of  potash  or  of  soda  in 
the  manner  which  has  been  described  above. 

A  second  method  for  separating  these  two  earths  consists  in 
pouring  into  their  solution,  one  of  bicarbonate  of  potash  or  of 
soda,  for  the  purpose  of  precipitating  alumina  alone,  and 
keeping  the  lime  and  the  magnesia  in  solution.  The  liquor 
filtered  firom  the  alumina  is  evaporated  to  dryness.  When 
the  dry  mass  is  afterwards  treated  by  hot  water,  carbonate  of 
lime  and  carbonate  of  magnesia  are  left  behind,  and  they  may 
then  be  separated  from  each  other  by  one  of  the  methods  which 
have  been  described,  when  I  have  spoken  of  the  determination 
of  magnesia.  In  this  case,  however,  the  most  advantageous 
method  is  that  which  consists  in  converting  the  two  earths  into 
sulphates,  and  in  separating  them  from  each  other  by  solution 
of  sulphate  of  lime. 

We  should  remark,  however,  touching  this  mode  of  separating 
lime  and  magnesia,  that  it  can  be  resorted  to  only  when  the  quan- 
tity of  lime  is  very  small.  The  bicarbonate  of  potash  employed, 
transforms  the  lime  and  the  magnesia  into  bicarbonates  of  these 
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bases.  Bicarbonate  of  magnesia  is  very  soluble  in  water,  whilst 
carbonate  of  lime  is  only  very  sparingly  soluble,  though  more 
soluble  in  water  containing  free  carbonic  acid.  Wherefore, 
when  the  quantity  of  lime  is  somewhat  considerable,  the  solution 
should  be  diluted  with  a  large  quantity  of  water  before  adding 
bicarbonate  of  potash,  yet,  even  in  spite  of  this  precaution, 
there  is  always  reason  to  fear  that  the  precipitated  alumina  may 
contain  carbonate  of  lime. 

*  If  the  solution  of  the  earths  is  somewhat  acid,  there  is  no 
occasion  to  employ  bicarbonate  of  alkali  to  precipitate  the  mag- 
nesia. Neutral  carbonate  of  potash,  or  of  soda,  answers  the 
same  purpose,  because  the  carbonic  acid  of  the  first  portion 
added  combines  with  the  portion  which  is  added  afterwards,  and 
which  it  converts  into  bicarbonate. 

SEPARATION    OF    ALUMINA    FROM    STRONTIA. 

For  the  purpose  of  separating  alumina  from  strontia,  pure 
ammonia  is  employed,  just  as  for  separating  alumina  from  lime ; 
the  same  precautions  must  be  observed — ^the  liquor  must  be 
filtered  very  rapidly  out  of  the  contact  of  the  air,  in  order  to 
prevent  any  admixture  of  carbonate  of  strontia,  for  the  solu- 
tions of  strontia,  like  those  of  lime,  absorb,  when  mixed  with 
ammonia,  carbonic  acid  from  the  atmospheric  air. 

SEPARATION    OF    ALUMINA    FROM    BARYTA. 

Alumina  is  separated  from  baryta  by  sulphuric  acid,  which 
precipitates  the  latter  earth.  To  the  liquid  filtered  from  the  pre- 
cipitate  of  sulphate  of  baryta  obtained,  ammonia,  or  still  better, 
carbonate  of  ammonia  is  added,  which  precipitates  the  alumina. 

SEPARATION    OF    ALUMINA    FROM    THE    ALKALIES. 

Alumina  is  separated  from  the  fixed  alkalies  by  means  of 
ammonia,  or  still  better,  by  carbonate  of  ammonia,  which 
precipitates  the  earth.  The  Uquid  filtered  therefrom  is  evapo- 
rated to  dryness,   and  the  dry  mass  is  to  be  ignited  in  a 
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counterpoised  crucible.  The  ammoniacal  salts  produced  by  the 
union  of  the  ammonia  with  the  acid  with  which  the  alumina 
was  combined,  are  thus  volatilised,  and  the  alkali  remains 
combined  with  the  acid  with  which  it  was  united  previous  to  the 
separation  of  the  alumina.  K  the  acid  with  which  the  alumina 
and  the  alkali  were  combined  is  sulphuric  acid,  it  is  necessary, 
in  igniting  the  sulphate  of  alkali,  to  treat  it  by  carbonate  of 
ammonia,  as  we  have  said,  (page  3). 

SEPARATION  OP  ALUMINA  FROM  MAGNESIA,  LIME,  AND  THE 

ALKALIES. 

When  alumina  has  to  be  separated  from  magnesia,  lime, 
and  a  fixed  alkali,  which  is  very  often  the  case,  especially  in 
the  analysis  of  mineral  substances,  muriate  of  ammonia  is  first 
to  be  added  to  the  solutions  of  these  substances,  after  which, 
pure  ammonia  is  poured  in,  by  which  alumina,  mixed  with 
a  little  magnesia,  is  precipitated.  If  the  solution  be  very  acid, 
there  is  no  necessity  for  adding  muriate  of  ammonia.  The 
liquor  is  to  be  filtered  rapidly  to  prevent  the  admixture  of  carbo- 
nate of  lime  with  the  precipitate.  The  lime  is  to  be  precipitated 
from  the  filtered  liquor  by  oxalate  of  ammonia.  The  small 
portion  of  magnesia  which  has  fiedlen  down  with  the  alumina,  is 
separated  by  means  of  a  solution  of  potash,  and  it  is  to  be 
dissolved  in  an  acid.  This  acid  solution  may  be  added  to  the 
liquor  which  has  been  filtered  from  the  precipitate  of  oxalate  of 
lime,  (but  as  the  magnesia  might  possibly  retain  a  little  alkali, 
it  is  better  to  precipitate  it  in  the  state  of  ammonio-magnesian 
phosphate).  The  liquor  filtered  from  the  lime  is  evaporated  to 
dryness,  the  dry  mass  is  ignited  in  order  to  expel  the  ammonia- 
cal salts,  and  sulphuric  acid  being  now  cautiously  added,  the 
whole  is  heated  and  gently  ignited.  For  separating  the  sulphate 
of  magnesia  from  the  sulphate  of  alkali,  the  process  which  we 
have  indicated  before,  (page  40),  may  be  followed. 

*  If  the  solution  contains  muriatic  acid,  and  no  sulphuric  or 
other  acid,  the  separation  may  be  effected  by  the  method 
described,  (page  43). 
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CHAPTER  IX. 

GLUCINIUM. 


DETERMINATION  OF  GLUCINIUM  AND  OF  GLUCINA. 

Glucina  ifl  completely  precipitated  from  its  solutions  by  pure 
ammonia.  The  precipitate  has  much  resemblance  with  that 
of  alumina.  It  is  likewise  very  bulky,  and  contracts  consider- 
ably in  drying. 

SEPARATION    OF    GLUCINA    FROM    ALUMINA. 

The  usual  method  of  separating  glucina  from  alumina,  is 
based  upon  the  solubility  of  the  first  of  these  earths  in  car- 
bonate of  ammonia,  and  the  separation  may  be  effected  in  two 
ways. 

According  to  the  first  method,  a  concentrated  solution  of 
carbonate  of  ammonia  is  to  be  added  to  the  liquid,  which  con- 
tains the  alumina  and  glucina ;  the  flask  is  to  be  well  closed, 
and  allowed  to  stand  for  some  time,  stirring  frequently.  It 
is  necessary  to  put  a  very  large  excess  of  carbonate  of  ammonia, 
because  a  small  quantity  of  this  reagent  precipitates  glucina, 
and  it  is  only  by  using  a  very  large  proportion  of  carbonate  of 
ammonia,  that  the  precipitate  produced  at  first  is  slowly  redis- 
solved.  The  operator  will  therefore  observe  that  the  voluminous 
precipitate,  which  is  at  first  formed  by  the  addition  of  the  excess 
of  carbonate  of  ammonia,  gradually  diminishes,  because  the  pre- 
cipitate is  slowly  dissolving.  The  alumina  is  then  collected  on 
a  filter,  washed,  dried,  and  ignited,  and  its  weight   is  then 
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detennined.  The  liquor  which  is  filtered  firom  the  alumina  is 
evaporated  to  dryness  in  a  porcelain^  or  better  stilly  in  a  platinum 
capsula.  As  the  carbonate  of  ammonia  volatilises^  the  glucina 
is  precipitated^  and  renders  the  liquor  turbid.  The  dry  mass  is 
composed  of  glucina,  and  of  a  salt  which  the  ammonia  has  pro- 
duced with  the  acid  with  which  the  glucina  and  alimiina  were 
imited.  This  dry  mass  is  ignited^  by  which  means  the  ammo- 
niacal  salt  is  dissipated^  and  glucina  alone  being  left^  it  is 
weighed. 

*  If,  before  the  separation  of  the  two  earths,  the  liquor  con- 
tained any  fixed  constituents,  the  carbonate  of  ammonia  is 
cautiously  supersaturated  with  muriatic  acid,  the  solution  is 
left  standing  until  all  the  carbonic  acid  has  escaped,  and  the 
glucina  is  precipitated  by  ammonia. 

The  second  method  of  separating  glucina  from  alumina  is 
the  following : — The  two  earths  are  precipitated  together  by 
means  of  pure  ammonia.  The  voluminous  precipitate  is  col- 
lected on  a  filter,  and  the  filter  is  treated  by  muriatic  acid  and 
well  washed.  This  solution  and  the  still  moist  precipitate  are 
put  in  a  fiask,  and  an  excess  of  carbonate  of  ammonia  being 
added,  the  whole  is  left  to  digest  for  a  somewhat  long  time,  by 
which  means  the  glucina  is  gradually  dissolved.  The  rest  of 
the  operation  does  not  differ  from  the  preceding  one. 

When  glucina  has  to  be  separated  from  alumina,  the  first 
method  is  the  best,  but  the  second  should  be  preferred  in 
certain  cases,  when  the  two  earths  have  to  be  precipitated 
together  for  the  purpose  of  getting  rid  of  certain  substances 
with  which  they  may  be  mixed. 

*  Berthier  proposed  the  following  method  of  separating 
glucina  firom  alumina : — The  two  earths  are  precipitated  together 
from  their  solution  by  means  of  ammonia.  The  precipitate 
being  washed,  is  to  be  tempered  or  diluted  with  water,  and 
a  current  of  sulphurous  acid  gas  is  passed  through  it  imtil  the 
whole  is  dissolved,  after  which  the  solution  is  boiled  imtil  all 
evolution  of  sulphurous  acid  has  ceased.     Basic   sulphate   of 
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alumina  is  precipitated  under  the  form  of  a  heavy  powder^ 
which  is  easily  separated  and  washed.  Glucina  remains  dis- 
solved in  the  Uquor  from  which  it  can  be  precipitated  by 
ammonia.  This  method  deserves  to  be  preferred  to  that  by 
carbonate  of  ammonia^  because  the  latter  salt^  in  dissolving  the 
glucina,  always  takes  up  a  smaU  quantity  of  alumina  \ 


SEPARATION    OP   GLUCINA    PROM    MAGNESIA. 

The  fu*st  of  the  methods  in  use  for  separating  alumina  from 
magnesia,  and  of  which  I  have  given  a  description  (page  52), 
may  be  resorted  to  for  separating  glucina  from  magnesia,  for 
glucina,  like  alumina,  is  very  soluble  in  solution  of  pure  potash. 


SEPARATION    OP   GLUCINA    PROM    LIME,    STRONTIA,    BARYTA,    AND 

PROM   THE    ALKALIES. 

Olucina  may  be  separated  from  lime  precisely  in  the  same 
manner  as  alumina  is  separated  from  that  substance,  namely, 
by  means  of  ammonia  (page  51),  and  its  separation  firom 
strontia,  baryta,  and  the  fixed  alkalies,  may  be  effected  by  the 
same  means. 

1  Mefltsrs.  Gmelin  and  Schaffgotsch  have  proposed  the  two  following  methods  of 
separating  glucina  from  alumina,  both  founded  on  the  property  which  a  solution  of 
caustic  potash  possesses  of  dissolving  gludna,  and  of  abandoning  it  when  the  solution 
comes  to  be  largely  diluted  with  water,  and  boiled.  The  first  of  these  processes 
consists  in  dissolving  the  two  bases  in  a  concentrated  solution  of  potash,  which  is 
easily  effected  at  a  boiling  temperature,  and  from  which  a  portion  of  the  glucina 
precipitates  on  cooling  ;  the  precipitation  is  completed  by  diluting  largely  with 
water,  and  boiling  the  whole.  The  second  process  consists  in  boiling  tiie  pi^cipitates 
of  the  two  earths  in  a  weak  solution  of  caustic  potash,  which  dissolves  the  alumina 
only  ;  the  residuum  b  then  to  be  well  washed,  and  the  glucina  is  separated  thei^rom 
by  dissolving  it  in  a  concentrated  solution  of  caustic  potash.  It  is  probable,  says 
Berzelius,  that  the  glucina  which  separates  from  a  solution  of  potash,  ramains 
combined  with  some  of  that  alkali,  which  renders  it  insoluble  in  tiie  cold  alkaline 
ley  ;  but  a  prolonged  washing  removes  the  potash,  and  it  again  becomes  soluble  in 
the  cold  solution  of  potash. — Ed. 
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CHAPTER  X. 

THORINIUM- 


DETERMINATION  OF  THORINIUM  AND  THORINA. 

*  Thorina  is  completely  precipitated  from  its  solutions  by 
pure  ammonia^  and  by  a  solution  of  pure  potash.  The  precipi- 
tate obtained,  esp^ially  by  means  of  a  solution  of  potash,  is 
difficult  to  wash,  Uke  that  of  alumina. 

*  Yet,  according  to  Berzelius,  thorina  may  be  precipitated  in 
a  peculiar  way,  which  permits  its  separation  from  other  sub- 
stances with  which  it  may  be  mixed.  K  sulphate  of  potash  is 
added  in  the  soUd  form  to  the  solution  of  this  earth  in  an  acid, 
no  precipitate  is  at  first  produced,  but  gradually  the  liquor 
becomes  turbid,  and,  by  degrees,  as  the  salt  dissolves,  a  white 
crystalline  powder  is  deposited  at  the  bottom  and  on  the  sides 
of  the  glass  vessel,  which  powder  is  a  double  sulphate  of  thorina 
and  potash.  When  the  solution  of  thorina  is  neutral,  or  very 
concentrated,  the  whole  of  the  thorina  precipitated  in  the  state 
of  double  sulphate  of  thorina  and  potash  cannot  be  obtained, 
because  the  sulphate  of  potash  becomes  very  soon  covered  with 
a  thin  crust  of  double  salt,  which  cannot  be  entirely  removed  by 
agitation,  on  which  account  the  reaction  is  impeded.  But  if  a 
solution  of  sulphate  of  potash,  saturated  at  a  boiling  heat,  is 
poured,  whilst  still  hot,  in  the  solution  of  thorina,  until  it  ceases 
to  become  turbid,  the  thorina  is,  after  cooling,  found  entirely 
precipitated,  even  though  the  solution  contained  an  excess  of 
acid.     Yet  it  is  well,  if  the  solution  of  thorina  is  very  acid,  to 
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pour  ammonia  into^it^  almost  to  saturation^  before  adding  the 
sulphate  of  potash.  The  double  sulphate  of  thorina  and  potash 
must  be  washed  with  a  saturated  and  cold  solution  of  sulphate 
of  potash^  in  which  this  salt  is  perfectly  insoluble.  After 
which,  boiling  water  is  poured  upon  it  whilst  on  the  filter,  by 
which  it  is  dissolved  without  residuum.  The  thorina  may  then 
be  precipitated  finom  the  solution  by  one  of  pure  potash  \ 

SEPARATION    OF    THORINA    FROM    ALUMINA    AND    GLUCINA. 

*  This  separation  is  effected  by  means  of  a  solution  of  pure 
potash^  into  which  the  two  latter  earths  are  soluble.  The  solu- 
tion which  contains  the  earths  is  precipitated  by  an  excess  of 
solution  of  potash,  into  which  the  precipitate  of  thorina  ob- 
tained should  be  boiled.  The  precipitate  is  then  separated  by 
filtering,  after  which  the  alumina  and  glucina  may  be  precipi- 
tated from  the  filtered  alkaline  liquor  by  the  methods  which 
have  been  indicated,  (page  56). 

SEPARATION    OF    THORINA    FROM    MAGNESIA. 

*  Berzelius  has  effected  this  separation  by  adding  ammonia  to 
the  acid  solution  of  the  two  earths  in  muriatic  acid,  by  which 
the  thorina  is  precipitated,  whilst  the  magnesia  is  held  in 
solution  by  the  muriate  of  ammonia  produced. 

SEPARATION    OF   THORINA    FROM    LIME. 

*  This  separation  is  easily  effected  by  means  of  ammonia  when 
these  two  earths  are  in  solution.  The  precipitated  thorina  must 
be  filtered  rapidly,  because,  without  this  precaution,  it  might, 
whilst  in  contact  with  the  air,  become  mixed  with  carbonate 
of  lime. 

*  SEPARATION    OF    THORINA    FROM    THE    ALKALIES. 

This  separation  is  likewise  effected  by  means  of  ammonia. 


1  The  precipitated  earth  after  being  well  washed,  dried,  and  ignited,  may  then  be 
weighed.  It  is  important  to  ignite  it,  because  it  is  the  only  means  of  obtaining  it 
pure,  in  which  state  it  is  white  ;  but  the  smallest  trace  of  oxyde  of  manganese  is 
sufficient  to  give  it  a  yellowish  tinge. — Ed. 
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CHAPTER  XL 

YTTRIUM. 


DETERMINATION   OF   YTTRIUM   AND   YTTRIA. 

Yttria  may  be  precipitated  from  its  solutions  by  pure  alkalies. 
It  is  not  advantageous^  according  to  Berzelius^  to  use  pure 
ammonia  for  the  purpose,  because  hydrate  of  yttria  is  slightly 
soluble  in  the  ammoniacal  salt  produced.  It  is  better  to  employ 
pure  potash ;  but  in  many  cases  in  which  this  reagent  cannot 
be  employed,  ammonia  is  resorted  to;  yet  firom  solution  of 
sulphate  and  nitrate  of  yttria,  potash  precipitates  basic  salts.^ 
Wherefore,  when  the  operator  is  obliged  to  employ  a  solution 
of  potash  to  precipitate  yttria  from  a  liquor  containing  sulphuric 
acid,  the  solution  must  be  left  for  some  time  in  contact  with 
the  precipitate.  The  basic  sulphate  precipitated  must  then  be 
ignited  which  volatilises  part  of  the  sulphuric  acid,  and  the 
residuum  is  afterwards  dissolved  in  dilute  nitric  acid,  or  in 
muriatic  acid,  and  the  liquor  must  then  be  precipitated  again 
by  solution  of  potash. 

*  A  good  method  for  separating  yttria  from  a  great  number 
of  solutions,  consists  in  precipitating  it  in  the  state  of  oxalate. 
Oxalate  of  yttria  is  completely  insoluble  in  water,  and  even  in 

'  Ammonia  poured  in  a  solution  of  chloride  of  yttrium  precipitates  yttria  in  the 
state  of  hydrate,  but  from  solutions  of  sulphate  or  of  nitrate  of  yttria,  ammonia 
precipitates  the  yttria,  not  in  the  state  of  hydrate,  but  in  that  of  a  basic  salt,  and 
therefore  the  use  of  solution  of  potash  is  recommended  in  such  cases  instead  of 
ammonia ;  yet,  as  potash  precipitates  basic  salts  also  from  such  solutions,  the  operator 
must  proceed  as  directed  in  the  text. — Ed. 


04  YTTRIUM. 

very  dilute  nitric  acid  and  in  muriatic  acid.  The  solution  from 
wliich  yttria  has  to  be  separated,  is,  therefore,  rendered  neutral 
or  very  feebly  acid  by  means  of  muriatic  acid,  and  then  a  solution 
of  oxalic  acid  is  poured  into  it.  By  igniting  the  oxalate  of  yttria 
produced,  it  is  very  easily  converted  into  pure  yttria,  free  from 
carbonic  acid. 

*  SEPARATION    OF    YTTRIA    FROM    ALUMINA    AND   GLUCINA. 

Yttria  is  separated  fix)m  alumina  and  glucina  by  heating  the 
solution  of  these  two  earths  with  a  solution  of  potash,  and 
leaving  the  two  liquors  to  digest  together  for  a  long  time, 
whereby  the  alumina  and  glucina  are  dissolved. 


SEPARATION    OF    GLUCINA    FROM    YTTRIA. 

Note  by  M.  E.  Peligot  in  the  French  edition  : — 

According  to  Berthier,  these  two  oxydes  may  be  separated 
by  adding  sidphite  of  ammonia  to  their  solution  and  boiling 
the  whole ;  the  yttria  is  thus  precipitated  in  the  state  of  basic 
sulphite  entirely  insoluble  in  water,  but  soluble  in  sulphurous 
acid ;  the  glucina  remains  in  the  solution,  and  it  is  afterwards 
precipitated  by  ammonia. 


SEPARATION    OF    YTTRIA    FROM    MAGNESIA. 

Yttria  may  be  separated  from  magnesia  by  ammonia,  after 
having  added  muriate  of  ammonia  to  the  solution.* 

SEPARATION  OF  YTTRIA  FROM  LIME,  STRONTIA,  BARYTA,  AND 

THE  ALKALIES. 

Yttria  may  be  separated  from  these  bases  by  the  same  means 
which  are  employed  for  the  separation  of  alumina  from  these 
earths.  In  such  cases  ammonia  must  be  employed  for  the 
precipitation  of  yttria. 


'  Of  oonne  for  the  purpose  of  keeping  the  magnesut  in  solution. — Ed. 
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CERIUM. 


DETERMINATION   OF  CERIUM  AND  OF  ITS  OXYDES. 

The  oxydes  of  cerium  can  be  precipitated  from  their  solutions 
by  pure  ammonia^  but  a  solution  of  pure  potash  is  preferable^ 
because,  according  to  Berzelius,  the  precipitate  produced  by 
ammonia  consists  chiefly  of  subsalts  of  cerium  instead  of  pure 
oxydes.  The  precipitate  is  dried,  ignited,  and  weighed.  After 
ignition  it  is  a  peroxyde,  into  which  even  the  protoxyde,  if  it 
was  in  that  state  previous  to  being  ignited,  is  converted.  When 
the  substance  under  examination  contains  protoxyde  of  cerium 
only,  its  quantity  is  to  be  calculated  from  that  of  the  peroxyde 
obtained. 

SEPARATION   OF   THE    OXTDES   OF   CERIUM    FROM    YTTRIA. 

According  to  Berzelius,  for  the  purpose  of  separating  the 
oxydes  of  cerium  from  yttria  with  which  they  are  often  mixed,  a 
process  somewhat  similar  to  that  for  separating  thorina  from 
several  substances  is  used.  To  the  solution,  either  acid  or  neutral, 
containing  jrttria  and  the  oxydes  of  cerimn,  or  only  one  of  them, 
a  crust  of  crystallised  sulphate  of  potash  is  added.  The  best  way 
of  employing  this  reagent  is,  to  place  the  crystalline  crust  of  the 
salt  into  the  liquid,  so  that  it  should  be  a  little  above  the  level  of 
the  liquid,  in  order  that  all  its  parts  may  become  saturated  with 
sulphate  of  potash.    The  oxydes  of  yttrium  and  of  yttria  possess 
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the  property  of  producing  doable  salts  by  combining  with  potash 
and  sulphuric  acid ;  but  among  these  double  salts^  that  which  is 
produced  by  yttria  is  soluble^  whilst  those  which  result  from  the 
combination  of  the  oxydes  of  cerium  are  insoluble  in  a  saturated 
solution  of  sulphate  of  potash.  The  precipitate  produced  by  the 
oxydes  of  cerium  is  pulverulent^  and  has  a  white  colour  when  it 
contains  protoxyde  of  cerium,  and  a  lemon-yellow  colour  when  it 
contains  peroxyde  of  cerium.  It  is  allowed  to  subside,  and  after 
twentv-four  hours  it  is  collected  on  a  filter,  when  the  solution  is 
saturated  with  sulphate  of  potash,  and  it  is  washed  with  a 
saturated  solution  of  the  latter  salt,  after  which  it  is  dissolved 
in  boiling  water  and  precipitated  therefrom  by  a  solution  of 
pure  potash,  a  pretty  large  excess  of  which  must  be  used,  and 
into  which  it  must  be  left  to  digest,  with  the  help  of  heat; 
if  this  precaution  be  neglected,  there  is  a  risk  of  the  precipitate 
containing  basic  salts.  Aft^r  having  washed  this  precipitate,  it 
is  ignited,  by  which  it  acquires  a  cinnamon-brown  colour,  and 
is  completely  converted  into  peroxyde  of  ceriiun,  even  if  it 
consisted  of  protoxyde  of  cerium  before  ignition.  The  liquor 
from  which  the  oxydes  of  ceriimi  have  been  separated,  contains 
then  a  double  sulphate  of  yttria  and  potash.  The  yttria  is 
then  precipitated  by  means  of  solution  of  potash,  and  this 
precipitate  is  treated  as  we  have  said,  (page  63). 


SEPARATION    OF    THE    OXYDES    OF    CERIUM    FROM    THE    EARTHS 

AND    THE    ALKALIES. 

The  oxydes  of  cerium  are  separated  from  glucina,  alumina, 
magnesia,  lime,  strontia,  baryta,  and  the  fixed  alkalies,  in  the 
same  manner  as  for  separating  5  ttria  from  these  substances. 
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ZIRCONIUM. 


DETERMINATION  OF  ZIRCONIUM  AND  ZIRCONIA. 

ZiBCONiA  is  precipitated  firom  its  solutions  by  pure  ammonia, 
and  also  by  a  solution  of  pure  potash ;  yet  it  very  often  happens 
that  ammonia  precipitates  the  zirconia,  not  in  the  state  of  pure 
zirconia,  but  in  the  state  of  basic  salts.  After  haying  washed  the 
precipitate  which  is  Toluminous,  it  is  moderately  ignited,  an 
operation  during  which  the  zirconia  becomes  incandescent,  and 
afterwards  it  is  weighed. 

According  to  Berzelius^  zirconia  is  also  precipitated  when  a 
solution  of  sulphate  of  potash  is  mixed  with  one  of  a  salt  of 
zirconia.  If  sulphate  of  potash  in  crystals  has  been  added  in 
sufficient  quantity  to  saturate  the  liquor  with  it,  the  greater 
part  of  the  zirconia  is  precipitated;  and  the  separation  of  this 
earth  may  be  completed  by  exactly  neutralising  the  acid  con- 
tained in  the  solution  with  potash.  A  basic  sulphate  of  zirconia 
containing  potash  is  thus  produced ;  and  as  this  salt  is  partially 
soluble  in  pure  water,  it  should  be  washed  with  water  to  which 
a  little  ammonia  has  been  added ;  it  is  then  boiled  with  a  solu- 
tion  of  pure  potash,  and  pure  hydrate  of  zirconia  remains. 
Thus  can  zirconia  be  separated  from  certain  substances. 

SEPARATION    OP    ZIRCONIA    PROM    THE    EARTHS    AND    ALKALIES. 

Zirconia,  like  the  oxydes  of  cerium,  yttria,  and  especially 
glucina,  is  soluble  in  the  carbonates  of  alkalies ;  and,  according 
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to  Berzelius^  it  dissolves  with  the  greatest  facility^  especially  in 
bicarbonate  of  potash,  or  of  soda,  though  the  zirconia  preyiously 
precipitated  dissolves  therein  excessively  slowly.  But  when  a 
solution  of  zirconia  is  poured  drop  by  drop  in  one  of  bicarbonate 
of  soda  or  of  potash,  the  solution  is  very  rapidly  eiOFected: 
zirconia  is  precipitated  from  the  solution  by  boiling,  adding 
muriate  of  ammonia  and  boiUng  again.  In  effect,  a  portion  of 
the  zirconia  is  dissolved  by  the  excess  of  carbonic  acid^  and  it  is 
that  portion  which  the  boiling  precipitates.  Another  portion  is 
dissolved  in  the  simple  carbonate  of  alkali,  and  that  portion 
is  precipitated  by  the  ammonia  of  the  muriate  of  ammonia 
which  is  decomposed. 

Zirconia  may  be  thus  separated  from  alumina ;  and  it  can, 
by  the  same  process^  be  separated  firom  magnesia,  lime^  strontia, 
baryta,  and  the  fixed  alkalies.  But  accurate  means  of  separating 
it  firom  the  oxydes  of  cerium,  yttria,  and  glucina,  are  still 
wanting.  The  best  method  as  yet  known,  according  to  Berzelius, 
is  the  following  : — The  boiling  solution  is  mixed  with  sulphate 
of  potash^  by  which  most  of  the  zirconia  is  precipitated  in  the 
state  of  a  basic  salt;  a  little  ammonia  is  added  to  the  acid 
solution,  but  not  in  sufficient  quantity  to  supersaturate  the  free 
acid,  otherwise  the  oxydes  of  cerium,  yttria,  and  glucina  would 
be  precipitated.  The  basic  sulphate  of  zirconia  is  washed  with 
pure  water,  in  which,  however,  it  is  slightly  soluble  /  it  is  then 
treated  by  a  solution  of  pure  potash,  as  we  have  said  before.  As 
to  the  liquor  filtered  firom  the  salt  of  zirconia,  the  other  bases 
may  be  precipitated  therefirom  in  the  manner  previously 
described. 
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MANGANESE. 


DETERMINATION   OF  PROTOXYDE  OF  MANGANESE. 

Protoxtds  of  manganese  [oxyde  manganeux]  may  be  pre- 
cipitated bj  several  of  the  reagents  employed  for  precipitating 
magnesia,  which  it  much  resembles  as  regards  its  chemical 
properties.  The  best  of  these  re-agents  is  carbonate  of  potash^ 
and  especially  carbonate  of  soda,  because  the  latter  may  easily 
be  obtained  free  firom  silicic  acid.  The  precipitation  of  the 
protoxyde  of  manganese  by  the  carbonates  of  alkalies,  requires 
that  many  precautions  should  be  observed,  which  I  have  detailed 
at  length  in  speaking  of  the  determination  of  magnesia. 

*  It  is  advisable  to  warm  the  liquor  gently  after  the  addition 
of  the  carbonate  of  alkali,  and  it  is  not  necessary  that  the 
precipitation  should  take  place  at  a  boiling  heat  \  neither  is  it 
necessary  after  having  filtered  the  liquor  firom  the  proto- 
carbonate  of  manganese  precipitated  to  evaporate  it  to  dryness 
by  a  strong  heat. 

Protocarbonate  of  manganese  is  insoluble  in  water  *,  conse- 
quently it  can  be  washed  better  than  carbonate  of  magnesia. 
It  is  then  dried  and  ignited  in  a  platinum  crucible,  and  weighed. 
Ignition  deprives  it  of  its  carbonic  acid,  and  converts  it  into 
brown  manganoso-manganic  oxyde,  to  eflfect  which,  however,  a 


1  Protocarbonate  of  manganese  is  soluble  in  water,  which  contains  free  carbonic 
acid,  in  which  respect  it  resembles  the  carbonate  of  the  alkaline  earths,  and  is,  like 
them,  very  often  met  with  in  mineral  waters. — Ed. 
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rather  elevated  temperature  is  required^  though  inferior  to  a 
white  heat.  From  the  weight  of  this  manganoso-manganic 
oxyde  that  of  the  protoxyde  of  manganese  is  calculated  when 
the  substance  contained  it  in  that  stated 

When  the  liquor,  from  which  protoxyde  of  manganese  has  to 
be  precipitated,  contains  considerable  quantities  of  muriate  or 
other  salts  of  ammonia,  it  must  be  boiled  with  an  excess  of 
carbonate  of  alkali,  until  the  odour  of  ammonia  is  entirely 
dissipated*. 

Protoxyde  of  manganese  is,  like  magnesia,  precipitated  also 
by  solution  of  pure  potash*.  The  precipitate  which  is  a  hydrate 
of  protoxyde  has  at  first  a  white  colour,  but  whilst  washing  it 
upon  the  filter,  its  colour  changes  very  soon,  owing  to  an 
absorption  of  oxygen,  and  becomes  brownish  black,  beginning 
from  the  surface  *.  It  may  likewise  be  converted  into  man- 
ganoso-manganic oxyde  by  a  strong  ignition.  It  is,  however, 
in  few  cases  only  that  pure  potash  is  resorted  to  for  the  preci- 
pitation of  protoxyde  of  manganese ;  carbonate  of  alkali  being 
generally  preferred. 

Protoxyde  of  manganese  may  be  determined  in  the  state  of 
sulphate,  when  it  exists  alone  in  a  liquor  from  which  no  other 
substance  has  to  be  quantitatively  separated,  and  which  contains 
no  other  fixed  constituents ;  but  this  method  of  determination 
does  not  yield  results  so  accurate  as  with  magnesia.  When 
protosulphate  of  magnesia  is  ignited  in  contact  with  the  air,  it 
loses  a  small  portion  of  its  acid,  owing  to  which,  after  ignition, 
a  very  small  portion  of  the  salt  can  no  longer  be  dissolved  by 

*  The  heat  should  be  continued  so  long  as  the  weight  of  the  crucible  does  not 
remain  constant. — Ed. 

'  This  is  absolutely  necessary,  because  recently  precipitated  protocarbonate  of 
manganese  being  readily  dissolved  by  muriate  or  other  salts  of  ammonia,  it  is 
impossible  to  precipitate  the  whole  of  the  manganese  in  presence  of  these  salts,  and 
therefore  they  should  be  completely  decomposed,  exactly  as  has  been  described  for 
the  precipitation  of  magnesia  by  carbonate  of  potash,  page  3S. — Ed. 

'  Hydrate  of  protoxyde  of  manganese  is  soluble  in  solution  of  muriate  of  ammonia  ; 
see  vol.  i.  page  62. — Ed. 

*  If  this  precipitate  be  dried  in  the  air,  it  turns  brown  throughout,  and  it  is  then  a 
hydrate  of  sesquioxyde  of  manganese.— Ed. 
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water.  This  quantity,  however,  is  very  trifling  when  the 
sulphate  of  manganese  has  not  to  be  too  strongly  ignited,  and 
this  method  may  be  resorted  to  in  a  great  many  cases  for  the 
purpose  of  determining  expeditiously  the  quantity  of  protoxyde 
of  manganese.  The  process  is  the  same  as  that  which  we 
have  described  previously  in  the  article  Magnesium  (page  33). 
It  is  advisable,  when  this  method  is  employed,  to  avoid  a 
very  large  excess  of  sulphuric  acid,  because  it  is  difficult  to 
expel  it  without  at  the  same  time  losing  a  portion  of  the 
residuum. 


DETERMINATION    OF    DEUTOXYDE    [sesquioonfde)    AND    PEROXYDE 

{deuioxyde)  of  manganese. 

If  manganese  is  contained  in  the  state  of  sesquioxyde  of 
manganese  in  the  liquor,  which  is  frequently  the  case,  it 
may  be  precipitated  by  ammonia.  The  precipitate  of  sesqui- 
oxyde is  converted  into  manganoso-manganic  oxyde  by  a  strong 
ignition;  but  as  this  transformation  often  requires  so  strong 
a  heat  that  it  cannot  always  be  obtained  by  a  spirit-lamp 
with  circular  wick,  and  that  even  by  a  moderate  heat  the 
operator  cannot  be  perfectly  sure  that  the  oxyde  will  not 
have  lost  a  portion  of  its  oxygen,  it  is  often  advisable  to 
begin  by  converting  the  sesquioxyde  or  sesquichloride  into 
protoxyde  or  protochloride  of  manganese.  The  best  method  of 
effecting  this,  consists  in  adding  muriatic  acid  to  the  solution, 
and  to  warm  it  for  a  long  time ;  the  sesquichloride  is  thereby 
converted  into  protochloride  of  manganese,  imder  disengage- 
ment of  chlorine.  The  operator  must  not,  instead  of  muriatic 
acid,  use  sugar,  gum,  or  organic  substances  of  the  kind  in  the 
solution,  as  has  been  proposed  by  several  chemists.  True,  that 
the  conversion  of  sesquichloride  of  manganese  into  protochloride 
can  be  accomplished  in  this  manner,  but  the  presence  of  non- 
volatile organic  substances  may,  in  a  great  number  of  cases, 
hinder  the  precipitation  of  substances  by  alkalies.  Alcohol, 
however,  is  the  best  substance  to  be  used,  in  case  the  operator 
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should  employ  such  a  method  for  transforming  sesquioxyde  into 
protoxyde  of  manganese. 

When  the  operator  has  to  examine  sesquioxyde  of  manganese 
either  in  the  native  state  or  in  combination  with  water^  or 
peroxyde  of  manganese  and  substances  which  contain  it,  the 
best  is,  if  those  substances  contain  no  other  fixed  constituents 
besides  manganese,  to  expose  them  to  a  red  heat  imtil  it  be 
converted  into  manganoso-manganic  oxyde.'  The  loss  of  weight 
is  due  to  the  expulsion  of  oxygen,  provided  the  combination 
contains  no  other  volatile  substance,  such  as  water,  for  example. 
I  shall  explain  fSsu-ther  on  (article  Hydrogen)  by  what  method 
the  weight  of  the  water  can  be  determined. 

*  There  are  several  methods  of  estimating  the  commercial 
value  or  quantity  of  peroxyde  of  manganese,  and  that  of  foreign 
substances  contained  in  a  sample  of  this  substance.  The  man- 
ganese of  commerce,  which  it  is  intended  to  analyse,  must  first 
be  reduced  into  fine  powder,  which  is  then  to  be  treated  by 
dilute  nitric  acid,  in  order  to  dissolve  all  the  earthy  carbonates 
which  it  contains.  If  the  analysis  is  made  for  a  technical 
purpose,  the  weight  of  these  carbonates  should  be  determined. 
The  best  way  is  to  take  a  certain  weight  of  manganese,  and  to 
digest  it  for  a  long  time  with  dilute  nitric  acid,  until  it  has 
dissolved  all  it  can ;  the  mass  is  then  dried  imtil  the  weight 
remains  constant,  and  it  is  weighed.  The  difference  between 
the  two  weights  expresses  the  quantity  of  the  earthy  carbonates 
which  have  been  dissolved. 

*  The  simplest  and  best  manner  of  analysing  the  mang;anese 
is  the  following.  A  certain  quantity  of  the  purified  and  well- 
dried  manganese  is  introduced  in  a  small  counterpoised  retort, 
to  which  a  counterpoised  tube,  containing  chloride  of  calcium,  is 
adapted.  After  calcining  it,  the  augmentation  of  the  weight  of 
the  chloride  of  calcium  indicates  the  quantity  of  water  which 
has  volatilised,  and  which  proceeds  from  the  hydrated  sesqui- 
oxyde, a  portion  of  which  is  always  contained  in  the  peroxyde : 


'  Under  the  inflnence  of  a  red  heat^  and  with  the  contact  of  the  air,  all  the  oxyde« 
of  manganese  are  coiiYerted  into  manganoso-manganic  oxyde. — En. 
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the  diminution  of  the  weight  of  the  retort  indicates  how  much 
water  and  oxygen  have  escaped.  Yet  it  is  not  possible^  bj 
merely  calcining  in  the  retort,  to  convert  the  peroxyde  of 
manganese  completely  into  manganoso-manganic  oxyde ;  where- 
fore the  contents  of  the  retort  must  be  emptied  in  a  small 
platinum  crucible  and  therein  ignited^  until^  after  repeatedly 
weighing  it^  the  weight  remains  constant.  The  mass  becomes 
thus  completely  converted  into  manganoso-manganic  oxyde.  If 
the  ignition  is  carried  on  with  a  spirit-lamp  with  circular  wick, 
small  quantities  only  must  be  operated  upon,  and  the  mass  must 
be  kept  red  hot  for  a  long  time,  in  order  to  obtain  a  complete 
conversion.  When  the  quantity  of  the  mass  is  considerable,  an 
ordinary  fire  is  used.  100  of  oxygen  disengaged,  represent 
818'85  of  pure  peroxyde.  Whence  it  may  be  seen  that  great 
precision  is  required  in  this  experiment,  since  a  small  quantity 
of  oxygen  corresponds  to  a  great  quantity  of  peroxyde.  100  parts 
of  water  evaporated,  correspond  to  981*76  of  hydrate  of  sesqui- 
oxyde.* 

>  M.  £belmen*8  method  of  juudysU  is  as  follows  : — The  oxyde  of  manganese  under 
examination,  is  treated  by  muriatic  acid,  and  the  chlorine  disengaged  is  received  in 
a  solution  of  pure  sulphurous  acid,  part  of  which  acid  is  converted  into  sulphuric 
acid.  When  the  reaction  is  completed,  solution  of  chloride  of  barium,  and  a  little 
muriatic  acid,  are  poured  in  the  liquor;  the  muriatic  acid  being  employed  for 
dissolving  the  sulphite  of  baryta,  which  is  produced  simultaneously  with  the  sulphate, 
and  which,  being  but  sparingly  soluble,  would  remain  mixed  with  it  ;  the  liquor  is 
then  boiled,  for  the  purpose  of  expelling  the  excess  of  sulphurous  acid,  filtered,  and 
the  precipitate  of  sulphate  of  baryta  is  dried,  from  the  weight  of  which  the  quantity 
of  the  peroxyde  of  manganese  contained  in  the  sample  is  calculated  :  100  of  sulphate 
of  baryta  corresponds  to  37*5  of  peroxyde  of  manganese. — Ed. 

Another  method  is  that  of  M.  Thomson,  which  is  founded  on  the  quantity  of 
carbonic  acid,  which  is  produced  by  the  reaction  of  sulphuric  add  upon  a  given 
weight  of  the  oxyde,  with  a  solution  of  oxalic  acid.  One  equivalent  of  oxalic  add 
produces  2  equiviJents  of  carbonic  acid,  weighing  almost  as  much  as  1  equivalent  of 
peroxyde  of  manganese.  The  modna  operandi  is  as  follows  : — 600  grammes  of  water 
50  grammes  of  oxalic  add,  50  gnunmes  of  the  manganese  under  examination,  and 
lastly,  and  as  quickly  as  possible,  150  or  200  grammes  of  concentrated  sulphuric  add 
are  introduced  into  a  counterpoised  flask  ;  carbonic  acid  is  immediately  disengaged, 
at  first  rapidly,  and  then  slowly  :  twenty-four  hours  afterwards  the  apparatus  is 
weighed,  and  the  loss  of  weight  indicates  the  weight  of  the  peroxyde  of  manganese. 
Instead  of  oxalic  acid,  Messrs.  Fresenius  and  Will  employ  oxalate  of  potash,  and 
the  proportions  are,  one  part  in  weight  of  a  given  quantity  of  the  manganese,  and 
two  and  a  half  of  neutral  oxalate  of  potash,  and  one-third  of  the  capadty  of  the 
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MaDganoso-manganic  oxyde  is  a  degree  of  oxydisement  of 
manganese^  whicli^  according  to  the  experiments  of  Arfvedson^ 
does  not  change  by  exposure  to  a  red  heat ;  protoxyde  and 
protocarbonate  of  manganese  are  easily  transformed  into  this 
state^  when  strongly  ignited  in  a  platinum  crucible  above  a 
spirit-lamp  with  circular  wick^  provided  the  access  of  the  air  be 
not  completely  prevented.  Sesquioxyde  and  peroxyde  of  man- 
ganese require  exposure  to  a  stronger  heat  and  for  a  longer 
time  for  their  conversion  into  manganoso-manganic  oxyde. 

If  foreign  bodies  exist  still  in  the  substance  under  analysis^  it 
should  be  dissolved  in  muriatic  acid  with  the  help  of  heat,  and 
the  foreign  fixed  constituents  with  which  the  protoxyde  of  man- 
ganese  may  be  mixed^  must  be  separated  from  the  solution. 


SEPARATION    OF    PROTOXYDE    OF    MANGANESE    FROM    ZIRCONIA^ 
THE    OXYDES    OF    CERIUM,    YTTRIA,    AND   THORINA. 

The  same  process  which  is  employed  for  separating  zirconia, 
the  oxydes  of  cerium,  yttria,  and  thorina,  from  magnesia,  may  be 
adopted  for  separating  protoxyde  of  manganese  from  these  sub- 
stances. Protoxyde  of  manganese  is  not  precipitated  by  ammonia 
when  the  solution  contains  a  very  large  quantity  of  muriate  of 
ammonia.  The  other  substances,  on  the  contrary,  are  precipi- 
tated by  this  alkali.  There  is  a  precaution  which  it  is  important 
to  observe  in  performing  this  operation ;  it  is  to  filter  as  rapidly 
as  possible,  and  out  of  the  contact  of  the  air ;  because  the  pro- 
toxyde of  manganese  contained  in  the  ammoniacal  solution,  very 
soon  absorbs  oxygen  and  then  separates  in  the  state  of  sesqui- 
oxyde. Yet  it  is  difficult  to  separate  protoxyde  of  manganese 
completely  in  this  manner. 

*  Another  method  consists  in  igniting  the   mixture  of  the 

flask  is  filled  with  water :  two  or  three  parts  of  sulphuric  acid  are  now  added  ;  the 
rest  of  the  operation  is  the  same  as  mentioned  before.  These  methods,  however, 
presuppose,  of  course,  the  absence  of  carbonates  in  the  sample,  otherwise  the 
sample  should  first  be  washed  with  some  dilute  nitric  acid,  and  then  widi  pure 
water,  and  dried.     Other  methods  will  be  indicated  farther  on. — Ed. 
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earths  and  of  the  protoxyde  of  manganese^  and  treating  the 
ignited  mass  with  weak  nitric  acid  free  firom  nitrons  acid ;  the 
acid  dissolves  the  earths  and  leaves  the  manganoso-manganic 
oxyde  undissolved.  The  separation  of  protoxyde  of  manganese 
firom  the  oxydes  of  cerium  and  firom  thorina  ia  better  effected 
by  sulphate  of  potash  than  by  ammonia;  these  substances 
being  precipitated  by  the  sulphate  of  potash  in  the  manner 
described^  (pag^  61-65).  When  these  substances  have  been  thus 
separated^  the  protoxyde  of  manganese  may  then  be  precipitated 
also. 

*  Some  of  the  earths  which  have  just  been  mentioned  might 
be  separated  firom  protoxyde  of  manganese  by  carbonate  of 
baryta^  in  the  manner  which  may  be  employed  for  separating 
them  firom  peroxyde  of  iron^  and  which  will  be  described 
farther  on. 


SEPARATION    OP    PROTOXYDE    OP    MANGANESE    PROM    ALUMINA 

AND    GLUCINA. 

Ammonia  and  muriate  of  ammonia  may  also  be  employed  for 
separating  protoxyde  of  manganese  firom  alumina  and  gludna. 
fiut  then^  and  even  when  the  liquor  contains  much  muriate  of 
ammonia,  pure  ammonia  always  precipitates  a  little  protoxyde 
of  manganese  with  the  alumina  and  glucina.  This  is  observable 
because  the  precipitated  earths  very  soon  turn  bronmish  in 
contact  with  the  air,  the  small  quantity  of  protoxyde  of  man- 
ganese precipitated  along  with  the  earths  becoming  thus 
converted  into  sesquioxyde  of  manganese.  Wherefore  the 
precipitated  glucina  and  alumina  should  be  redissolved  in  a 
solution  of  pure  potash,  which  has  no  action  upon  sesquioxyde 
of  manganese.  In  a  word,  the  operation  should  be  conducted 
as  for  the  separation  of  magnesia  firom  alumina  by  means  of 
ammonia,  as  we  have  said  before,  (page  54). 

Alumina  and  glucina  can  also  be  separated  immediately  firom 
protoxyde  of  manganese  by  means  of  potash.  The  solution  of 
these  substances  is  slightly  boiled  with  an  excess  of  pure  potash. 
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Yet^  if  the  liquor  contains  much  ammoniacal  salt^  it  is  better 
and  less  expensive  to  decompose  it  by  carbonate  of  potash  with 
the  help  of  heat. 

Bicarbonate  of  potash,  on  the  contrary,  cannot  be  used  for 
separating  protoxyde  of  manganese  from  alumina,  because  pro- 
toxyde  of  manganese  is  dissolved  in  extremely  small  quantity  by 
that  salt. 


SEPARATION    OF    PROTOXYDE    OF    MANGANESE    FROM    MAGNESIA. 

To  the  solution  of  these  two  substances,  enough  muriate  of 
ammonia  is  added  to  prevent  the  ammonia,  which  has  to  be 
poured  in  it  afterwards,  from  producing  a  precipitate.  If  the 
solution  is  acid,  there  is  no  occasion  for  adding  muriate  of 
ammonia,  because  the  ammonia  employed  to  saturate  it,  pro- 
duces  a  sufficient  quantity  of  ammoniacal  salt.  Hydrosulphuret 
of  ammonia  is  then  added  in  sufficient  quantity  to  precipi- 
tate the  whole  of  the  protoxyde  of  manganese  in  the  state  of 
sulphuret  of  manganese.  It  is  not  even  necessary  that  the  hydro- 
sulphuret of  ammonia  should  not  contain  any  free  ammonia.  The 
protoxyde  of  manganese  is  precipitated  in  the  state  of  sulphuret 
of  manganese,  with  the  characteristic  flesh  colour,  or,  if  in  pretty 
large  quantity,  the  precipitate  is  redder.  This  sulphuret  contains 
no  sulphuret  of  magnesium,  if  enough  hydrosulphuret  of  ammonia 
has  been  added.  When  the  precipitate  has  perfectly  settled, 
the  liquor  is  filtered.  K  the  operator  were  to  attempt  to  filter 
it  before  the  complete  settling  of  the  precipitate,  it  would  pass 
through  the  paper  too  slowly.  The  sulphuret  of  manganese  is 
then  washed,  not  with  pure  water,  but  with  water  to  which  a 
little  hydrosulphuret  of  ammonia  has  been  added,  in  the  propor- 
tion of  about  three  or  four  drops  per  ounce  of  water.  After 
washing,  the  sulphuret  of  manganese  on  the  filter  changes 
colour  very  soon,  it  absorbs  oxygen,  and  becomes  at  the  surface 
first  brown,  and  then  black.  The  rapidity  with  which  sul- 
phuret of  manganese  becomes  oxydiscd,  renders  it  absolutely 
necessary  that  the  precipitation  and  washing  should  succeed 
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each  other  immediately^  and  it  is  for  the  same  reason  that  the 
quantity  of  protoxyde  of  manganese  cannot  be  calculated  from 
the  weight  of  this  sulphuret.  Wherefore,  it  must  be  cautiously 
introduced  with  the  moist  filter  in  a  glass,  and  muriatic  acid  is 
poured  upon  it,  which  causes  a  disengagement  of  sulphuretted 
hydrogen.  The  whole  is  heated  very  gently  until  the  liquor 
smells  no  longer  of  sulphuretted  hydrogen.  It  is  then  to  be 
filtered,  and  the  protoxyde  of  manganese  is  precipitated  there- 
from, by  carbonate  of  potash,  or  of  soda.  The  protoxyde  of 
manganese  may  also  be  converted  into  sulphate  of  protoxyde  of 
manganese,  as  we  have  already  said,  (page  70). 

The  liquor  filtered  from  the  sulphuret  of  manganese  contains 
the  whole  of  the  magnesia.  It  is  first  to  be  rendered  slightly 
acid^  by  adding  muriatic  acid  thereto,  in  order  to  destroy  the 
excess  of  hydrosulphuret  of  ammonia  employed,  and  it  is  left  in 
digestion  for  a  long  time,  until  it  smells  no  longer  of  sulphu- 
retted hydrogen.  It  is  then  to  be  filtered  from  the  very  finely 
divided  sulphur  which  this  will  have  separated,  and  the  magnesia 
may  then  be  quantitatively  determined  in  the  filtered  liquor,  by 
means  of  carbonate  of  potash,  or  of  soda,  or  what  is  better 
still,  by  converting  it  into  sulphate  of  magnesia. 

Often,  also,  magnesia  and  protoxyde  of  manganese  are  preci- 
pitated together  by  carbonate  of  potash,  then  dissolved  by 
muriatic  acid,  and  then  separated  from  each  other  in  the 
manner  which  has  been  described. 

Stromeyer  has  indicated  another  method  of  separating  pro- 
toxyde of  manganese  from  magnesia.  A  current  of  chlorine  gas 
is  to  be  passed  through  the  liquor  which  holds  both  these  sub- 
stances in  solution,  and  which  is  generally  effected  by  muriatic 
acid.  This  current  of  chlorine  gas  in  the  cold  produces  per- 
chloride  of  manganese.  A  solution  of  bicarbonate  of  potash 
poured  in  the  liquor,  precipitates  the  sesquioxyde  of  manganese, 
but  not  the  magnesia.  If  the  liquor  be  now  evaporated  to 
dryness,  by  a  strong  heat,  the  magnesia  may  be  obtained. 
Stromeyer  prescribed,  in  order  to  precipitate  the  magnesia,  to 
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use  a  solution  of  phosphate  of  soda^  to  which  ammonia  has 
been  added. 

*  Instead  of  chlorine  gas^  the  aqueous  solution  of  chlorine 
may  be  employed  when  feeble  quantities  only  of  protoxyde  of 
manganese  have  to  be  separated.  If,  on  the  contrary,  the  pro- 
toxyde •  of  manganese  is  more  abundant,  bromine  may  be 
employed  with  advantage. 

SEPARATION    OF    PROTOXYDE    OP    MANGANESE    FROM    LIME. 

Several  methods  may  be  resorted  to  for  the  purpose  of 
separating  protoxyde  of  manganese  from  lime.  If  only  a  small 
quantity  of  protoxyde  of  manganese  has  to  be  separated  firom  a 
very  large  quantity  of  lime,  the  solution  is  to  be  first  diluted 
with  water,  if  not  already  sufficiently  dilute,  and  enough  of  a 
solution  of  muriate  of  ammonia  is  added  to  prevent  the  ammonia, 
which  is  subsequently  added  to  slight  supersaturation,  from  pro- 
ducing a  precipitate.  If  the  solution  is  acid,  there  is  no  necessity 
for  adding  muriate  of  ammonia ;  the  lime  may  then  be  precipi- 
tated by  means  of  oxalate  of  ammonia,  and  the  whole  is  heated 
in  order  that  the  oxalate  of  lime  produced  may  be  rapidly  filtered,* 
for  when  the  filtering  is  delayed,  the  salt  is  mixed  with  a  small 
quantity  of  sesquioxyde  of  manganese,  owing  to  the  protoxyde 
of  manganese  in  the  liquor  having  absorbed  oxygen,  and  thus 
become  insoluble.  The  protoxyde  of  manganese  is  then  preci- 
pitated from  the  liquor  filtered  from  the  oxalate  of  lime,  or  else 
it  may  be  converted  into  protosulphate  of  manganese. 

The  method  which  I  have  just  described,  however,  is  not 
applicable  when  the  quantity  of  protoxyde  of  manganese  to  be 
separated  from  lime  is  very  large.  In  such  cases,  it  is  in  eiOFect 
not  only  much  more  difficult  to  avoid  an  admixture  of  protoxyde 
of  manganese  with  the  oxalate  of  lime,  but  a  small  quantity  of 
oxalate  of  protoxyde  of  manganese  may  actually  be  precipitated 
with  the  latter  salt,  especially  if  the  liquor  be  not  very  dilute. 

^  See  the  note,  page  33,  where  I  have  given  the  description  of  my  filtering 
apparatus. — Ed. 
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It  is  better^  therefore,  in  such  cases,  to  resort  to  another  process. 
Muriate  of  ammonia  is  added  to  the  liquor  in  sufficient  quantity 
to  prevent  the  ammonia,  which  is  added  subsequently,  from 
producing  a  precipitate.     This  addition  of  muriate  of  ammonia 
is  not  necessary  when  the  liquor  is  acid,  because  by  super- 
saturating it  with  ammonia,  enough  of  an  ammoniacal  salt  is 
produced.     The  protoxyde  of  manganese  is  then  precipitated 
in  the  state  of  sulphuret  of  manganese,  by  means  of  hydro- 
sulphuret  of  ammonia ;  the  sulphuret  is  allowed  to  settle  a  little, 
and  the  liquor  is  to  be  filtered  very  rapidly,  taking  care  to  cover 
the  funnel  and  the  beaker  with  a  glass  plate,  in  order,  as  much 
as  possible,  to  avoid  the  contact  of  the  air,  for  fear  that  the 
sulphuret  should  become  contaminated  with  carbonate  of  lime.- 
The  best  is,  before  adding  the  hydrosulphuret  of  ammonia,  to 
put  the  liquor  in  a  flask  which  can  be  closed,  in  order  that  the 
sulphuret  may  settle  well  without  fear  of  the  contact  of  the  air. 
After  having  washed  the  sulphuret  with  water,  to  which  a  little 
hydrosulphuret  of  ammonia  has  been  added,  it  is  treated  by 
muriatic  acid  in  the  manner  which  has  been  previously  described. 
As  to  the  liquor  which  has  been  filtered  from  the  sulphuret 
of  manganese,  muriatic  acid  is  added  to  it  in  sufficient  quantity 
to  render  it  acid,  in  order  to  decompose  the  excess  of  hydro- 
sulphuret of  ammonia,  and  then  it  is  gently  heated  until  all  smell 
of  sulphuretted  hydrogen  has  vanished.     During  this  operation, 
there  is  always  a  separation  of  a  small  portion  of  sulphur  which 
should  be  first  filtered  from  the  liquor,  from  which,  after  super- 
saturation  with  ammonia,  the  lime  is  precipitated  by  oxalate  of 
ammonia. 

This  method  is  very  preferable  to  the  first,  because,  according 
to  Turner,  oxalate  of  lime  is  a  little  soluble  in  a  liquor  which 
contains  much  of  a  protosalt  of  manganese. 

Gaseous  bromine,  or  chlorine,  may  also  be  employed  with 
advantage  to  separate  protoxyde  of  manganese  from  lime.  The 
manganese  having  thus  been  converted,  in  the  muriatic  acid 
solution  of  the  two  bases,  into  sesquichloride,  or  bromide  of 
manganese,  the  liquor  is  introduced  into  a  flask,  susceptible  of 
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being  well  corked,  and  a  slight  excess  of  ammonia  being  poured 
therein,  the  oxyde  of  manganese  is  precipitated,  the  flask  is  corked 
up  to  prevent  the  contact  of  the  air,  and  the  oxyjde  is  allowed  to 
settle  completely.  The  clear,  supernatant  liquor  is  decanted, 
the  oxyde  washed  very  rapidly,  to  prevent  the  admixture  of  car- 
bonate of  lime  from  the  contact  of  the  air,  and  the  lime  is  preci- 
pitated from  the  filtered  liquor  by  means  of  oxalate  of  ammonia. 
If  the  oxalate  of  lime,  which  has  been  thus  separated,  contains 
a  little  oxalate  of  manganese,  it  must  first  be  ignited,  treated  by 
very  dilute  nitric  acid,  which  dissolves  the  carbonate  of  lime, 
and  leaves  behind  the  manganoso-manganic  oxyde  produced. 


SEPARATION    OP    PROTOXYDE    OP    MANGANESE    PROM    ALUMINA, 

MAGNESIA,    AND    LIME. 

When  alumina,  magnesia,  and  lime,  have  to  be  separated 
from  protoxyde  of  manganese,  the  process  varies  according  to 
the  quantity  of  the  latter  substance. 

If  the  quantity  be  small,  muriate  of  ammonia  is  added  to  the 
liquor,  which  precaution,  however,  is  useless  when  it  contains 
free  acid,  the  alumina  is  then  precipitated  by  ammonia,  which 
always  precipitates  at  the  same  time  traces  of  magnesia  and  of 
protoxyde  of  manganese.  During  the  filtering  the  alumina  is 
sheltered  as  much  as  possible  from  the  contact  of  the  atmospheric 
air,  in  order  to  prevent  the  formation  of  carbonate  of  lime.  The 
lime  is  then  precipitated  from  the  filtered  liquor  by  means 
of  oxalate  of  ammonia.  In  order  to  separate  the  traces  of 
protoxyde  of  manganese  and  of  magnesia  which  have  been 
precipitated  along  with  the  alumina,  it  is  to  be  treated  by 
potash  in  the  manner  which  has  been  indicated,  (page  76). 
The  small  quantities  of  protoxyde  of  manganese  and  of  magnesia 
are  dissolved  in  muriatic  acid,  and  mixed  with  the  liquor  which 
has  been  filtered  firom  the  oxalate  of  lime.  The  protoxyde  of 
manganese  is  separated  from  the  magnesia  in  the  manner  which 
has  been  described  before. 

When,  on  the  contrary,  the  quantity  of  protoxyde  of  man- 
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ganese  is  pretty  considerable,  the  process  is  as  follows : — After 
having  precipitated  the  alumina,  together  with  traces  of  magnesia 
and  of  protoxyde  of  manganese,  by  means  of  ammonia,  the  liquor 
is  filtered,  and  sulphuret  of  manganese  is  precipitated  by  means 
of  hydrosulphuret  of  ammonia.  The  liquor  filtered  from  the 
sulphuret  of  manganese  is  rendered  acid  by  muriatic  acid,  and 
heated  until  all  smell  of  sulphuretted  hydrogen  is  dissipated ;  it 
is  then  filtered,  supersaturated  with  ammonia,  and  the  lime  is 
precipitated  by  oxalate  of  ammonia.  The  sulphuret  of  man- 
ganese is  dissolved  in  muriatic  acid.  The  operator  may  mix 
together  the  solution  of  sulphuret  of  manganese,  the  muriatic 
acid  solution  of  the  traces  of  protoxyde  of  manganese  and  of 
magnesia  which  have  fallen  down  with  the  alumina,  and  which 
have  been  separated  therefrom  by  potash,  and  the  liquor  filtered 
from  the  oxalate  of  lime,  after  which  the  magnesia  may  be 
separated  from  the  protoxyde  of  manganese.  It  is  better,  how- 
ever, to  precipitate  the  protoxyde  of  manganese  from  the  solution 
of  sulphuret  of  manganese,  and  then  to  precipitate  the  magnesia 
alone  from  the  liquor  filtered  &om  the  oxalate  of  lime,  and  to 
analyse  also  separately,  and  determine  quantitatively,  the  traces 
of  magnesia  and  of  protoxyde  of  manganese  which  have  been 
precipitated  along  with  the  alumina. 


SEPARATION    OP    PROTOXYDE    OP    MANGANESE    FROM    STRONTIA. 

Protoxyde  of  manganese  may  be  separated  from  strontia  in 
the  following  manner.  To  the  solution  of  the  two  bases,  enough 
muriate  of  ammonia  is  added  to  prevent  the  formation  of  a 
precipitate  by  the  subsequent  addition  of  ammonia.  If  the 
liquor  is  acid,  there  is  no  need  to  add  muriate  of  ammonia,  it 
is  sufScient  to  pour  ammonia  into  it.  Protoxyde  of  manganese 
may  then  be  precipitated  in  the  state  of  sulphuret  of  manganese, 
but  in  filtering  it  the  contact  of  the  air  must  be  avoided,  in 
order  to  prevent  the  formation  of  carbonate  of  strontia.  The 
liquor  filtered  from  the  sulphuret  of  manganese  must  be  rendered 
acid,  and  again  filtered  to  separate  the  liberated  sulphur,  and 
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the  strontia  may  then  be  separated.  This  method  is  preferable 
to  that  which  consists  in  precipitating  strontia  by  sulphuric  acid> 
because  sulphate  of  strontia  is  not  absolutely  insoluble  in  waters 

SEPARATION    OF   PROTOXYDE    OF    MANGANESE    FROM    BARYTA. 

Protoxyde  of  manganese  is  separated  from  baryta  by  sulphuric 
acid^  in  the  same  m&nner  as  for  separating  magnesia  from  baryta. 
According  to  the  experiments  of  Turner^  baryta  exists  in  almost 
all  the  ores  of  manganese. 

SEPARATION    OF   PROTOXYDE    OF    MANGANESE    FROM    THE 

ALKALIES. 

The  separation  of  protoxyde  of  manganese  from  the  fixed 
alkalies  is  not  difficult.  After  having  added  ammonia  to  the 
liquor^  so  as  to  render  it  alkaline^  protoxyde  of  manganese  is 
precipitated  in  the  state  of  sulphuret  of  manganese.  The  liquor 
filtered  from  it  is  rendered  acid^  it  is  then  heated^  filtered^  and 
the  quantities  of  the  alkalies  in  the  filtered  liquor  may  be 
determined  in  the  manner  which  has  been  described  before. 

'  Sulphate  of  strontia,  according  to  Dr.  Fresenius,  ia  soluble  in  6895  parts  of  cold 
water,  at  140  centigrade,  and  in  9638  of  boiling  water. — Ed. 
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CHAPTER  XV. 

IRON. 


DETERMINATION  OF  IRON,  PROTOXYDE  OF  IRON,  PEROXYDE  OF 
IRON,  AND  COMPOUNDS  OF  PROTOXYDE  AND  OF  PEROXYDE 
OF  IRON  {Oxtfde  Perroao-ferruiae), 

Whether  iron  exists  in  the  substance  to  be  analysed  in  the 
state  of  metal,  of  protoxyde,  or  of  peroxyde  of  iron,  or  in 
the  state  of  ferroso-ferric  oxyde,  it  is  never  determined  except 
in  the  state  of  peeoxyde  of  iron.*  If  the  compound  contains 
metallic  iron,  protoxyde  of  iron,  or  ferroso-ferric  oxyde,  it  must 
be  dissolved  in  nitric  acid,  or  in  aqua  regia.  The  solution 
contains  then  the  iron  in  the  state  of  peroxyde  of  iron.  When 
a  liquor  contains  protoxyde  of  iron,  or  ferroso-ferric  oxyde,  nitric 
acid  is  added,  and  heat  applied,  by  which  means  it  is  converted 
into  peroxyde  of  iron.  If  the  solution  is  very  dilute,  the  complete 
peroxydisation  by  nitric  acid  seldom  takes  place  without  heating 
the  liquor  almost  to  boiling ;  or,  if  nitric  acid  is  not  employed, 
without  passing  a  current  of  chlorine  through  it,  or  adding 
a  sufficient  quantity  of  bromine ;  all  which  means,  however,  are 
not  so  good  as  that  by  nitric  acid.  When  the  quantity  of  prot- 
oxyde of  iron  is  pretty  considerable,  the  liquor,  after  addition 

'  According  to  Liebig  {Annal,  der  Chemie  und  Pharm.  Bd.  xli.,  hef.  3),  iron  majr 
be  detomined  in  the  dry  way,  in  a  direct  manner,  by  means  of  cyanide  of  potassium. 
!%€  ore  is  first  to  be  reduced  to  powder,  and  a  mixture  of  cyanide  of  potassium  and 
of  carbonate  of  potash  being  added,  the  whole  is  exposed  to  a  strong  red  heat  in  a 
porcelain  cradble.  The  alumina  and  silica  remain  with  the  scories,  and  the  reduced 
iron  may  be  separated  by  washing  with  cold  water,  and  then  weighed. — Ed. 
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of  nitric  acid^  and  the  application  of  a  gentle  heat^  becomes 
blacky  and  almost  opaque^  without  depositing  any  precipitate ; 
but  it  soon  becomes  clear  again,  which  is  a  sign  that  a  sufficient 
quantity  of  nitric  acid  has.  been  added,  and  that  the  whole  of 
the  protoxyde  is  converted  into  peroxyde.  The  black  colour  of 
the  liquor  is  produced  by  nitric  oxyde,  resulting  from  the 
decomposition  of  the  nitric  acid,  and  which  is  dissolved  by 
the  solution  of  the  protoxyde  of  iron  as  yet  undecomposed. 

"When  the  liquor  contains  peroxyde  of  iron  only,  ammonia  is 
the  reagent  employed  to  precipitate  it,  which  it  does  com- 
pletely. The  precipitate  is  reddish  brown,  and  very  voluminous. 
It  already  shrinks  a  little,  like  that  of  alumina,  whilst  being 
washed  on  the  filter;  but  on  drying,  it  reduces  in  bulk  in  an 
extraordinary  degree ;  and  after  ignition  it  forms  a  hard  vitreous 
mass  of  a  brownish  black  colour.  If  the  liquor  be  heated  after 
precipitation,  the  precipitate  becomes  more  dense  and  darker. 
After  drying,  it  is  ignited,  during  which  operation  it  sometimes 
decrepitates,  on  which  account  the  heat  should  be  cautiously 
applied  at  the  beginning.  Ignition  upon  a  spirit-lamp  with 
circular  wick  does  not  deprive  it  of  any  oxygen,  and  the  filter 
may  even  be  burnt  with  it  without  reducing  a  single  particle, 
provided  the  draft  of  air  be  suitably  kept  up.*  It  sometimes 
happens,  but  not  always,  that  whilst  igniting  the  peroxyde  a 
vivid  disengagement  of  light  is  observed. 

From  the  weight  of  the  peroxyde  of  iron,  the  quantity  of  the 
iron,  of  the  protoxyde  of  iron,  or  of  the  ferroso-ferric  oxyde  in 
the  combination  is  calculated. 

The  peroxyde  of  iron  may  also  be  completely  precipitated  by 
potash,  but  it  is  then  difficult  to  wash,  and  it  always  retains  a  little 
potash,  which  may  in  the  analysis  apparently  produce  a  slight 
excess  of  peroxyde  of  iron.  When,  therefore,  potash  has  been 
employed  to  precipitate  peroxyde  of  iron,  the  latter  should  be 
redissolved  in  muriatic  acid,  and  reprecipitated  by  ammonia. 

*  Should  there  be,  however,  any  fear  of  a  portion  of  the  peroxyde  hAving  beeo 
redaced  by  the  charcoal  of  the  filter,  a  few  drops  of  nitric  acid  may  be  poured  on 
the  ignited  maas,  which  will  at  once  redissolve  it,  and  by  a  second  ignition  the  whole 
is  obtained  in  the  state  of  peroxyde. — Ed. 
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Peroxyde  of  iron  is  completely  precipitated  also  by  carbonate  of 
potash^  and  by  carbonate  of  ammonia/  when  the  solution  of 
the  peroxyde  of  iron  is  neutral.  If  the  liquor  is  acid,  the 
bicarbonate  of  alkali  which  is  produced  retains  in  solution  a 
very  small  trace  of  peroxyde  of  iron,  which  cannot  be  completely 
precipitated  except  by  boiling  the  Uquor  for  some  time. 

In  a  very  great  number  of  cases  peroxyde  of  iron  is  preci- 
pitated in  the  state  of  sulpuuret  of  iron,  to  separate  it  from 
other  substances.  When  the  liquor  is  acid,  it  is  to  be  neu- 
tralised by  ammonia,  a  slight  excess  of  which  may  be  employed 
which  produces,  it  is  true,  a  precipitate  of  peroxyde  of  iron,  but 
which  is  not  objectionable.  Hydrosulphuret  of  ammonia  is 
next  added,  until  all  the  peroxyde  of  iron  is  converted  into 
sulphuret  of  iron,  which  deposits  very  slowly  under  the  form  of 
ft  voluminous  black  precipitate.  When  the  supernatant  liquor 
has  only  a  yellowish  tinge  due  to  the  excess  of  hydrosulphuret 
of  ammonia  employed,  the  sulphuret  of  iron  must  be  rapidly 
collected  on  a  filter,  and  washed  with  water  to  which  hydro- 
sulphuret of  ammonia  has  been  added. 

The  liquor  often  remains  coloured  green  after  the  sulphuret  of 
iron  has  settled ;  *  this  takes  place  more  especially  when  it  con- 
tains much  organic  substance,  such  as,  for  example,  tartaric  acid. 

This  colour  is  due  to  the  presence  of  extremely  fine  particles 
of  sulphuret  of  iron,  which  remain  suspended  in  the  liquid,  and 
which  very  often  require  a  very  considerable  length  of  time  to 
settle.  If  the  solution  be  filtered  in  that  state,  it  passes  green 
through  the  filter,  but  in  such  cases  it  suffices  to  warm  the  green 
liquor  gently,  and  for  a  long  time,  upon  a  sand  bath,  out  of  the 
contact  of  the  air,  before  filtering  it ;  the  sulphuret  of  iron 
18  thus  deposited  completely,  and  the  supernatant  liquor  has 
only  a  yellowish  tinge. 


'  If  carbonate  of  ammonia  ifi  added  in  larger  proportion,  however,  the  hydrate  of 
peroxyde  of  iron  may  be  entirely  redissolved  ;  but  Berzelius  observes,  that  whatever 
be  the  excess  of  carbonate  of  ammonia  employed,  the  hydrate  of  peroxyde  of  iron 
may  be  completely  precipitated  from  such  a  solution,  by  diluting  with  a  sufficient 
quantity  of  water.  The  hydrated  oxydes  of  iron  are  slightly  soluble  m  solution 
of  potash. — Ed. 
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The  sulphuret  of  iron  on  the  filter  absorbs  the  oxygen  of  the 
air  Tery  rapidly^  and  in  a  short  time  its  sorfiu^  soon  acquires  a 
light  reddish  brown  colour^  which  gradually  penrades  the  whole 
mass.  The  rapidity  with  which  it  becomes  oxydised  is  cause 
that  the  quantity  of  the  oxyde  of  iron  cannot  be  calculated  from 
its  weight,  and  it  must^  therefore,  be  conyerted  into  peroxyde  of 
iron.  It  should,  therefore,  be  treated  about  in  the  same  manner 
as  the  precipitate  of  sulphuret  of  manganese.  Whilst  still  moist 
it  is  to  be  put  in  a  glass,  with  the  filter,  and  muriatic  acid  is 
poured  upon  it,  by  which  it  is  immediately  dissolved  under  a 
disengagement  of  sulphuretted  hydrogen;  the  whole  is  then 
warmed  gently  until  all  smell  of  sulphuretted  hydrogen  has 
disappeared.  The  liquor  is  then  filtered,  the  filter  is  well 
washed,  nitric  add  is  added  to  the  filtrate,  and  heat  is  applied. 
The  iron  which  existed  in  the  state  of  protoxyde  in  the  solution, 
is  conyerted  by  the  nitric  acid  into  peroxyde  of  iron,  which  may 
then  be  precipitated  by  ammonia. 

The  sulphuret  of  iron,  with  the  filter,  must  not  be  treated 
immediately  by  aqua  regia,  for  the  purpose  of  at  once  conyerting 
the  iron,  which  it  contains,  into  peroxyde  of  iron.  In  effect,  the 
action  of  aqua  regia  upon  some  sorts  of  paper  produces  organic 
substances,  which  might  oppose  the  precipitation  of  the  peroxyde 
of  iron  by  ammonia. 

When  the  iron  has  to  be  precipitated  in  the  state  of  sulphuret 
of  iron,  whatever  may  be  the  degree  oxydisation  of  the  iron  in 
the  liquor  is  of  no  consequence.  Protoxyde  of  iron  is  preci- 
pitated by  hydrosulphuret  of  ammonia  absolutely  in  the  same 
state  as  peroxyde  of  iron. 

If  the  sulphuret  of  iron  obtained  be  strongly  ignited,  the 
access  of  the  air,  instead  of  being  altogether  excluded,  being,  on 
the  contrary,  admitted  as  much  as  possible,  this  may,  of  itself, 
be  sufficient  to  convert  it  completely  into  peroxyde  of  iron. 
Yet,  to  obtain  this  result,  a  heat  is  required  stronger  than  can 
be  produced  with  an  argand  spirit-lamp.  The  necessary  heat, 
however,  may  easily  be  obtained  by  putting  the  sulphuret  of 
iron,  with  the  filter,  in  a  small  counterpoised  platinum  capsula 
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or  cradble,  and  exposing  it  in  a  muffle  to  the  heat  of  a  cupelUng 
furnace.  But,  if  the  sulphuret  of  iron  be  only  in  small  quantity,  it 
is  sufficient^  in  order  to  convert  it  into  peroxyde  of  iron,  to  expose 
it  to  a  red  heat  in  contact  with  the  air  in  a  platinum  crucible. 

SEPARATION  OF  PBBOXYDB  OF  IRON  FROM  PROTOXYDE  OF 

MANGANESE. 

The  following  process  is  employed  to  separate  peroxyde  oi 
iron  from  protoxyde  of  manganese  :— 

If  the  two  oxydes  are  dissolved  in  an  acid,  for  example,  in 
muriatic  acid,  muriate  of  ammonia  is  first  added  to  the  solution, 
especially  when  the  protoxyde  of  manganese  is  very  abundant  in 
proportion  to  the  peroxyde  of  iron,  and  then  it  is  to  be  very  exactly 
saturated  with  ammonia.  K  the  solution  be  very  acid,  there  is  no 
occasion  for  adding  muriate  of  ammonia>  because  the  satiuration 
of  the  acid  by  ammonia  produces  a  sufficient  quantity  of  ammo- 
niacal  salt.  The  saturation  with  ammonia  is  difficultly  executed, 
especially  wlien  there  is  a  large  proportion  of  protoxyde  of  man- 
ganese. When  the  solution  is  pretty  near  the  point  of  satura- 
tion, the  alkali  should  be  poured  in  with  great  care.  The  best 
is  then  to  make  use  of  very  dilute  ammonia,  which  may  be 
poured,  drop  by  drop,  in  the  liquor,  until  it  has  become  of  a 
very  dark  red  colour,  or  until  a  little  peroxyde  of  iron  begins  to 
precipitate,  and  is  not  redissolved  by  stirring.'  Yet,  the  liquor 
which  floats  above  this  precipitate  must  be  dark  red,  and 
retain  in  solution  the  greatest  part  of  the  peroxyde  of  iron.  If 
the  whole  of  the  latter  substance  has  been  precipitated  by  the 
addition  of  too  large  a  quantity  of  ammonia,  dilute  muriatic 
acid  is  again  to  be  added,  drop  by  drop,  in  order  to  redissolve 
the  greatest  part  of  the  peroxyde  of  iron.* 

This  being  done,  a  solution  of  neutral  succinate  of  ammonia  is 
now  added  to  the  liquor,  which  produces  an  abundant  precipitate 

^  Nor  even  by  gently  wanning  the  liquor. — Ed. 

^  The  operator  may  know  that  he  has  added  too  much  ammonia,  and  that  tlie 
whole  of  the  peroxyde  of  iron  has  been  precipitated,  because  in  that  case  the 
liquor  above  the  precipitate,  instead  of  being  dark  red,  is  colourless. — Ed. 
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of  a  cinnamon  coIouTj  which  is  persuccinate  of  iron^  and  which 
is  much  more  bulky  than  the  precipitate  of  peroxjde  of  iron 
produced  by  ammonia.  Yet,  the  colour  of  the  precipitate  is  not 
of  a  pure  cinnamon  colour  when  the  peroxyde  of  iron  has  already 
been  partly  precipitated  by  ammonia.  All  these  precautions 
must  be  attended  to,  in  order  not  to  precipitate  any  trace  of 
manganese.  When,  before  adding  succinate  of  ammonia^  a 
certain  portion  of  peroxyde  of  iron  has  been  precipitated,  but 
yet  the  greatest  part  of  this  oxyde  remains  still  in  solution,  and 
communicates  a  red  colour  to  the  liquor,  the  operator  may  rest 
assured  that  no  trace  of  protoxyde  of  manganese  has  been  pre- 
cipitated with  the  peroxyde  of  iron.  If,  before  adding  succinate 
of  ammonia,  the  liquor  had  not  been  properly  saturated  by 
ammonia,  it  might  happen  subsequently  that  traces  of  per- 
succinate of  iron  would  remain  in  solution. 

When  peroxyde  of  iron  has  to  be  precipitated  in  the  state  of 
persuccinate  of  iron  from  a  neutral  solution  of  a  persalt  of  iron, 
it  is  clear  that  the  neutral  succinate  of  ammonia  may  be  imme- 
diately poured  in.  Yet  it  is  better  to  add'  a  small  quantity  of 
ammonia  to  the  solution  of  the  persalt  of  iron  before  adding  the 
succinate  of  ammonia.  After  complete  cooling,  the  persuccinate 
of  iron  is  collected  on  a  filter,  and  washed  with  cold  water,  for 
the  use  of  hot  water  often  decomposes  it,  and  dissolves  an  acid 
persuccinate  of  iron.  *  It  sometimes  happens  also  that  the  cold 
water  dissolves  a  little  of  the  persuccinate  of  iron  during  the  wash- 
ing, but  this  takes  place  only  when  the  water  from  which  it  has 
been  precipitated  was  acid.  It  is  good  to  warm  the  whole  gently, 
but  it  should  be  allowed  to  cool  completely  before  filtering  it.  * 


^  According  to  Dr.  Freseiiius,  cold  water  must  be  used  iDstead  of  hot  water  ;  not 
because  persuccinate  of  iron  is  decomposed  by  hot  water,  but  because,  if  an  excess  of 
succinate  of  ammonia  has  been  employed,  one  equivalent  of  succinic  acid  is  set  free, 
which  in  tlie  cold  and  dilute  state  has  not  much  action  upon  the  precipitated 
persuccinate  of  iron,  but  which  in  the  hot  state  is  capable  of  redissolving  a  portion 
of  it. — Ed. 

2  It  is  good  to  warm  tlie  whole  gently,  because  this  removes  the  chance  of  resolu- 
tion in  washing.  It  is  evident,  also,  that,  in  order  to  bo  sure  that  the  whole  of  the 
iron  has  been  precipitated  as  persuccinate  of  iron,  the  operator  must  add  neutral 
succinate  of  ammonia,  so  long  as  a  precipitate  is  thereby  determined.—  Ed. 
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Crystallised  succinate  qf  soda  may  also  be  employed  to  effect 
this  precipitation,  because  it  can  always  be  obtained  in  the 
neutral  state.  In  general,  however,  the  neutral  succinate  of 
ammonia  is  employed,  and  in  a  great  number  of  cases  it  is 
the  only  one  which  may  be  had  recourse  to.  But  the  crystallised 
succinate  of  ammonia  should  not  be  used,  because  it  is  an  acid 
salt.  The  salt  may  be  obtained  in  the  neutral  state  by 
saturating  dilute  ammonia  with  succinic  acid. 

After  washing  and  drying  the  succinate  of  iron  it  is  to  be 
ignited.  Whilst  igniting  it  in  a  platinum  crucible,  it  is  necessary 
to  place  a  cold  body  across  the  crucible,  in  order  to  promote  a 
current  of  air,  and  thus  prevent  the  carbon  of  the  succinic  acid 
from  reducing  a  little  peroxyde  of  iron.  When  there  is  only  a 
small  quantity  of  persuccinate  of  iron,  the  reduction  of  the  least 
trace  of  peroxyde  of  iron  by  the  heat  can  be  easily  prevented, 
but  if  the  quantity  of  the  salt  be  larger,  this  becomes  more  diffi- 
cult. Yet  after  having  washed  the  persuccinate  of  iron,  the 
greatest  part  of  the  succinic  acid  can  be  removed  by  pouring 
dilute  ammonia  upon  it  whilst  on  the  filter ;  the  alkali  takes  up 
a  certain  portion  of  the  acid,  by  which  the  bidk  of  the  precipitate 
is  diminished,  and  its  colour  rendered  darker.  ^ 

The  protoxyde  of  manganese  may  be  separated  from  the  liquor 
filtered  from  the  persuccinate  of  iron  by  precipitating  it  in  the 
state  of  carbonate  of  manganese  by  means  of  carbonate  of  potash, 
or  else  it  may  be  transformed  into  sulphuret  of  manganese.  In 
the  latter  case  it  is  clear  that  the  peroxyde  of  iron  must  have 
been  precipitated  by  succinate  of  ammonia,  and  not  by  succinate 
of  soda. 

This  method  of  separating  peroxyde  of  iron  from  protoxyde  of 
manganese  is  attended  with  no  difficulty  when  the  quantity  of 
the  peroxyde  of  iron  is  very  considerable,  but  if  this  oxyde  be  less 
abundant  it  is  not  easy  to  neutralise  the  liquor  in  such  a  way  that 
the  greatest  part  of  the  peroxyde  of  iron  remains  still  in  solution, 
and  only  a  small  portion  be  precipitated,  for  on6  single  drop  of 

*  Dr.  Fresenius  recommends  that  the  dilate  ammonia  employed  for  washing 
should  be  warm,  because  it  then  removes  the  acid  more  completely. — Ed. 
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dilute  ammonia  is  often  sufficient  to  precipitate  the  whole  of  it 
if  the  quantity  be  very  small.^  The  difficulties  are  still  aug- 
mented if  the  quantity  of  protoxyde  of  manganese  is  at  the  same 
time  very  considerable^  for  it  may  then  happen  that  a  portion  of 
the  protoxyde  of  manganese  may  be  converted  into  aesquioxyde 
by  absorption  of  the  oxygen  of  the  air^  and  be  precipitated  with 
the  peroxyde  of  iron.  When^  therefore^  the  quantity  of  peroxyde 
of  iron  to  be  separated  from  a  large  quantity  of  protoxyde  of 
manganese  is  small^  it  is  best  to  adopt  the  following  plan, 
namely :  muriate  of  ammonia  is  to  be  added  to  the  liquor, 
and  the  peroxyde  of  iron  is  precipitated  therefrom  by  caustic 
ammonia.  If  the  liquor  is  very  acid  there  is  no  occasion  to  pour 
muriate  of  ammonia.  Care  must  be  taken  not  to  use  an  excess 
of  ammonia^  and  the  precipitated  peroxyde  of  iron  must  be 
filtered  as  rapidly  as  possible,  in  order  to  prevent  the  oxydisation 
of  the  protoxyde  of  manganese.  The  peroxyde  of  iron  precipi- 
tated in  this  way  is  mixed  with  some  protoxyde  of  manganese, 
it  is  therefore  redissolved  in  muriatic  acid,  from  which  solution 
it  is  reprecipitated  by  succinate  of  ammonia  in  the  state  of  per> 
succinate  of  iron,  an  operation  which  is  easily  effected,  because 
the  solution  then  contains  much  peroxyde  of  iron  and  little  pro- 
toxyde of  manganese. 

According  to  Hisinger,  the  benzoates  may  very  well  be  sub- 
stituted for  the  succinates,  peroxyde  of  iron  being  likewise 
completely  precipitated  by  them.  In  such  a  case  the  same  pre^ 
cautions  must  be  attended  to  as  have  been  recommended  when  the 
succinates  are  employed.     Formerly,  when  benzoic  acid  was  less 

*  If  the  quantity  of  peroxyde  of  iron  is  very  small, 
an  exceedingly  minute  quantity  of  dilute  ammonia 
may  be  added,  to  the  extent  of  half  a  drop,  or  a  quarter 
of  a  drop,  or  even  less,  by  means  of  a  pipette,  which  I 
generally  nuike  with  the  neck  of  a  broken  retort.  It  is, 
therefore,  a  conical  tube,  drawn  to  a  fine  point,  as 
represented  in  the  figure.  The  dilute  ammonia  is 
sucked  up  or  poured  in  the  tube,  and  by  pressing  the 
tip  of  the  finger  on  the  upper  extremity,  the  contents 
are  pushed  out  in  very  minute  drops.  The  point  may 
be  so  fine,  that  each  drop  will  not  weigh  more  than  the 
40th  pai*t  of  a  grain.— Ed. 
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expensive  than  succinic  acid,  there  was  some  advantage  in  using 
it  instead  of  succinic  acid,  now,  however,  it  is  quite  the  reverse, 
succinic  add  being  cheaper  than  benzoic  acid.  Moreover,  the 
precipitate  of  benzoate  of  iron  is  still  more  bulky  than  that  of 
the  succinate,  and  as  benzoic  acid  contains  much  more  carbon 
than  succinic  acid,  the  reduction  of  a  little  oxyde  of  iron  during 
the  ignition  of  the  benzoate  of  iron  is  still  more  to  be  appre- 
hended. Yet  the  benzoate  may,  as  well  as  the  succinate,  be 
deprived  of  the  greatest  portion  of  its  acid  by  ammonia. 

*  Another  method  of  separating  peroxyde  of  iron  from  prot- 
oxyde  of  manganese  was  recommended  by  Fuchs.  It  consists 
in  the  employment  of  carbonate  of  lime,  which  precipitates 
peroxyde  of  iron,  but  which  does  not  precipitate  a  trace  of  prot- 
oxyde  of  manganese.  The  two  oxydes  are  first  dissolved  in 
muriatic  acid.  If  the  manganese  was  united  with  peroxyde  of 
iron  in  the  stateof  sesquioxyde  of  manganese,  it  is  thereby 
converted  into  protochloride  of  manganese  with  the  help  of  heat. 
If  the  iron  exists  in  the  state  of  protoxyde  of  iron,  the  solution 
is  effected  in  aqua  regia,  in  order  to  convert  it  into  peroxyde  of 
iron.  A  great  excess  of  acid  should  be  avoided..  The  substance 
being  dissolved,  the  liquor  is  to  be  warmed,  and  pulverised  car- 
bonate of  lime  added  by  degrees.  It  is  better  to  employ  the 
carbonate  of  lime,  which  the  operator  will  have  precipitated  by 
carbonate  of  ammonia,  from  a  solution  of  pure  chloride  of 
calcium. 

*  Carbonate  of  lime  is  further  added,  stirring  the  liquor  at  the 
same  time,  until  bubbles  [of  carbonic  acid]  have  ceased  to  be 
evolved,  and  so  that  there  be  an  excess  of  carbonate  of  lime.  It 
is  absolutely  necessary  to  avoid  carefully  the  application  of  heat.' 
The  peroxyde  of  iron  falls  down  with  the  excess  of  carbonate 
of  lime  in  the  form  of  a  light  brown  powder.  It  is  allowed  to 
settle  well,  it  is  collected  on  a  filter  and  washed  with  hot  water. 
This  done,  and  whilst  it  is  on  the  filter,  muriatic  acid  is  poured 

'  If  this  directioii  be  not  attended  to,  there  will  be  danger  of  some  manganese 
falling  along  with  the  peroxyde  of  iron. — Ed. 
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on  it^  the  solution  thus  obtained  is  filtered,  and  the  peroxyde 
of  iron  may  be  precipitated  therefrom  by  ammonia.  The  pre- 
cipitate must  be  carefully  sheltered  from  the  contact  of  the 
air,  in  order  that  it  should  not  be  contaminated  by  carbonate 
of  lime. 

*  The  peroxydeof  iron  being  thus  separated  from  the  carbonate 
of  lime,  the  filtered  liquor  is  to  be  introduced  in  a  flask  suscep- 
tible of  being  well  corked,  and  the  protoxyde  of  manganese  may 
then  be  precipitated  free  from  the  lime  contained  in  the  liqtiid^ 
by  means  of  hydrosulphuret  of  ammonia  (page  78). 

*  Yet  this  method  cannot  be  employed  and  is  not  preferable 
to  that  by  means  of  succinate  of  ammonia,  except  in  rare  cases.* 
Carbonate  of  baryta  may  be  used  instead  of  carbonate  of  lime, 
as  Fuchs  was  also  the  first  to  suggest,  and  this  reagent  is 
much  more  advantageous,  because  it  is  much  easier  to  eliminate 
baryta  than  lime  by  means  of  sulphuric  acid.  Carbonate  of 
baryta  is  used  exactly  in  the  same  manner  as  carbonate  of  lime, 
an  excess  of  it  is  likewise  employed,  and  it  is  filtered  after  a 
lapse  of  time,  which  must  not  be  too  long,  the  application  of 
heat  being  also  carefully  avoided.  The  peroxyde  of  iron  sepa- 
rates with  the  excess  of  carbonate  of  baryta,  and  the  protoxyde 
of  manganese  remains  in  solution.  After  filtering,  the  precipi- 
tate and  the  filter  are  treated  by  muriatic  acid,  and  when  the 
precipitate  has  completely  dissolved,  the  baryta  is  to  be  pre- 
cipitated by  dilute  sulphuric  acid ;  the  liquor  is  then  heated,  and 
then  after  separating  the  sulphate  of  baryta,  the  peroxyde  of 
iron  may  be  precipitated  by  ammonia.  If  the  experiment  has 
been  performed  with  due  precaution  not  a  trace  of  protoxyde  of 
manganese  will  have  precipitated.  Dilute  sulphuric  acid  is  also 
poured  in  the  liquor,  for  the  purpose  of  precipitating  the  baryta 
which  is  held  in  solution,  and  after  the  separation  of  sulphate  of 
baryta,  the  protoxyde  of  manganese  may  be  separated. 


*  This  method  can  be  employed  only  when  the  metallic  oxydes  present  are 
combined  with  acids  which  do  not  form  insoluble  compounds  with  lime,  or  with 
baryta  ;  and,  therefore,  the  muriatic  acid  solution  must  not  contain  sulphuric  add, 
arsenic  acid,  phosphoric  acid,  nor  boracic  acid,  since  the  salts  of  lime  and  of  baryta, 
with  these  adds,  are  insoluble,  or  only  sparingly  soluble. — Ed. 
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In  aU  these  operations,  it  is  necessary  that  the  solution  which 
contains  the  peroxyde  of  iron  and  the  protoxyde  of  manganese, 
should  not  contain  any  sulphuric  acid  nor  phosphoric  acid,  nor 
arsenic  acid. 

*  There  are  cases  when  this  mode  of  separation  by  carbonate 
of  baryta  is  preferable  to  that  by  succinate  of  ammonia;  but  the 
latter  generally  takes  less  time,  and  on  that  account  is  more 
often  resorted  to. 

*  Herschel,  who  had  already  for  a  long  time  used  this 
method,  or  one  of  a  similar  nature,  for  the  purpose  of  separating 
peroxyde  of  iron  from  several  other  oxydes,  does  not  employ 
either  carbonate  of  lime  or  of  baryta.  His  method  is  grounded 
upon  this :  that  the  peroxyde  of  iron  of  the  neutral  or  slightly 
basic  persalts  of  that  metal,  is  precipitated  from  the  solutions  of 
these  salts  by  boiling,  whilst  the  other  oxydes,  for  example^ 
protoxyde  of  manganese,  remain  in  solution.  The  solution 
is  saturated  in  the  cold  by  one  of  carbonate  of  ammonia, 
either  exactly  or  in  such  a  manner,  that  a  slight  precipitate  of 
peroxyde  of  iron  begins  to  appear.  The  whole  is  then  boiled, 
the  peroxyde  of  iron  falls  down,  whilst  the  protoxyde  of  man- 
ganese remains  dissolved.' 


SEPARATION    OP    PROTOXYDE    OP    IRON    PROM    PROTOXYDE    OP 

MANGANESE. 

The  first  thing  to  be  done  is  to  convert  the  protoxyde  of  iron 
into  peroxyde  of  iron,  and  the  operation  is  then  carried  on  as 
we  have  just  said.  The  conversion  is  effected,  with  the  help  of 
heat,  by  aqua  regia,  which  does  not  cause  the  protoxyde  of 
manganese  to  pass  to  a  higher  degree  of  oxydisation. 


>  M.  Scheerer  has  proposed  another  process,  which  consbts  i^  dissolving  the  two 
oxydes  in  sulphuric  acid,  and  saturating  the  sohition  with  caustic  potash,  until  the 
reaction  is  neither  acid  nor  alkaline.  The  peroxyde  of  iron  is  at  first  partially 
precipitated,  but  the  whole  of  it  is  completely  thrown  down  when,  water  being  added, 
the  solution  is  made  to  boil.  It  is  then  to  be  filtered,  and  the  basic  salt  obtained 
being  washed,  the  quantity  of  peroxyde  of  iron  which  it  contains  may  be  easily 
determined.    This  process,  it  may  be  seen,  is  a  modification  of  HerscheVs.     When 
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SEPARATION    OF  PEROXYDE    OF    IRON    FROM    ZIRCONIA. 

Peroxyde  of  iron  is  separated  from  zireonia  in  the  following 
manner : — 

To  the  diluted  solution  of  these  two  substances^  one  of 
tartaric  acid  is  added.  This  acid  possesses  the  propertyi  when 
mixed  with  the  solutions  of  a  great  number  of  metallic  oxydes 
and  of  earths^  to  prevent  their  being  precipitated  by  alkalies ; 
this  is  precisely  the  case  with  peroxyde  of  iron  and*  zireonia. 
When^  therefore^  a  sufficient  quantity  of  tartaric  acid  is  added 
to  the  solution  of  these  two  substances^  the  ammonia  which  is 
subsequently  added  does  not  produce  any  precipitate.  Hydro- 
sulphuret  of  ammonia  is  then  poured  in  until  it  ceases  to  produce 
a  black  precipitate.  The  peroxyde  of  iron  is  thereby  precipitated 
in  the  state  of  sulphuret  of  iron,  whilst  the  zireonia  does  not 
experience  any  change.  When  the  precipitate  has  completely 
settled,  and  the  supernatant  liquor  has  only  a  yellowish  colour, 
it  is  to  be  filtered  without  delay ;  if,  on  the  contrary,  the  liquor 
remains  greenish,  the  whole  must  be  digested  at  a  very  gentle 
heat,  and  out  of  the  contact  of  the  air,  until  the  liquor  has 
become  of  a  yellowish  colour.  The  sulphuret  of  iron  must  be 
rapidly  washed  with  water,  to  which  a  little  hydrosulphuret  of 
ammonia  has  been  added,  and  it  is  then  converted  into  per- 
oxyde  of  iron  in  the  manner  which  has  been  indicated  before 
(page  86). 

The  liquor  filtered  from  the  sulphuret  of  iron  is  evaporated  to 
dryness,  and  the  dry  residuum  is  ignited  in  a  counterpoised 
platinum  crucible  with  the  contact  of  the  air  until  it  has  become 
white.  This  result,  however,  is  somewhat  difficult  to  obtain 
when  the  dry  mass  is  pretty  considerable,  because  the  carbon  of 
the  tartaric  add  requires  a  long  time  to  bum  completely ;  yet 
its  combustion  can   be   effected  more   easily  by  putting  the 

this  mode  of  operatmg  is  adopted,  sulphuric  acid  must  be  employed,  and  nitric 
acid  and  muriatic  acid  aroided,  because  the  basic  nitrate  of  iron,  and  basic  chloride 
of  iron,  are  slightly  Boluble.~ED. 
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dry  mass  in  a  small  counterpoised  platinum  capsula^  and 
introducing  it  in  the  mouffle  of  a  smalL  assay  furnace.  The 
sirconia  obtained  is  then  weighed.  If  the  tartaric  acid  contains 
any  fixed  foreign  substances^  such  as  Ume,  for  example^  they  are 
found  at  the  end^  mixed  with  the  zirconia. 

*  Berthier  proposed  another  method  for  separating  zirconia 
firom  the  oxydes  of  iron^  in  solutions.  The  muriatic  acid  solu- 
ti(m  of  these  substances  are  to  be  first  saturated  by  a  current 
of  sulphuretted  hydrogen^  an  excess  of  ammonia  is  then  added^ 
which  precipitates  both  the  zirconia  and  the  sulphuret  of  iron 
produced.  The  precipitate  is  allowed  to  settle  out  of  the  con- 
tact of  the  air ;  the  supernatant  liquor^  which  contains  hydro- 
sulphuret  of  ammonia^  is  decanted  as  much  as  possible^  and  to 
the  precipitate  an  aqueous  solution  of  sulphurous  acid  is  imme- 
diately added  in  sufficient  quantity  to  make  it  smell  distinctly  of 
it.  The  sulphuret  of  iron  is  thereby  converted  into  hyposulphite 
of  iron^  which  dissolves^  whilst  the  zirconia  remains  with  a 
white  colour.  The  latter  is  collected  on  a  filter^  washed^  and 
weighed.  As  to  the  liquor  which  was  filtered  from  it^  it  is  to 
be  oxydised  by  nitric  acid^  and  the  iron  which  it  contains  is 
estimated  as  peroxyde  of  iron. 

*  If  the  excess  of  sulphurous  acid  had  dissolved  traces  of  zir- 
conia^ they  might  be  completely  separated  by  boiling  the  liquor. 

SEPARATION  OF  PBROXYDE  OF  IRON  FROM  THE  OXYDES  OF 

CERIUM. 

Peroxyde  of  iron  is  separated  from  the  oxydes  of  cerium  by 
means  of  sulphate  of  potash,  in  the  manner  explained  (page  6b), 
for  separating  these  oxydes  from  yttria. 

SEPARATION    OF    PEROXYDE    OF    IRON    FROM    YTTRIA. 

Peroxyde  of  iron  may  be  separated  from  yttria  by  the  same 
process  which  is  employed  for  separating  it  from  zirconia,  yet 
the  following  process  is  generally  adopted : — ^The  solution  of  the 
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two  substances  is  to  be  first  saturated  with  ammonia^  and  the 
peroxyde  of  iron  is  then  precipitated  by  succinate  of  ammonia ; 
the  yttria  is  next  precipitated  from  the  liquor  filtered  from  the 
persuccinate  of  iron  by  adding  a  further  quantity  of  ammonia 
thereto. 

*  It  is  necessary  to  remark,  however,  that  the  solution  should 
be  diluted ;  that  after  the  precipitation  of  the  peroxyde  of  iron 
by  succinate  of  ammonia,  the  whole  should  be  heated ;  and  that 
the  precipitate  of  peroxyde  of  iron  must  be  collected  on  a  filter 
immediately  after  cooling;  for  succinate  of  yttria,  although 
sparingly  soluble,  does  not  precipitate  immediately,  but  only 
after  some  time  in  concentrated  solutions;  but  when  once 
precipitated,  it  is  difficultly  soluble  in  cold  water,  though  hot 
water  dissolves  it  more  readily.' 

SEPARATION    OF    PEROXYDE    OF    IRON    FROM    THORINA. 

This  separation  is  effected  by  means  of  sulphate  of  potash  as 
has  been  indicated  (page  61). 

SEPARATION    OF    PEROXYDE    OF    IRON    FROM    OLUCINA    AND 

ALUMINA. 

This  separation  is. effected  by  means  of  potash.  The  solution 
is  reduced  to  a  rather  small  bulk  by  evaporation ;  it  is  then  to 
be  mixed  in  a  porcelain  capsula,  or,  better  still,  in  one  of 
platinum,  with  a  solution  of  pure  potash,  and  it  is  then  gently 
boiled.  All  is  at  first  precipitated  thereby ;  but  when  a  suf- 
ficient quantity  of  potash  has  been  employed,  the  alumina  and 
glucina  are  redissolved.  As  the  two  earths  are  gradually 
dissolving,  the  imdissolved  portion  becomes  of  a  darker  brown 


*  Schecrer  proposed  oxalate  of  potash  as  a  means  of -separating  peroxyde  of  iron 
from  yttria.  The  solution  is  first  to  be  rendered  neutral,  after  whidi  the  addition  of 
oxalate  of  potash  produces,  after  some  time,  a  precipitate  which  is  a  double  oxalate 
of  yttria  and  potash  :  the  iron  remains  in  solution.  The  precipitate  should  be  allowed 
to  settle  in  a  warm  place,  for  about  twenty-four  hours  before  filtering.  The  dried 
and  ignited  precipitate  must  then  be  redissolved  in  muriatic  acid,  and  the  resolution 
must  be  diluted  with  a  lai^ge  quantity  of  water.  Ammonia  being  now  added,  pre- 
cipitates the  yttria,  which  may  then  be  filtered,  washed,  ignited,  and  weighed.— Ed. 
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colour,  and  ultimately  consists  only  of  peroxyde  of  iron.  The 
liquor  is  then  to  be  filtered^  and  the  peroxyde  of  iron  must  be 
washed;  the  liquor  filtered  therefrom  must  now  be  super- 
saturated by  muriatic  acid  and  the  alumina  is  precipitated  by 
carbonate  of  ammonia,  the  glucina  by  pure  ammonia.  If  the 
two  earths  exist  simultaneously  in  the  solution,  they  may  be 
separated  by  the  process  which  has  been  indicated  (page  58). 
When  great  accuracy  is  required,  the  peroxyde  of  iron  should 
be  redissolyed  by  means  of  muriatic  acid  and  reprecipitated  by 
ammonia. 

The  drawback  of  this  method  is,  that  an  inexperienced 
chemist  cannot  know  whether  he  has  added  a  suitable  quantity 
of  potash  to  the  liquor  containing  the  peroxyde  of  iron,  the 
alumina  and  glucina,  for  the  deep  brown  colour  of  the  undis- 
solved peroxyde  of  iron  may  induce  him  into  error.  It  is  only 
after  having  separated  it  from  the  glucina  and  alumina  dissolved 
in  the  potash  that  he  may  know  whether  he  have  employed  a 
sufiScient  quantity  of  potash;  this  is  ascertained  by  letting  a 
drop  of  muriatic  acid  fall  in  the  liquor.  If  a  small  cloud  is 
thereby  formed,  due  to  a  liberation  of  alumina  or  of  glucina, 
and  if  the  small  cloud  disappear  by  agitation,  there  is  an  excess 
of  potash.  This  proof,  however,  cannot  be  much  depended  upon 
when  the  quantity  of  aliunina  or  of  glucina,  combined  with  the 
peroxyde  of  iron,  is  very  small  \ 

SEPARATION    OF    PEROXYDE    OF    IRON    FROM    MAGNESIA. 

Magnesia  is  separated  from  peroxyde  of  iron  by  the  same 
process  which  is  employed  for  separating  it  from  protoxyde  of 
manganese.     To  the  solution  of  magnesia  and  of  peroxyde  of 


'  Another  process  was  proposed  by  M.  Berthier,  for  separating  solutions  of 
alnmmay  glndna^  and  peroxyde  of  iron,  and  other  solutions  of  oxydes,  grounded  upon 
the  property  which  the  hydrates,  or  carbonates  of  certain  bases  possess  of  being 
dinolred  by  sulphurous  acid,  and  of  being  precipitated,  or  not,  from  such  a  solution, 
by  boiling.  In  Uie  present  case,  by  adding  solution  of  sulphurous  acid  to  that  con- 
tahung  the  above  substances,  and  boiling  until  the  smell  of  sulphurous  acid  has 
disappeared,  the  liquor  becomes  discoloured,  because  the  peroxyde  of  iron  is  reduced  to 
that  of  protoxyde,  and  the  alumina  falls  down,  whilst  the  glucina  remains  in  solution 
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iron^  muriate  of  ammonia  is  first  added  and  thenan  excess  of 
ammonia.     If  the  solution  is  acid^  the  addition  of  muriate  of 
ammonia  is  needless.     Ammonia  always  precipitates  a  small 
quantity  of  magnesia  with  the  peroxyde  of  iron,   even  when 
much  muriate  of  ammonia  has  been  employed.     The  precipitate 
is  dissolved  in  muriatic  acid ;  after  which  the  liquor  is  exactly 
saturated  with  ammonia,  and  the  peroxyde  of  iron  is  precipitated 
by  neutral  succinate  of  alkali,  with  the  precautions  which  have 
been  detailed  before  (page  88).     The  liquor  separated  from  the 
persuccinate  of  iron,  and  which  contains  a  small  quantity  of 
magnesia,  is  mixed  with  that  which  was  filtered  from  the  preci- 
pitate of  peroxyde  of  iron  produced  by  ammonia,  and  which 
contains  the  greatest  part  of  the  magnesia.     The  magnesia  is 
afterwards  precipitated  from  the  liquor  which  then  contains  the 
whole  of  this  earth.* 

*  Of  course,  if  the  quantity  of  peroxyde  of  iron  is  not  too 
small  in  comparison  with  that  of  magnesia,  the  solution  of  the 
two  bases  is  to  be  immediately  saturated  with  ammonia,  and  the 
peroxyde  of  iron  is  precipitated  in  the  state  of  persuccinate,  by 
means  of  a  succinate  of  alkali.  The  method  which  has  just  been 
indicated,  is  applicable  only  when  the  quantity  of  the  magnesia 
is  very  large,  and  that  of  the  peroxyde  of  iron  very  small. 

According  to  Fuchs,  magnesia  may,  like  protoxyde  of  man- 
ganese, be  separated  from  peroxyde  of  iron  by  means  of  carbo- 
nate of  lime,  or  of  baryta  (page  91). 


SEPARATION  OF  PEROXYDE  OP  IRON  FROM  LIME   AND  STRONTIA. 

Peroxyde  of  iron  is  precipitated  from  Ume  and  strontia  by 
means  of  ammonia,  which  does  not  precipitate  these  two  earths. 
The  peroxyde  of  iron  is  separated  by  filtering,  and  the  two 


together  with  the  iron,  and  may  be  subsequently  separated  by  the  methods  which 
have  been  described.  This  process,  however,  does  not  give  accurate  results, 
M.  Bottinger  having  proved  that  the  precipitates  which  sulphurous  acid  produces 
are  not  pure ;  added  to  which,  they  become  oxydised  during  the  washing,  and 
soluble  sulphates  are  formed,  which  of  course  are  washed  away. — Ed. 
'  When  there  is  a  sufficient  quantity  of  muriate  of  anmionia  in  the  liquor,  the 
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earths  may  then  be  separated  firom  the  filtered  liquor^  as  has 
been  described.  It  is  only  necessary  here  to  filter  and  to  wash 
the  precipitated  peroxyde  of  iron  rapidly^  and  to  avoids  as  much 
as  possible,  the  contact  of  the  air  during  the  filtering,  for,  if  this 
precaution  be  not  taken,  it  might  be  contaminated  by  carbonate 
of  lime,  or  of  strontia. 

*  It  is  right,  however,  after  having  ignited  and  weighed  the 
peroxyde  of  iron  obtained  to  ascertain  that  it  contains  no  earthy 
carbonates  in  the  manner  which  has  been  indicated  in  the 
chapter  on  alumina  (page  54). 

SEPARATION    OF    PEROXYDE    OF    IRON    FROM    BARYTA. 

Peroxyde  of  iron  is  separated  from  baryta  by  means  of  sul- 
phuric acid,  and  it  may  be  precipitated  firom  the  liquor  filtered 
firom  the  sulphate  of  baryta  produced,  by  means  of  ammonia. 


SEPARATION    OF    PEROXYDE    OF    IRON    FROM    THE   ALKALIES. 

Ammonia  is  the  reagent  employed  to  separate  peroxyde  of 
iron  fi*om  the  fixed  alkalies.  The  alkalies  are  contained  in  the 
filtered  liquor,  and  they  are  obtained  by  evaporating  it  to 
dryness,  and  igniting  the  dry  residuum. 

SEPARATION  OF  PEROXYDE   OF    IRON    FROM    PROTOXYDE    OF    MAN- 
GANESE, ALUMINA,  MAONESIA,  LIME,  AND  THE  ALKALIES. 

When  peroxyde  of  iron  has  to  be  separated  firom  several  of 
the  substances  of  which  we  have  spoken  in  the  preceding  para- 
graphs, the  method  to  be  adopted  may  be  inferred  fi-om  the 
precepts  which  have  been  related.  If,  for  example,  peroxyde  of 
iron  is  to  be  separated  firom  protoxyde  of  manganese,  alumina, 
magnesia,  lime,  and  a  fixed  alkali,  proceed  as  follows : — To  the 
solution  add  a  sufficient  quantity  of  muriate  of  ammonia,  which, 

peroxyde  of  iron  precipitated  by  ammonia  contains  only  a  trace  of  magnesia,  and 
therefore,  except  when  great  accnracy  is  required,  the  re-solntion  in  muriatic  acid, 
and  re-precipitation  by  succinate  of  ammonia,  may  be  dispensed  with. — En. 

H   2  :  -     -  .. 
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however,  need  not  be  done  if  the  solution  be  very  acid,  and  then 
supersaturate  it  with  pure  ammonia ;  the  precipitate  which  is 
thereby  produced  must  be  very  rapidly  collected  on  a  filter, 
avoiding  the  contact  of  the  air  as  much  as  possible.  The  lime 
is  precipitated  from  the  filtered  liquor  by  oxalate  of  ammonia. 
Ammonia  will  have  precipitated  the  peroxyde  of  iron  and 
alumina,  as  well  as  small  quantities  of  magnesia,  and  of  prot- 
oxyde  of  manganese.  The  precipitate  is  dissolved  in  muriatic 
acid,  an  excess  of  which  must  be  avoided,  and  boiled  with  a 
solution  of  potash.  The  alumina  is  thereby  dissolved,  which 
may  subsequently  be  precipitated  from  the  filtered  liquor  in  the 
manner  described  before  (page  57).  The  potash  has  left  the 
peroxyde  of  iron  undissolved,  and  mixed  with  a  small  proportion 
of  magnesia,  and  of  protoxyde  of  manganese*.  This  residuum  is 
dissolved  in  muriatic  acid,  the  solution  is  diluted  with  water, 
saturated  with  ammonia,  and  the  peroxyde  of  iron  is  precipitated 
by  succinate  of  ammonia.  The  liquor  filtered  from  the  persuc- 
cinate  of  iron  obtained,  is  mixed  with  that  which  was  filtered 
from  the  oxalate  of  lime.  Hydrosulphuret  of  ammonia  is  poured 
into  it,  in  order  to  precipitate  the  protoxyde  of  manganese  in 
the  state  of  sulphuret  of  manganese ;  the  liquor  is  filtered,  it  is 
rendered  acid  by  pouring  some  muriatic  acid  into  it,  in  order  to 
destroy  the  excess  of  hydrosulphuret  of  ammonia  employed, 
heat  is  applied,  it  is  filtered  again,  evaporated  to  dryness,  the 
dry  residuum  is  ignited,  after  which,  it  is  treated  by  sulphuric 
acid,  and  the  liquor  is  evaporated  to  dryness ;  the  residuum  is 
ignited  with  carbonate  of  ammonia,  in  order  to  convert  the 
bisulphate  of  alkali  into  neutral  sulphate,'  and  it  is  then  weighed. 

^  In  boiling  the  precipitate  with  solution  of  potash,  for  the  purpose  of  separatiiig 
alumina  from  peroxyde  of  iron,  tlie  former,  which  is  thereby  dissolved,  always 
retains  a  small  portion  of  iron  ;  wherefore  M.  Kopp  proposed  {Jowmal  fur  PracL 
Chem.,  vol  xxxtx.)  to  precipitate  the  two  substances  by  hydrosulphuret  of 
ammonia,  as  was  recommended  by  Messrs.  Malagutti  and  Durocher,  wash  it  with 
water  to  which  some  hydrosulphuret  of  ammonia  has  been  added,  and  separate  the 
two  oxydes  from  each  other  by  means  of  solution  of  potash  to  which  a  few  drops  of 
hydrosulphuret  are  added.  The  alumina  obtained  in  this  manner  is  perfectly 
white. — Ed. 

*  See  p.  .3,  and  note  1. 
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The  weight  of  the  sulphate  of  magnesia^  and  of  the  sulphate  of 
alkali^  is  then  determined^  after  which^  these  two  substances  are 
separated  firom  each  other  in  the  manner  which  has  been  men- 
tioned before  (page  42). 

*  It  is  better  to  precipitate  separately  the  small  quantities  of 
magnesia^  and  of  protoxyde  of  manganese^  the  solution  of  which 
has  been  separated  from  the  persuccinate  of  iron  by  filterings 
and  not  to  mix  it  with  the  solution  which  was  separated  firom 
the  oxalate  of  lime^  when  the  latter  contains  still  some  alkali. 
The  small  quantities  of  magnesia^  and  of  protoxyde  of  man- 
ganese^  which  have  been  separated  firom  the  alumina  conjointly 
with  the  peroxyde  of  iron,  by  potash,  may  contain  a  little 
alumina. 

The  course  of  this  analysis  must  be  modified  when  the  quan- 
tity of  the  protoxyde  of  manganese  is  very  considerable — ^that  is 
to  say  :  before  precipitating  the  lime  by  oxalic  acid,  the  greatest 
part  of  the  protoxyde  of  manganese  must  be  precipitated  by 
hydrosulphuret  of  ammonia,  as  we  have  said,  (page  79). 

DETERMINATION  OF  THE  QUANTITIES  OF  PROTOXYDE  AND  OF 
PEROXYDE  OF  IRON  WHEN  THEY  EXIST  SIMULTANEOUSLY  IN 
A   COMPOUND. 

The  determination  of  these  two  oxydes  is  always  attended 
with  many  difficulties,  which  are  much  more  increased  still 
when  these  two  oxydes  are  accompanied  by  a  great  number  of 
other  constituents,  and,  when  the  compound  is  not  soluble  in 
adds,  it  is  often  altogether  impossible  to  overcome  these  diffi- 
culties. 

K  the  compounds  to  be  analysed  contain  protoxyde  and 
peroxyde  of  iron  only,  and  are  soluble  in  acids,  as,  for  example, 
the  native  magnetic  iron  ore  (load  stone),  and  the  various  kinds 
of  scales  of  iron  produced  by  exposing  iron  to  a  red  heat  in 
contact  with  the  air,  a  certain  quantity  must  be  dissolved  in 
muriatic  acid.  Nitric  acid  is  added  to  the  solution,  and  the 
whole  is  heated,  in  order  to  convert  the  protoxyde  of  iron  into 
peroxyde  of  iron ;  the  liquor  is  then  diluted  with  water  and 
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ammonia  being  added,  the  peroxyde  of  iron  is  thereby  precipi- 
tated, after  which,  it  is  washed,  dried,  ignited,  and  weighed. 
Prom  the  weight  of  the  peroxyde  of  iron  thus  obtained,  the 
quantity  of  oxygen  absorbed  by  the  substance  to  convert  the 
protoxyde  of  iron  into  peroxyde  of  iron  is  known,  and  by  the 
tables  printed  at  the  end  of  this  work,  the  quantity  of  the  prot- 
oxyde of  iron  is  estimated.  When  this  has  been  determined, 
the  quantity  of  the  peroxyde  of  iron  contained  in  the  substance, 
is  deduced  from  the  difference  of  weight  between  the  quantity 
of  the  substance  operated  upon,  and  that  of  the  protoxyde 
of  iron  found  by  calculation. 

It  may  be  easily  conceived  that  the  greatest  precision  is 
required  in  such  an  analysis.  In  the  combinations  of  peroxyde 
and  of  protoxyde  of  iron,  the  quantity  of  the  first  is  ordinarily 
very  considerable  compared  to  that  of  the  second.  The  excess 
of  weight  obtained,  when  the  substance  is  completely  con- 
verted into  peroxyde  of  iron,  is  therefore  very  feeble,  and  an 
error  however  trifling  committed  in  determining  it,  produces 
a  very  considerable  error  in  the  estimation  of  the  protoxyde 
of  iron. 

If  the  substance  to  be  analysed  contains  small  quantities  of 
constituents  which  are  insoluble  in  muriatic  acid,  for  example, 
silicic  acid,  as  is  almost  always  the  case  both  with  the  native 
magnetic  iron  ore  and  the  dififerent  species  of  scales  of  iron 
above  mentioned,  the  solution  is  filtered  to  separate  it  from  the 
insoluble  portions,  the  weight  of  which  is  ascertained  and  sub- 
sequently deducted  from  the  substance  under  examination. 

The  quantity  of  oxygen  which  exists  in  a  combination  com- 
posed solely  of  proto,  and  of  peroxyde  of  iron,  may  be  estimated 
in  another  way.  The  two  oxydes  are  reduced  into  the  state  of 
metallic  iron,  by  passing  a  current  of  dry  hydrogen  gas  over 
them  whilst  exposed  to  heat.  The  quantity  of  water  produced 
by  the  oxygen  of  the  oxydes  of  iron,  and  by  the  hydrogen  gas 
employed,  must  be  determined. 

The  experiment  is  performed  in  the  following  manner: — 
Hydrogen  gas  is  disengaged  in  a  flask  a,  closed  with  a  cork 
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perforated  with  two  holes.  Through  one  of  these  holes  a  funnel 
b,  is  passed^  which  funnel  has  a  long  neck.  Through  the  other 
hole  a  disengagement  tube  bent  at  right  angle  is  passed^  on 
which  two   bulbs   c  c,  have  been  blown.     Pieces  of  zinc  are 


put  in  the  flask  a,  which  is  next  to  be  filled  about  one-third 
fcJl,  taking  care  that  the  tube  of  the  funnel  b,  plunges  below 
the  surface  of  the  liquid.  Sulphuric  acid  is  gradually  poured 
through  this  funnel  into  the  flask,  by  which  means  a  current  of 
hydrogen  gas  is  slowly  disengaged^  and  escapes  through  the 
disengagement  tube.  A  great  portion  of  the  aqueous  vapour 
mixed  with  the  hydrogen  gas,  is  condensed  in  the  bulbs  cc;  the 
gas,  however,  contains  as  yet  a  certain  quantity  of  moisture,  of 
which  it  is  completely  deprived  by  making  it  pass  through  a 
glass  tube  d  filled  with  fused  chloride  of  calcium,  connected  by 
a  tube  of  caoutchouc  to  the  disengagement  tube ;  the  other  end 
of  the  chloride  of  calcium  tube  is  also  connected  by  means  of 
another  tube  of  caoutchouc  to  another  glass  tube  provided  with 
a  bulb  e.  This  bulb  e,  should  be  made  of  pretty  strong  glass, 
in  order  that  it  should  not  fuse  by  the  heat  to  which  it  is 
subjected,  wherefore,  instead  of  blowing  it  in  the  middle  of  the 
tube,  it  is  better  to  take  a  small  bulb  of  strong  glass,  and  to 
solder  a  small  glass  tube  at  each  side  of  it.  The  small  glass 
tube  the  farthest  from  the  tube  containing  chloride  of  calcium, 
is  to  be  drawn  to  a  point. 

The  empty  bulb  e,  with  the  two  small  glass  tubes  soldered 
to  it,  must  first  be  exactly  weighed,  and  the  quantity  of  the 
substance  to  be  analysed  is  then  introduced,  taking  care  that 
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the  whole  quantity  penetrates  into  it ;  the  two  small  tubes  on 
each  side  are  scrupulously  cleaned  with  the  feather  of  a  quill^ 
and  the  bulb  is  then  weighed  again.  The  increase  of  weight 
indicates  the  quantity  of  the  substance  to  be  analysed  contained 
in  the  bulb. 

In  most  cases  it  is  best  to  employ  the  substance  in  the  pul- 
verised state^  because  it  is  then  more  easily  decomposed  by 
hydrogen ;  and  also,  but  more  especially,  in  order  to  avoid  a 
loss  which  would  take  place  when  the  substance  decrepitates  on 
the  first  application  of  heat^  as  is  most  often  the  case  with  the 
minerals  found  in  nature. 

To  the  bulb  e,  another  bulb  g,  of  a  similar  kind  is  connected 
by  means  of  an  Indian-rubber  tube,  in  such  a  way  that  the 
small  glass  tube,  drawn  to  a  point,  penetrates  into  the  latter 
bulb  g,  to  which  another  small  tube  h,  containing  fused  chloride 
of  calcium  is  adapted,  taking  care  that  one  of  the  two  tubes  on 
each  side  of  the  bulb  ff,  traverses  the  cork  of  the  tube  A,  and  is 
air  tight.  Before  connecting  the  bulb  g,  it  must  be  weighed 
with  the  tube  h,  and  the  tube  of  caoutchouc  which  unites  it  to 
the  bulb  e. 

The  apparatus  being  mounted  and  filled  with  hydrogen  gas, 
the  bulb  e  is  gradually  heated,  increasing  the  heat  by  degrees 
and  slowly,  xmtil  it  becomes  red  hot.  To  do  this,  an  argand 
spirit-lamp  is  used.  The  oxydes  of  iron  are  thereby  completely 
converted  into  metallic  iron.  The  water  which  is  formed  passes 
through  the  point  of  the  tube  in  the  bulb  g,  into  which  it 
condenses  for  the  most  part.  Another  small  portion  of  the 
water  which  remains  in  the  state  of  vapour,  is  condensed  by  the 
chloride  of  calcium  of  the  tube  h,  so  that  nothing  escapes  by  the 
tube  t,  but  the  excess  of  hydrogen  gas. 

When  water  ceases  to  be  produced,  which  is  easily  perceived, 
because  no  fresh  drops  appear  at  the  extremity  on  the  tube 
which  penetrates  in  the  bulb^,  the  heat  is  gradually  diminished 
and  the  whole  is  left  to  cool.  It  is  necessary  to  take  care  that 
the  current  of  hydrogen  gas  continues  to  pass  through  the 
apparatus  whilst  cooling.     When  completely  cold,  the  weight  of 
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the  tube  k.  Tie  iut  sj^-  of  "Uif  vizar  Tir:c-D«*i  riicisa* 
engaged  in  tlie  -pooit  as  f :  -vikerea.r*  &  sttaT  pcrc>:a  :c  t!2r  p:K9 
tnbe  with  tbe  pobi:  sbocii  be  rm  -vrinx  &  £occ  fjif  'r^Lisri  i^ 
bolb  e,  and  tLe  bvTo  9  »  2k7v  iressiied  coBicczih'  ^isk  dr 
tube  A,  and  the  paman  cf  tiie  pacniiBd  txbe  vaac&  ku  hnen  oau 
and  vlikh  be&ve  £anuoa  fart  of  tise  b^3  e.  Tl2»  tnlbe  is  after* 
vards  dried  and  wtiAtd  br  ixaeiif.  Tlie  bolj*  f .  i$  tiien  ve^^&ed 
again  vithoat  the  pat6oa  of  rabe  zhx:  vas  mt.  to  T^i>:^  the 
weight  of  the  laner  is  airenrards  aidei.  Is  tL5s  ai&ziser  the 
operator  is  enabled  to  detennine  viai  k*«$  of  vei^tir  :re  siibsxance 
under  examination  has  sostahied  bj  n^eaimeni  wiih  hjdra^en. 
This  loss  oonsisU  at  oxygen.  From  the  weight  of  the  bolb  y^ 
and  of  the  tabe  k  (after  the  experiment  .  from  which  that  of  the 
dried  tabe  ia  dednefeedL  the  weight  of  the  water  prodoccd  is 
known.  The  qnantitr  of  oxrgen  which  this  water  contained  is 
calculated,  and  mnst  exactlr,  or  almost  exactlr,  a^ree  with 
the  loss  of  weight  which  the  substance  has  experienced  in  e, 
in  consequence  of  its  reduction  br  means  of  the  current  of 
hydrogen  gas. 

The  operator  might  in  this  experiment  merely  determine  the 
quantity  of  iron  reduced  in  the  bulb  e;  the  apparatus  would^  in 
effect^  be  much  simplified,  if  the  weighing  of  the  water  produced 
were  neglected.  When,  howcTcr,  the  operator  wishes  to  draw 
conclusions  respecting  the  quantity  of  the  proto  and  of  the 
peroxyde  of  iron  contained  in  the  analysed  substance,  the 
determination  of  the  water  produced  furnishes  the  means  of 
confirming  the  quantity  of  oxygen  contained  in  the  substance, 
from  the  loss  of  weight  which  it  has  sustained  in  consequence 
of  the  treatment  with  hydrogen. 

In  most  cases  the  apparatus  may  be  simplified  by  merely 
determining  the  quantity  of  oxygen  contained  in  the  substance 
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from  the  loss  which  it  has  undergone  by  treatment  with  hydrogen 
gas.  In  such  a  case  the  bulb  g^  and  the  chloride  of  calcium 
tube  hf  may  be  dispensed  with ;  care  must  be  taken  only  that 
the  posterior  tube^  which  is  soldered  to  the  bulb  e^  be  somewhat 
long.  Gradually^  as  the  water  is  formed^  it  is  driven  away  by 
the  flame  of  a  small  spirit-lamp,  and  when  the  disengaged 
hydrogen  gas  inflames  at  the  orifice  of  the  apparatus,  it  is 
necessary  to  watch  attentively  that  no  particles  of  glass  are  lost, 
which  may  very  well  take  place  when  the  water  produced 
touches  the  extremity  of  the  tube  which  is  red  hot. 

Again,  the  bulb  g  might  be  omitted  and  the  whole  of  the 
water  produced  be  absorbed  by  the  chloride  of  calcium  in  the 
tube  A.  But  in  most  cases  the  quantity  of  the  water  cannot  be 
thus  accurately  determined.  Such  a  process,  besides,  4s  appli- 
cable only  when  the  quantity  of  the  water  produced  is  very 
small,  for,  if  considerable,  a  portion  of  the  chloride  of  calcium 
would  dissolve  and  flow  at  the  end  i,  which  would  occasion  a 
loss  of  water,  even  by  evaporation.  Lastly,  in  a  great  many 
cases  it  is  important  also  to  examine  the  nature  of  the  water 
which  is  produced,  at  any  rate,  it  is  always  necessary  to  ascer- 
tain that  it  has  no  action  upon  litmus  paper,  for  it  may  often 
turn  it  red  or  blue,  which  shows  that  the  peroxyde  of  iron 
under  examination  was  not  perfectly  free  from  foreign  substances. 

*  It  is  further  necessary  to  take  care,  in  this  experiment,  to 
heat  the  bulb  e,  as  strongly  as  the  glass  can  bear  it.  If  a  lower 
heat  is  employed,  the  peroxyde  of  iron  is,  it  is  true,  reduced  in  a 
complete  manner,  but  the  iron  reduced  may  have  acquired  the 
property  of  inflaming  like  a  pyrophorus,  when  it  will  come  in 
contact  with  the  atmosphere. 

It  is  important  also  to  manage  the  experiment  so  that  the 
disengagement  of  hydrogen  be  very  slow  in  order  that  not  only 
the  water  produced  may  condense  in  g  and  A,  but  also  that  all 
the  aqueous  vapoiir  mixed  with  the  gas  disengaged  firom  the 
flask  a,  may  be  absorbed  by  the  chloride  of  calciiun  of  the 
tube  d. 

If  the  substance   contains  other   oxydes   which   cannot   be 
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reduced  by  treatment  with  hydrogen  gas,  they  may  be  found 
after  the  experiment  by  dissolving  the  substance  in  muriatic 
acid.  The  add  often  leaves  small  portions  of  foreign  bodies 
undissolved,  the  weight  of  which  must  be  determined  and 
deducted  firom  the  substance  which  has  been  operated  upon. 

Yet  this  experiment  indicates  only  the  quantity  of  oxygen 
which  exists  in  a  combination  of  proto  and  of  peroxyde  of  iron ; 
but  there  are  methods  by  which  both  the  quantity  of  the  pro- 
toxyde  and  that  of  the  peroxyde  of  iron  can  be  determined. 
These  methods  may  even  be  employed  when  these  two  oxydes 
are  accompanied  by  other  substances,  but  it  is  necessary  that 
the  whole  shoidd  be  soluble  in  muriatic  acid. 

The  following  method  is  employed  to  determine  the  quantity 
of  peroxyde  of  iron : — A  certain  quantity  of  the  substance  is 
weighed  exactly  and  introduced  into  a  capacious  flask  susceptible 
of  being  perfectly  closed  with  a  glass  stopper.  The  substance 
may  be  employed  in  lumps,  provided  it  may  be  thus  easily 
dissolved  by  the  muriatic  acid,  otherwise  it  must  be  pulverised 
before  weighing  it.  The  flask  is  then  filled  with  carbonic  acid, 
by  means  of  a  glass  tube  plunging  nearly  to  the  bottom,  but 
taking  care  that  it  does  not  touch  the  substance  about  to  be 
analysed.  When  the  operator  judges  that  the  carbonic  acid* 
which  is  heavier  than  atmospheric  air,  has  displaced  the  latter 
from  the  flask,  the  tube  is  to  be  withdrawn  from  the  flask,  and 
the  quantity  of  muriatic  acid  necessary  to  dissolve  the  substance 
is  rapidly  poured  in  the  flask,  which  is  then  to  be  closed  forth- 
with ;  for  greater  certainty  a  piece  of  wet  bladder  must  be  tied 
over  the  stopper. 

When  the  substance  has  completely  dissolved,  the  flask  is 
opened  and  quickly  filled  with  water  containing  as  much 
sidphuretted  hydrogen  as  it  can  possibly  take.  This  sulphuretted 
hydrogen  aqueous  solution  must  be  quite  recent,  and  must, 
besides,  be  perfectly  clear  and  free  from  uncombined  or  deposited 
sulphur.  The  flask  must  then  be  immediately  closed,  and  the 
wet  bladder  is  again  tied  over  the  stopper.     The  water  turns 
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milky^  but  in  the  course  of  a  few  day9  it  becomes  clear  and 
sulphur  is  deposited. 

*  The  hydrogen  of  the  sulphuretted  hydrogen  has  converted 
the  peroxyde  of  iron  in  the  solution  into  protoxyde  of  iron, 
sulphur  being  at  the  same  time  liberated.  If  the  liquor  does  not 
turn  milky  by  the  addition  of  the  solution  of  sulphuretted 
hydrogen^  and  if  no  sulphur  is  deposited,  the  substance  con- 
tains protoxyde  of  iron  only,  and  no  peroxyde  of  iron. 

When  the  precipitated  sulphur  has  deposited,  the  clear  liquor 
is  poured  off  and  filtered  as  quickly  as  possible  through  a  small 
filter,  upon  which  the  sulphur  is  washed.  The  contact  of  the  air 
should  be  cautiously  avoided  whilst  filtering  in  order  to  prevent 
the  deposition  of  another  portion  of  sulphur  from  the  undecom- 
posed  sulphuretted  hydrogen.  The  sulphur  is  dried  on  the 
filter  at  a  very  gentle  heat  and  then  weighed.  It  should  be 
burnt,  after  weighing  it,  in  order  to  ascertain  whether  it  is 
pure.  If  the  substance  contained  foreign  bodies  undissolved 
by  the  muriatic  acid  employed,  such  as,  for  example,  a  small 
quantity  of  silicic  acid,  they  are  obtained  after  the  combustion 
of  the  sulphur,  and  their  weight  may  be  determined  and 
deducted  from  that  of  the  sulphur.  If  the  quantity  of  silicic 
add  is  considerable,  the  weight  of  the  sulphur  is  determined  in 
the  manner  which  will  be  described  under  the  article  Silidum. 
From  the  weight  of  the  sulphur  obtained  that  of  the  peroxyde 
of  iron  contained  in  the  substance  under  examination  may  be 
easily  ascertained  by  means  of  the  tables. 

It  is  necessary  in  this  experiment  to  employ  a  su£Scient 
quantity  of  solution  of  sulphuretted  hydrogen.  The  flask 
upon  being  opened  must  still  smell  distinctly  of  sulphuretted 
hydrogen.  If  this  is  not  the  case,  the  quantity  of  peroxyde 
of  iron  in  the  substance  under  examination  was  too  con- 
siderable in  proportion  to  the  quantity  of  the  sulphuretted 
hydrogen  employed.* 


1  According  to  Soubeiran,  this  determination  most  be  performed  at  the  ordinary 
temperature,  for  if  heat  were  applied,  some  of  the  sulphur  would  i^diasolye,  and 
become  converted  into  sulphuric  acid. — Ed. 
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*  Another  method  of  determining  the  quantity  of  peroxyde 
of  iron  has  been  indicated  by  Berzelins^  it  is  as  follows : — ^The 
substance  is  to  be  put  into  a  flask  capable  of  being  closed 
quite  tight  and  dissolved  therein,  the  atmospheric  air  being 
previously  driven  out  by  means  of  carbonic  acid  as  before.  The 
solution  may  be  promoted  by  a  gentle  heat.  If  any  portion 
remains  insoluble,  the  clear  liquor  is  decanted,  and  the  residuum 
is  rapidly  washed  with  boiling  water  freed  from  air.  The  whole 
liquid  is  introduced  into  a  flask  containing  a  weighed  quantity 
of  pulverised  metallic  silver  and  boiled  with  water  free  from  air, 
and  the  flask  is  closed  immediately. 

*  The  best  method  of  obtaining  the  powder  of  silver  employed 
in  this  experiment  consists  in  pouring  water,  slightly  acidulated, 
upon  some  fused  chloride  of  silver,  and  plunging  a  piece  of  zinc 
in  the  liquor,  until  all  the  silver  is  reduced.  The  zinc  is  then 
removed,  and  the  cake  of  silver  obtained  is  washed  with  muriatic 
add,  rubbed  between  the  fingers,  and  the  powder  thus  pro- 
duced is  boiled  with  water  and  dried,  but  without  heating  it 
too  much. 

*  The  liquor  above  alluded  to  is  digested  with  this  silver 
powder  at  a  temperature  of  about  100°  Cent.  (212°  Fahr.), 
taking  care  to  stir  it  frequently.  The  silver  reduces  all  the 
perchloride  of  iron  into  protochloride  of  iron,  and  chloride  of 
silver  is  formed.  When  the  liquor  has  become  colourless,  which 
requires  about  twenty-four  hours,  the  clear  portion  is  decanted, 
the  silver  is  collected  on  the  filter,  it  is  washed  and  dried,  and 
then  weighed.  The  increase  of  weight  indicates  the  quantity 
of  chlorine  taken  from  the  perchloride  of  iron.  By  means  of 
the  tables  the  quantity  of  the  peroxyde  of  iron  contained  in  the 
substance  may  be  calculated  from  the  quantity  of  chlorine  found 
as  just  said. 

*  The  method  which  Fuchs  indicated  to  determine  imme- 
diately the  peroxyde  of  iron  in  a  combination  which  contains 
the  two  oxydes  of  iron,  is  similar  to  that  by  which  peroxyde  of 
iron  is  separated  from  protoxyde  of  manganese  by  means  of 
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carbonate  of  lime,  and  which  has  been  described  (page  91).  If 
protoxyde  of  iron  is  contained  in  the  solution^  carbonate  of  lime 
does  not  precipitate  a  single  trace  of  it. 

*  When  this  method  is  resorted  to,  the  compound  of  the 
two  oxydes  is  dissolved  in  muriatic  acid,  out  of  the  contact 
of  the  air,  taking  care  to  avoid  an  excess  of  acid.  A  sufS- 
cient  quantity  of  carbonate  of  lime  is  then  added,  and  the 
whole  is  heated,  but  not  to  ebuUition.  Whilst  under  the 
action  of  the  heat,  it  is  hardly  possible  that  the  atmospheric 
air  should  abandon  any  oxygen  to  the  protoxyde  of  iron  dis- 
solved, for  the  carbonic  acid  which  is  disengaging  impedes 
almost  entirely  its  finding  access  to  the  solution.  The  solution 
having  been  warmed,  as  just  mentioned,  the  flask  is  to  be 
closed,  and  the  peroxyde  of  iron  precipitated  is  allowed  to 
settle  with  the  excess  of  carbonate  of  lime  employed.  The 
deposit  is  collected  on  a  filter,  washed  rapidly  with  boiled 
water,  and  dissolved  in  muriatic  acid ;  ammonia  is  then  poured 
in  the  solution  in  order  to  precipitate  the  peroxyde  of  iron, 
taking  care  to  operate  out  of  the  contact  of  the  air  in  order 
to  guard  against  the  oxyde  being  contaminated  by  carbonate 
of  lime. 

*  The  protoxyde  of  iron  in  the  filtered  liquor  is  determined 
by  converting  it  into  peroxyde  of  iron  by  means  of  nitric  acid, 
and  from  its  quantity  that  of  the  protoxyde  of  iron  is  calculated 
bv  means  of  the  t^ibles, 

*  This  method  cannot  be  employed  when  the  substance  to  be 
analj^cd  contains  sulphuric  acid,  phosphoric  acid,  or  arsenic 
acid. 

*  Carbonate  of  baryta  is  preferable  by  fer  to  carbonate  of  lime 
for  the  purpose,  but  it  must  be  mixed  only  in  the  cold  with  the 
solution  which  must  not  be  subsequently  boiled. 

*  Neither  can  this  method  vield  an  accurate  result  unless 
great  precautions  be  taken,  because  the  peroxyde  of  iron  pre- 
cipitated by  the  carbonate  of  baryta  or  of  lime  is  veiy  di£Bcult 
to  collect  on  a  filter,  without  having  the  quantity  of  that  oxyde 
increased  by  alittle  peroxyde  of  iron  produced  by  the  oxydiaement 
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of  the  protoxyde  of  iron,  even  though  all  the  rules  which  have 
been  laid  down  be  attended  to/ 

The  method  of  determining  the  quantity  of  protoxyde  of  iron 
in  a  compound  which  contains  both  oxydes,  is  as  follows : — ^A 
given  weight  of  the  combination  is  to  be  treated  as  we  have 
said  in  describing  the  preceding  methods ;  that  is  to  say^  it  is 
introduced  in  a  flask  susceptible  of  being  hermetically  closed^ 
and  muriatic  acid  is  poured  upon  it^  taking  care  to  fill  the 
flask  previously  with  carbonic  acid.  The  flask  need  not  be  as  large 
as  when  the  quantity  of  peroxyde  of  iron  has  to  be  determined 
by  means  of  the  solution  of  sulphuretted  hydrogen.  The  solu- 
tion being  effected^  some  solution  of  potash  or  soda-chloride  of 
gold  is  rapidly  poured  in  the  flask^  which  is  to  be  immediately 
closed,  and  the  whole  is  left  for  some  time  in  a  cool  place,  with- 
out previously  heating  it.  The  protoxyde  of  iron  contained  in 
the  solution  reduces  the  gold,  and  is  converted  into  peroxyde  of 
iron. 

If  no  gold  is  reduced,  it  is  a  proof  that  the  substance  contains 
no  protoxyde  of  iron.  This,  however,  is  still  more  decisively 
proved  by  adding  a  solution  of  ferricyanide  of  potassium  to 
another  portion  of  the  solution,  by  which  means  the  smallest 
portion  of  protoxyde  of  iron  contained  in  a  liquor  containing 
large  quantities  of  peroxyde  of  iron  can  be  recognised  by  the 
production  of  the  blue  precipitate  formed. 

If,  however,  metallic  gold  has  been  deposited,  it  is  after  some 
time  collected  upon  a  filter,  well  washed,  feebly  ignited,  and  the 
weight  is  determined,  from  which,  by  means  of  the  tables,  the 
quantity  of  the  protoxyde  of  iron  may  be  calculated.  In 
performing  this  experiment,  it  is  necessary  to  avoid  the  con- 
tact of  the  air  as  much  as  possible  pending  the  dissolving  in 
muriatic  acid,  in  order  to  avoid  the  conversion  of  protoxyde 

^  According  to  liebig,  this  absorption  of  oxygen  does  not  take  place  when 
carbonate  of  magnesia  is  employed  instead.  M.  Ddbereiner  separates  peroxyde  of 
iron  firom  protoxyde  of  iron  by  means  of  a  solution  of  formiate  of  alkali.  The  two 
oxydee  are  to  be  first  dissolved  in  a  minimum  of  acid,  the  solution  is  then  neutralised, 
and  by  pouring  into  it  a  solution  of  formiate  of  alkali,  the  peroxyde  of  iron  is 
precipitated  in  the  state  of  basic  formiate. — Ed. 


112  IRON. 

of  iron  into  peroxyde  of  iron  before  the  addition  of  the  solution 
of  gold. 

The  same  result  could  not  be  obtained  by  substituting  the 
solution  of  perchloride  of  gold  to  that  of  the  potash  or  soda- 
chloride  of  gold,  because,  however  carefully  the  former  may 
have  been  prepared,  the  gold  which  it  contains  is  more  easily 
reduced  by  the  eflFect  of  accidental  circumstances  than  that 
which  exists  in  the  crystallised  potash  or  soda-chloride  of  gold, 
in  consequence  of  which  its  solution  yields  less  accurate  results 
than  that  of  the  latter  salt. 

If  the  substance  under  examination  contains  a  small  quantity 
of  foreign  bodies  insoluble  in  muriatic  acid,  they  may  be  obtained 
as  a  residuum  by  dissolving  the  reduced  gold  in  aqua  regia;  these 
impurities  are  then  collected  on  a  filter,  washed,  ignited,  and 
weighed,  and  the  weight  thereof  is  deducted  from  that  of  the 
gold  reduced,  the  exact  quantity  of  which  may  now  be  known. 

This  method  of  determining  the  quantity  of  protoxyde  of  iron 
may  be  resorted  to  in  a  great  number  of  cases,  in  which  that 
for  finding  the  quantity  of  peroxyde  of  iron  could  not  be 
employed. 

It  has  already  been  observed  that  none  of  these  methods  can 
be  used  when  the  substance  to  be  analysed  is  not  soluble  in 
muriatic  acid.  In  such  cases  it  is  not  only  impossible  to  deter- 
mine with  certainty  the  relative  proportions  of  the  protoxyde 
and  of  the  peroxyde  of  iron;  but  very  often  the  means  are 
wanting  of  even  ascertaining  which  of  the  two  oxydes  of  iron  is 
contained  in  the  substance.  In  analysing  it,  the  iron  is  obtained 
in  the  state  of  peroxyde.  It  is  ordinarily  admitted  that  the 
iron  was  contained  in  the  state  of  peroxyde  when  the  analysis 
yields  no  excess;  and  when  an  excess  is  found,  it  is  looked 
upon  as  a  proof  of  the  existence  of  a  certain  quantity  of  protoxyde 
of  iron  in  the  substance.  If  the  analysis  has  been  carefully 
made,  this  conclusion  is  right  when  the  iron  is  one  of  the 
principal  constituents  under  examination ;  but  in  the  contrary 
case,  the  degree  of  oxydisement  of  the  iron  in  the  substance 
cannot  be  determined.     Even  when  the  other  oxydes  contained 
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in  the  substance  are  not  reducible  by  Iiydrogen  gas^  this  mode 
of  reduction  cannot  be  resorted  to  for  the  purpose  of  determining 
the  quantity  of  oxygen  in  the  oxydes  of  iron,  because  ordinarily 
in  the  substances  which  muriatic  acid  cannot  dissolve,  the 
oxydes  of  iron  are  not  susceptible  of  being  reduced  by  hydrogen 
gas. 

Neither  can  the  operator  judge  of  the  degree  of  oxydisement 
of  the  iron  from  the  colour  of  the  substance  to  be  analysed,  at 
least,  without  a  great  risk  of  error ;  yet,  it  is  customary  to 
assume  that  a  green  or  a  black  colour  is  due  to  the  presence  of 
protoxyde  of  iron,  and  a  red,  a  yellow,  or  a  white  colour,  on  the 
contrary,  shows  the  presence  of  peroxyde  of  iron.  It  is  true, 
that  a  black  colour  especially  when,  at  the  same  time,  the 
substance  has  a  strong  action  upon  the  magnetic  needle, 
indicates  the  presence  of  protoxyde  of  iron,  but  even  in  that 
case,  it  may  be  accompanied  by  a  great  quantity  of  peroxyde 
of  iron. 

*  [To  these  methods,  we  must  add  that  which  has  been  pro- 
posed by  M.  Fuchs  for  the  determination  of  protoxyde,  and  of 
peroxyde  of  iron,  in  the  phosphates  of  iron. 

*  A  weighed  quantity  of  phosphate  of  iron  is  dissolved  in  an 
excess  of  muriatic  acid,  and  boiled  with  it,  in  order  to  expel  all 
the  atmospheric  air  from  the  glass  matras  in  which  the  solution 
has  been  effected.  A  weighed  blade  of  copper  is  then  intro- 
duced into  it,  and  the  boiling  is  continued  until  the  colour  of 
the  liquor  indicates  that  it  contains  a  protosalt  of  iron  only. 
The  copper  dissolves  at  the  expense  of  the  oxygen  of  the 
peroxyde  of  iron,  and  is  converted  into  subchloride  of  copper, 
which  is  retained  in  the  state  of  colourless  solution  by  the  excess 
of  acid.  The  liquor  is  mixed  with  boiled  water,  and  the  blade 
of  copper  being  withdrawn,  is  washed  with  hot  water,  dried,  and 
weighed.  The  loss  corresponds  to  two  equivalents  of  copper  for 
each  equivalent  of  oxygen  taken  from  the  peroxyde  of  iron,  and 
consequently,  for  each  equivalent  of  peroxyde  of  iron  contained 
in  the  solution. 

*  In  order  now  to  determine  the  quantity  of  the  protoxyde  of 
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iron,  a  fresh  quantity  of  the  ore  is  dissolved  in  muriatic  acid, 
and  it  is  brought  to  the  ma^rimum  of  oxydisement  by  means  of 
a  current  of  chlorine,  the  ^excess  of  which  is  to  be  expelled  by 
boiling.  A  blade  of  copper  is  now  plunged  into  it,  and  the 
operator  proceeds,  as  has  been  just  described. 

♦  By  this  operation,  the  total  quantity  of  the  iron  is  deter- 
mined in  the  state  of  peroxyde  of  iron,  from  which,  that  of  the 
protoxyde  may  be  easily  deduced. 

♦  It  is  absolutely  necessary  in  this  experiment,  that  the 
copper  employed  should  be  perfectly  free  from  iron.  M.  Fuchs 
prepares  such  copper  by  precipitating  sulphate  of  copper  by 
iron,  boiling  the  precipitate  with  muriatic  acid,  washing  with 
water,  frising  and  laminating  it.  The  blade  of  copper  must  be 
thoroughly  scoured  with  muriatic  acid,  and  then  washed  with 
water,  each  time  before  using  it.  The  boiling  should  take  place 
in  a  matras,  with  a  long  and  narrow  neck,  so  as  to  guard 
against  the  absorption  of  the  oxygen  of  the  air. 

♦  By  the  new  processes  of  electrotyping,  blades  of  copper 
sufficiently  pure  for  this  operation  might  doubtless  be  obtained 
from  the  decomposition  of  sulphate  of  copper  by  the  battery. 

♦  Fuchs'  method  ceases  to  be  rigorously  accurate,  when  the 
ore  contains  arsenic,  because  this  metal  is  then  deposited  in  thin 
spangles  upon  the  metallic  copper.]* 

*  This  in  fact  is  Reinch's  test  for  the  detection  of  arsenic.  See  vol.i.,  p.  377. 
M.  Margnerette  proposed  a  method  for  the  estimation  of  iron  {CampUs  rendus 
de  PAcad^tef  vol.  xxii.)  by  means  of  a  test  liquor  of  a  knoAvn  strength,  and  based 
upon  the  mutual  reaction  of  the  protosalts  of  iron  upon  permanganate  of  potash. 
The  solution  of  the  persalt  of  iron  obtained  is  first  brought  to  the  state  of  protosalt 
of  iron,  and  a  portion  of  the  test  liquor  of  permanganate  is  added,  the  colour  of  which 
continues  to  be  destroyed  so  long  as  a  trace  of  the  protosalt  remains  to  be  peroxydised ; 
but  continuing  to  add  more  of  the  test  liquor,  a  time  comes  when  the  last  drop 
added  ceases  to  be  decolorised,  and  imparts  a  pink  hue  to  the  whole  liquor,  which 
is  a  sign  that  the  operation  is  at  an  end.  The  quantity  of  permanganate  employed 
corresponds  to  the  quantity  of  iron  contained  in  the  solution.  The  detailf  of  this 
method  are  given  at  length  in  the  ^  Compter  rendus,**  to  which  the  reader  is 
referred.  ..Ed. 
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CHAPTER    XVI. 

ZINC. 


DETERMINATION  OF  ZINC  AND  OF  OXYDE  OF  ZINC. 

When  oxyde  of  zinc  is  contained  alone  in  a  liquor  from 
which  it  has  to  be  quantitatively  determined,  it  cannot  be 
done  in  the  state  of  sulphate  so  well  as  for  magnesia.  The 
sulphate  of  zinc  loses  part  of  its  acid  by  ignition,  owing  to 
which,  a  smaU  portion  of  the  salt  can  no  longer  be  dissolved  in 
water. 

The  reagent  which  is  ordinarily  used  to  precipitate  oxyde  of 
zinc,  is  solution  of  carbonate  of  potash  or  of  soda,  the  latter 
being  preferable,  because  carbonate  of  potash  generally  contains 
small  quantities  of  silicic  acid.  If  the  solution  of  oxyde  of  zinc 
contains  no  ammoniacal  salts,  an  excess  of  carbonate  of  alkali 
is  poured  into  it,  and  the  whole  is  boiled.  The  carbonate  of 
zinc,  which  is  thereby  precipitated,  is  collected  on  a  filter,  and 
washed.  If,  on  the  contrary,  the  solution  contains  ammoniacal 
salts,  they  must  be  previously  decomposed  by  means  of  the 
carbonate  of  alkali,  with  the  help  of  heat.'  The  best  way  of 
effecting  this,  is  to  add  the  carbonate  of  alkali  in  sufficient 
quantity  to  decompose  the  ammoniacal  salts,  and  to  evaporate 
the  whole  to  dryness ;'  a  large  quantity  of  hot  water  is  then 
poured  on  the  dry  mass ;  the  whole  is  boiled,  and  the  carbonate 


*  It  is  important  to  add  enough  carbonate  of  alkali  to  decompose  entirely  the 
ammoniacal  salts  which  may  exist  in  the  liquor,  otherwise  they  will  prevent  the 
precipitation  of  the  basic  carbonate  of  zinc. — Ed. 

"  This  evaporation  to  dryness  should  be  performed  in  a  Floi-ence  flask,  inclined 

I  2 
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of  zinc  is  collected  on  a  filter.  The  operator  must  be  very 
carefiil  not  to  make  a  mistake  respecting  the  quantity  of  carbo- 
nate of  alkali  to  be  employed,  and  observe  the  same  precautions 
which  have  been  prescribed  (page  36)  in  reference  to  the  preci- 
pitation of  magnesia  from  a  solution  which  contains  ammoniacal 
salts  by  means  of  carbonate  of  alkali.  If,  after  having  poured 
an  excess  of  carbonate  of  alkali  in  a  liquor  which  contains 
oxyde  of  zinc,  the  solution  were^evaporated  to  dryness  slowly, 
and  by  a  gentle  heat,  cold  water  poured  upon  the  dry  mass,  and 
the  carbonate  of  zinc  collected  upon  a  filter,  the  filtered  liquor 
would  still  retain  a  great  quantity  of  oxyde  of  zinc  in  solution, 
which  is  not  the  case  when  the  liquor  is  dried  by  a  strong  heat, 
and  the  residuum  treated  as  we  have  said.' 

When  oxyde  of  zinc  is  precipitated  by  carbonate  of  alkali, 
the  operator  should  never  omit  to  examine  whether  the  liquor 
filtered  from  the  carbonate  of  zinc  contains  still  any  oxyde  of 
zinc.  This  is  best  ascertained  by  means  of  hydrosulphuret  of 
ammonia.  If  a  bulky  white  precipitate  is  thereby  produced,  it  is 
a  proof  that  oxyde  of  zinc  is  still  left  in  solution.  The  small 
quantity  of  sulphuret  of  zinc  thus  produced,  is  treated  as  we 
have  just  explained.  When  these  requisite  precautions  have 
been  attended  to,  the  quantities  of  sulphuret  of  zinc  indicated 
by  this  test  are  imponderable. 


as  in  the  figure,  in  order  to  avoid  loss  by  spirting,  and  solution  «£  carbonate  of 
alkali  should  be  added,  so  long  as  the  aqueous  vapour  escaping  from  the  flask 
has  an  alkaline  reaction  ]on  turmeric  paper,  which  indicates  that 
ammonia  is  disengaging,  and  therefore  that  the  ammoniacal  salts  are 
not  yet  wholly  decomposed* — Ed. 

^  According  to  Dr.  Fresenius,  the  precipitate  by  carbonate  of  alkali 
in  a  cold  neutral  solution  is  a  basic  carbonate  of  zinc,  or  rather  a  basic 
carbonate  and  hydrate  of  zinc,  2  Zn  0,  CO,  -f  3  Zn  0,  HO,  mixed 
with  a  double  carbonate  of  zinc  and  potash.  The  formation  of  this 
precipitate  is  accordingly  attended  with  evolution  of  carbonic  add,  owing  to  whidi, 
as  well  as  to  the  fact  that  the  above  precipitate  is  not  quite  insoluble  in  water,  the 
water  filtered  from  the  precipiate,  if  cold,  would  retain  a  good  deal  of  oxyde  of 
zinc,  which,  however,  is  avoided  by  boiling  the  solution  of  zinc  for  some  time  before 
and  after  the  addition  of  the  alkaline  carbonate,  which  will  not  only  expel  every 
trace  of  free  carbonic  acid  from  the  liquor,  but  will  likewise  preclude  the  formation 
of  the  double  carbonate  of  zinc  and  of  alkali.  Thealkali  is  removed  by  washing 
the  precipitated  carbonate  of  zinc  with  boiling  water. — Ed. 
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The  carbonate  of  zinc*  obtained  is  dried^  and  then  strongly. 
ignited  in  a  platinum  crucible  upon  an  argand  spirit-lamp^  by 
which  means  the  carbonic  acid  is  expelled,  and  the  oxyde  of  zinc 
left  is  weighed '. 

Hydromlphwret  of  ammonia  is  often  employed  to  precipitate 
oxyde  of  zinc  in  the  state  of  sulphuret  of  zinc.  If  the  solution 
of  the  zinc  salt  be  neutral,  hydrosulphuret  of  ammonia  may  at 
once  be  added  to  it ;  but  if  it  be  acid,  it  must  first  be  supersatu- 
rated by  ammonia,  which,  if  used  in  sufficient  quantity,  dissolves 
the  oxyde  of  zinc,  which  is  subsequently  precipitated  by  hydro- 
sulphuret of  ammonia  in  the  state  of  sulphuret  of  zinc  insoluble 
in  any  excess  of  this  reagent.  The  sulphuret  of  zinc  separates 
in  the  form  of  a  bulky  white  precipitate,  which  must  not  be 
filtered  before  it  has  completely  settled,  the  clear  liquor  is 
then  decanted,  and  the  sulphuret  is  thrown  on  a  filter. 
If  this  precaution  be  neglected,  the  sulphuret  of  zinc  imme- 
diately blocks  up  the  pores  of  the  paper,  and  the  filtering 
proceeds  then  extremely  slowly.  The  sulphuret  is  washed 
with  water  to  which  some  hydrosulphuret  of  ammonia  has 
been  added,  it  is  taken  whilst  moist  from  the  funnel  and 
digested  along  with  the  filter  in  concentrated  muriatic  acid 
which  dissolves  it  under  disengagement  of  sulphiu'etted  hy- 
drogen.    It  is  to  be  left  thus  in  digestion  until  the  odour  of 


'  The  carbonate  of  zinc  obtained,  is  a  basic  carbonate,  and  should  be  detached 
from  the  filter  before  igniting,  otherwise  the  charcoal  of  the  filter  may  volatilise  a 
little  zinc — Ed. 

^  If  the  salt  of  zinc  contained  in  the  solution  is  in  the  state  of  a  nitrate,  and  no 
other  fixed  bases  are  present,  it  may  at  once  be  determined,  in  the  state  of  oxyde 
by  eraporating  the  solution  to  dryness,  and  exposing  the  nitrate  of  zinc  thus  left  to 
a  gentle  heat  at  first,  and  gradually  to  a  bright  red  heat,  imtil  it  ceases  to  lose 
weight.  The  nitric  acid  is  thus  entirely  eliminated,  and  pure  oxyde  of  zinc  remains, 
which  may  be  weighed.  If  the  solution  contains  the  zinc  in  the  state  of  acetate, 
sulphuretted  hydrogen  may  be  employed  to  precipitate  it  in  the  state  of  sulphuret 
of  zinc,  but  then  no  other  acid  must  be  present  Sulphuretted  hydrogen  precipitates 
the  whole  of  the  zinc,  even  though  much  free  acetic  acid  may  exist  in  tlie  solution. 
The  sulphuret  of  zinc  thus  obtained  is  afterwards  digested  in  muriatic  acid,  until 
all  odour  of  sulphuretted  hydrogen  has  disappeared  ;  the  solution  is  edulcorated 
with  water,  filtered,  and  precipitated  by  carbonate  of  soda. — Ed. 
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sulphuretted  hydrogen  has  almost  entirely  disappeared^  the 
liquor  is  filtered*,  and  the  oxyde  of  zinc  is  precipitated  by 
carbonate  of  alkali. 

*  According  to  Abich,  the  sulphuret  of  zinc  precipitated 
may  be  entirely  converted  into  oxyde  of  zinc,  completely  firee 
from  sulphuric  acid  by  half  an  hoiir's  ignition  in  a  blast  furnace 
in  a  platinum  crucible,  but  to  effect  this,  an  exceedingly  high 
temperature  is  required. 


SEPARATION    OF    OXYDE    OF    ZINC    FROM    FEROXYDE    OF    IRON. 

Oxyde  of  zinc  is  separated  from  peroxyde  of  iron,  when  in 
very  small  quantity  compared  to  the  latter  oxyde,  by  means  of 
pure  ammonia,  an  excess  of  which  is  to  be  poured  in  the  solution 
of  the  two  oxydes.  The  oxyde  of  zinc  remains  dissolved,  whilst 
the  peroxyde  of  iron  is  precipitated.  After  having  filtered  the 
liquor  from  the  precipitate,  the  oxyde  of  zinc  is  precipitated 
from  the  filtered  solution  by  pouring  into  it  carbonate  of  alkali 
and  evaporating  to  dryness. 

Yet  this  method  can  be  employed  only  when  the  quantities  of 
the  two  oxydes  is  inconsiderable,  for,  if  more  abundant,  it  is 
impossible  to  obtain  the  peroxyde  of  iron  free  from  oxyde  of 
zinc.  In  such  a  case  the  two  oxydes  are  separated  by  means  of 
succinate  of  ammonia  or  of  soda,  taking  care,  before  adding  this 
reagent,  to  neutralise  the  solution  by  ammonia,  or  rather  to 
supersaturate  it  very  slightly,  so  as  to  precipitate  a  small 
quantity  of  peroxyde  of  iron. 

*  The  separation  of  oxyde  of  zinc  from  peroxyde  of  iron 
may  very  well  be  executed  by  means  of  carbonate  of  lime,  or, 
better  still,  of  carbonate  of  baryta.  The  two  oxydes  are  dissolved 
in  an  acid,  preferably  in  muriatic  acid,  an  excess  of  which  should 
be  avoided,  after  which  carbonate  of  baryta  is  added  in  the  cold. 


'  Of  course  the  filter  must  be  thoroughly  washed,  m  order  to  obtain  all   the 
chloride  of  zinc,  and  hot  water  iu  beat  for  the  purpose. — Ed. 


'  ZINC.  11^ 

taking  care  to  mix  and  stir  the  liquor  thoroughly  ^  In  the 
course  of  an  hour,  the  whole  of  the  peroxyde  of  iron  is  com- 
pletely precipitated;  it  is  then  obtained  separate  from  the  excess 
of  carbonate  of  baryta,  in  the  manner  which  has  been  described, 
(page  92)^  when  I  spoke  of  the  means  of  separating  protoxyde  of 
manganese  from  peroxyde  of  iron ;  the  oxyde  of  zinc  is  likewise 
separated  from  the  baryta  in  the  filtered  liquor,  by  operating  as 
I  have  said  for  separating  protoxyde  of  manganese. 

*  In  this  experiment,  and,  in  fact,  in  all  those  in  which 
carbonate  of  baryta  is  employed,  the  quantity  of  the  peroxyde  of 
iron  obtained  is  a  little  larger  than  it  should  be,  because  a  little 
oxyde  of  zinc  is  carried  down  with  it ;  but  the  quantity  of  the 
latter  is  very  small  indeed. 

*  Another  method  of  separating  oxyde  of  zinc  from  peroxyde 
of  iron,  consists  in  dissolving  these  two  oxydes  in  acetic  acid, 
and  passing  a  current  of  sulphuretted  hydrogen  through  the 
solution.  The  oxyde  of  zinc  may  thus  be  completely  precipi- 
tated in  the  state  of  sulphuret  of  zinc,  whilst  the  current  of 
sulphuretted  hydrogen,  traversing  a  solution  of  acetate  of  iron 
containing  an  excess  of  acetic  acid,  precipitates  sulphur  only, 
and  no  iron. 

*  The  difficulty  of  this  method  lies  in  dissolving  the  peroxyde 
of  iron  in  the  acetic  acid.  If  it  has  been  ignited,  it  is  almost 
insoluble  in  acetic  acid.  If  moist,  it  dissolves  readily,  it  is  true, 
in  pretty  strong  acetic  acid,  but  it  often  separates  from  such  a 
solution  in  the  form  of  a  jelly  even  in  the  cold,  in  which  case  it 
cannot  be  redissolved  by  the  addition  of  a  fresh  quantity  of 
acid.  If  the  liquor  be  heated,  the  peroxyde  of  iron  is  almost 
completely  precipitated. 

*  To  obviate  this  difficulty  the  peroxyde  of  iron  and  oxyde  of 
zinc  are  first  dissolved  in  sulphuric  acid.  The  solution  takes 
place  even  when  the  oxydes  have  been  strongly  ignited,  only  in 


'  The  carbonate  of  baryta  must  be  added  in  excess  ;  the  precipitate  deposited  is 
a  basic  carbonate  of  peroxyde  of  iron  mixed  with  the  excess  of  carbonate  of  baryta 
employed. — Ed. 
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such  a  case  a  concentrated  acid  [that  is  mixed  with  equal  parts 
of  water]  must  be  employed.  This  acid  is  poured  upon  the 
oxydes  which  have  been  ignited  in  a  platinum  capsula^  and  heat 
is  applied^  taking  care  to  avoid  all  projection^  until  the  water 
and  most  of  the  excess  of  sulphuric  acid  have  evaporated. 
Water  being  now  added^  dissolves^  with  the  help  of  heat^  the 
white  mass  of  sulphates  formed;  if  a  little  red  peroxyde  of 
iron  were  left  undissolved^  the  supernatant  liquor  should  be 
decanted,  and  the  residuum  treated  anew  by  a  few  drops  of 
sulphuric  acid.  An  excess  of  a  solution  of  acetate  of  baryta  is 
now  poured  in  the  solution  of  the  sulphates  without  applying 
heat.  The  whole  might  be  filtered  in  order  to  separate  the 
sulphate  of  baryta  precipitated^  and  free  acetic  acid  being 
added  to  the  filtered  liquor,  the  peroxyde  of  iron  and  oxyde 
of  zinc  might  then  be  separated  by  passing  a  current  of  sul- 
phuretted hydrogen  through  the  liquid.  Yet,  as  by  operating 
thus  the  collection  of  the  sulphate  of  baryta  upon  the  filter 
might  prove  difficult,  because  the  liquor  must  not  be  heated,  it 
is  simpler,  immediately  after  the  precipitation  by  means  of  the 
acetate  of  baryta,  to  add  free  acetic  acid  and  to  pass  a  current  of 
sulphuretted  hydrogen  through  the  milky  liquor.  The  oxyde 
of  zinc,  at  first,  falls  down  with  a  greenish  tinge,  due  to  the 
presence  of  some  particles  of  sulphuret  of  iron,  but  the  precipi- 
tate is  decolorised  by  heating  the  liquor,  and  again  passing  a 
current  of  sulphuretted  hydrogen  through  it. 

*  The  precipitate  is  collected  on  a  filter,  washed  with  water 
to  which  a  little  solution  of  sulphuretted  hydrogen  has  been 
added.  It  is  digested  with  the  help  of  heat  and  along  with 
the  filter  in  muriatic  acid,  the  whole  is  filtered,  and  the  oxyde 
of  zinc  is  precipitated  from  the  filtered  acid  liquor. 

*  The  solution  separated  from  the  sulphuret  of  zinc  is  treated 
by  sulphuric  acid  which  precipitates  the  baryta  contained 
therein,  and  it  is  then  heated  with  nitric  acid  in  order  to 
convert  the  protoxyde  of  iron  into  peroxyde,  filtered  in  order  to 
separate  the  stdphate  of  baryta,  and  the  peroxyde  of  iron  is 
then  precipitated  by  ammonia. 
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*  It  is  absolutely  necessary  to  follow  exactly  the  course 
which  has  just  been  traced^  and  also  to  take  care  that  the 
liquor  firom  which  the  oxyde  of  zinc  has  to  be  precipitated  by 
means  of  sulphuretted  hydrogen  should  contain  no  organic 
acids  except  acetic  acid^  otherwise  a  portion  of  oxyde  of  zinc 
would  escape  being  precipitated  in  the  state  of  sulphuret  of 
zinc  and  would  remain  in  solution  in  the  liquor  \ 


*  SEPAEATION   OF  OXYDE  OF  ZINC  FROM  PROTOXYDE  OF  IRON. 

"When  oxyde  of  zinc  and  protoxyde  of  iron  have  to  be 
separated  from  each  other^  the  operator  begins  by  converting 
the  latter  into  peroxyde  of  iron  by  heating  the  whole  with 
nitric  acid,  and  the  peroxyde  of  iron  may  subsequently  be 
separated  by  means  of  a  succinate  of  alkali  or  of  carbonate  of 
baiyta;  or  else  the  two  oxydes  are  converted  into  acetates, 
and  then  separated  by  means  of  sulphuretted  hydrogen  gas. 
The  transformation  of  the  two  bases  into  acetates  is  effected  in 
the  same  manner  as  that  which  has  been  expounded  just  now ; 
they  are  dissolved  in  sulphuric  acid,  and  the  sulphates  produced 
are  treated  by  acetate  of  baryta. 


SEPARATION   OF    OXYDE    OF   ZINC  FROM    PROTOXYDE   OF 

MANGANESE. 

Oxyde  of  zinc  may  be  separated  from  protoxyde  of  manganese 
by  pure  potash.  Even  when  a  large  excess  of  solution  of  potash 
\a  added  to  that  of  the  two  oxydes  and  the  whole  is  boDed  for  a 
long  time,  and  the  operator  filters  and  washes  most  carefully 
the  protoxyde  of  manganese,  which,  in  the  contact  of  the  air,  is 
partially  converted  into  sesquioxyde  of  manganese,  yet  a  small 
quantity  of  oxyde  of  zinc  remains  combined  with  the  manganese, 
and  cannot  be  removed  by  potash. 

*  The  best  way   of   effecting  the  separation  of  these  two 

*  The  sulpharet  of  zinc  precipitated  diould  have  a  pure  white  colour,  otherwise 
some  iron  is  present— En. 
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oxydes  consists  in  transforming  them  into  sulphates,  pouring 
&ee  acetic  acid  in  the  solution  and  passing  a  current  of  sid- 
phuretted  hydrogen  through  it.  The  zinc  alone  is  precipitated 
in  the  state  of  sulphuret,  whilst,  in  presence  of  acetic  acid,  the 
whole  of  the  protoxyde  of  manganese  remains  in  solution. 

*  It  is  necessary  that  the  liquor  should  contain  no  other 
organic  acids  than  acetic  acid.  If  the  two  oxydes  are  dissolved 
in  an  acid  of  whatever  kind,  but  which  can  be  expelled  by  sul- 
phuric acid,  the  latter  is  to  be  added  to  the  solution  and 
evaporated  to  dryness;  the  sulphates  thus  formed  are  then 
dissolved  and  acetate  of  baryta  and  free  acetic  acid  are  added 
to  the  liquor,  from  which  the  zinc  may  then  be  precipitated  in 
the  state  of  sulphuret  of  zinc  by  a  current  of  sulphuretted 
hydrogen.  The  whole  is  then  filtered,  and  the  protoxyde  of 
manganese  is  determined  in  the  filtered  liquor,  after  having 
removed  the  baryta  by  means  of  sulphuric  acid  *. 


SEPARATION    OF    OXTDE    OF   ZINC    FROM    ZIRCONIA,    THE     OXTDES 
OF    CERIUM,    YTTRIA,    THORINA,    AND    OLUCINA. 

Oxyde  of  zinc  may  be  separated  from  these  substances  by 
converting  them  into  sulphates,  adding  free  acetic  acid  to  the 
solution,  and  precipitating  the  zinc,  in  the  state  of  sulphuret, 
by  means  of  sulphuretted  hydrogen. 

SEPARATION    OP    OXYDE    OF    ZINC    FROM    ALUMINA. 

These  two  oxydes  may  be  separated  from  each  other  either 
by  dissolving  them  in  a  large  excess  of  potash,  and  precipitating 
the  zinc  from  the  solution,  in  the  state  of  sulphuret  of  zinc,  by 
a  current  of  sulphuretted  hydrogen ',  or  by  converting  them  into 

*  According  to  Richter,  oxydc  of  zinc  may  be  separated  from  protoxyde  of 
manganese  by  converting  them  into  nitrates,  calcining,  and  treating  the  residuum  by 
concentrated  acetic  acid,  which  dissolves  the  oxyde  of  zinc  only.  This  latter 
operation  must  be  performed  in  the  cold,  and  yields  good  results  even  when;  the 
quantity  of  the  manganese  is  very  small  compared  with  that  of  the  zinc— £d. 

That  is  to  say,  if  the  solution  contains  not  only  alumina  and  oxyde  of  anc,  but 
otlier  substances  Uke^-isc,  such  as  iron,  manganese,  &c.,  the  addition  of  potash   will 
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acetates,  and  treating  the  solution  [in  the  cold]  by  a  current  of 
sulphuretted  hydrogen^  which  precipitates  sulphuret  of  zinc. 
The  conversion  of  oxyde  of  zinc  and  of  alumina  into  sulphates, 
espedaUy  when  these  substances  have  been  ignited,  may  be 
accomplished  in  the  same  way  as  that  of  oxyde  of  zinc  and  of 
peroxyde  of  iron,  in  analogous  circumstances  \ 

*  There  is,  however,  a  native  combination  of  alumina  and 
oxyde  of  zinc,  called  Gahnite,  which  is  insoluble  in  acids.  This 
mineral  resists  also  the  action  of  carbonate  of  potash,  when 
submitted  to  fusion  with  this  substance.  It  cannot  be  rendered 
soluble  in  acids,  except  by  fusion  with  pure  potash,  or  by  strong 
ignition  with  carbonate  of  baryta.  The  treatment  of  this 
mineral  by  potash  is  the  same  as  that  of  silicious  compounds  by 
potash  or  baryta.  The  course  to  be  adopted  will  be  described 
farther  on,  when  we  come  to  speak  of  silicious  substances. 

SEPARATION    OF    OXYDE    OF    ZINC    FROM    MAGNESIA. 

Oxyde  of  zinc  is  separated  from  magnesia  in  the  same 
manner  as  protoxyde  of  manganese  is  separated  from  this  earth. 
Muriate  of  ammonia  is  added  to  the  solution  in  sufficient 
quantity  to  prevent  the  ammonia  which  is  subsequently  added 
from  precipitating  either  oxyde  of  zinc  or  magnesia ;  but  this 
need  not  be  done  when  the  liquor  is  acid,  because,  by  saturating 
it  with  ammonia,  enough  ammoniacal  salt  is  produced.  Hydro- 
sulphuret  of  ammonia  is  then  poured  in  the  solution,  in  order 
to  precipitate  the  zinc  in  the  state  of  sulphuret  of  zinc.  The 
liquor  filtered  from  this  precipitate  is  then  rendered  acid, 
heated,  and,  after  filtering  it  again,  the  magnesia  may  be 
separated. 

*  Magnesia  may  also  be  separated  from  oxyde  of  zinc  by 

precipitate  the  whole,  but  by  putting  a  large  excess  of  potash  and  boiling^  the  oxyde 
of  zdnc  and  alumina  only  will  be  redissolved,  and  must  be  separated  from  tlie  other 
insoluble  substances  by  filtering  and  washing,  from  which  solution  a  current  of 
sulphuretted  hydrogen  will  precipitate  the  zinc  as  described. — £d. 

1  Oxyde  of  zinc  ma>  also  be  sepai'ated  from  alumina  by  cyanide  of  potassium, 
which  precipitates  tlio  latter  in  the  state  of  hydrate  of  alumina,  insoluble  in  an 
excess  of  the  reagent. — Ed. 
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means  of  sulphuretted  hydrogen,  after  having  previously  con- 
verted the  two  bases  into  acetates.  The  course  to  be  followed 
is  the  same  as  we  have  described  for  separating  oxyde  of  zinc 
from  protoxyde  of  manganese  from  their  acetic  acid  solutions^ 
by  sulphuretted  hydrogen  '  (page  121). 

SEPARATION    OF    OXYDE    OF   ZINC    FROM    LIME. 

Oxyde  of  zinc  may  be  separated  from  lime  in  the  same 
manner  as  for  separating  lime  fi*om  magnesia.  The  solution  is 
to  be  rendered  ammoniacal,  and  the  lime  is  precipitated  there- 
from by  oxalate  of  ammonia.  The  oxalate  of  zinc  is  not  preci- 
pitated^ because  the  ammonia  retains  it  in  solution.  Carbonate 
of  potash  is  then  poured  in  the  liquor  filtered  from  the  oxalate 
of  lime  produced,  and  evaporated  to  dryness  by  a  strong  heat : 
carbonate  of  zinc  is  thus  obtained. 

Lime  might  also  be  separated  from  oxyde  of  zinc  by  pouring 
ammonia  in  the  solution  of  these  two  substances,  and  subse- 
quently adding  hydrosulphuret  of  ammonia  to  the  liquor,  by 
which  means  the  zinc  is  precipitated  in  the  state  of  snlphuret 
of  zinc.  The  precipitate  thus  formed  should  then  be  filtered  as 
rapidly  as  possible  out  of  the  contact  of  the  air,  in  order  to 
avoid  its  being  contaminated  by  carbonate  of  lime ;  and  as  time 
cannot  be  allowed  for  the  snlphuret  of  zinc  to  be  deposited,  it 
should  be  precipitated  in  a  flask  capable  of  being  corked  up, 
in  order  to  prevent  the  access  of  the  atmospheric  air.  The 
snlphuret  produced  is  then  allowed  to  settle  before  filtering. 
The  liquor  filtered  therefirom  is  rendered  acid  and  heated  j  it  is 
then  filtered  again,  and  the  lime  is  precipitated  from  it  in  the 
usual  way. 


1  According  to  Dr.  Frcsenius  and  Haidlen,  oxyde  of  zinc  may  also  be  aepaxmted 
from  magnesia  by  means  of  carbonate  of  potash  or  of  soda.  Cyanide  of  potassium 
is  then  added  in  sufficient  quantity  to  redissolre  the  zinc.  The  mixture  is  erapo- 
rated  to  dryness,  more  carbonate  of  alkali  is  added,  the  whole  is  again  evaporated 
to  dryness,  and  the  dry  residuum  is  treated  by  ipi-ater,  which  dissolves  the  zinc  in 
the  state  of  double  cyanide  of  zinc  and  of  potash,  whilst  the  magnesia  remains 
insoluble. — Ed. 
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When  the  lime  and  oxyde  of  zinc  can  be  converted  into 
acetates^  they  may  be  separated  from  the  acetic  acid  solution 
by  sulphuretted  hydrogen,  which  precipitates  the  zinc  in  the 
state  of  sulphuret.  The  conversion  of  the  two  oxydes  into 
acetates  is  eflfected  by  precipitating  them  by  a  carbonate  of 
alkali  in  the  state  of  carbonates,  which  may  then  be  dissolved 
by  acetic  acid.* 

SEPARATION    OF    OXYDE    OF    ZINC    FROM    STRONTIA. 

Strontia  may  be  separated  from  oxyde  of  zinc  in  the  same 
manner  as  lime,  yet  only  one  of  the  two  methods  mentioned 
should  be  resorted  to,  that  by  oxalate  of  ammonia  is  inapplicable.' 


SEPARATION    OF    OXYDE    OF    ZINC    FROM    BARYTA. 

Baryta  is  separated  from  oxyde  of  zinc  by  means  of  sulphuric 
acid,  which  precipitates  the  baryta.  The  liquor  is  filtered,  and 
the  zinc  is  then  separated  from  it  in  the  usual  way  \ 


SEPARATION   OF    OXYDE    OF    ZINC    FROM    THE    ALKALIES. 

Oxyde  of  zinc  is  separated  from  the  fixed  alkalies  as  follows  : 
The  solution  is  first  rendered  ammoniacal,  and  the  zinc  is 
precipitated  in  the  state  of  ^phuret  of  zinc  by  means  of 
hydrosulphuret  of  ammonia.  The  filtered  liquor  is  then  rendered 
acid,  heated,  filtered,  evaporated  to  dryness,  and  the  dry  residuum 
is  ignited ;  the  alkalies  remain  combined  with  the  acid  to  which 
they  were  united  before  their  separation,  provided  always  that 

1  According  to  Messrs.  Fresenius  and  Haidlen,  oxyde  of  zinc  may  be  separated 
from  Ume,  baryta,  and  strontia,  by  C3ramde  of  potassium,  as  mentioned  in  the  note 
before  {Annal.  der  Chem'undJ*harm,  Bd.  xliii.  hef.  2),  that  is  to  say,  a  slight  excess 
of  carbonate  of  potash  is  added  to  the  solution,  then  cyanide  of  potassium,  and  the 
whole  is  heated  ;  the  earthy  carbonates  remain  insoluble,  whilst  the  carbonate  of 
ranc  is  thereby  dissolved  with  the  greatest  case.  The  whole  is  filtered,  and  the 
filtrate,  to  which  muriatic  acid  is  added,  is  boiled,  adding  gradually  some  nitric 
acid  untQ  all  the  hydrocyanic  acid  is  eliminated.  The  zinc  is  afterwards  precipitated 
by  means  of  carbonate  of  soda,  with  the  usual  precautions. — En. 
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the   salt  of  which  they  consist  is  not   one   capable  of  being 
decomposed  by  heat. 

*  When  the  alkalies  and  oxyde  of  zinc  can  be  converted 
into  acetates^  a  current  of  sulphuretted  hydrogen  is  then  passed 
in  the  solution  of  these  acetates^  by  which  means  the  zinc  is 
preci[)itated  in  the  state  of  sidphuret  of  zinc. 
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CHAPTER    XVII. 

COBALT. 


DETERMINATION  OF  COBALT  AND  OXYDE  OF  COBALT. 

Solution  of  pure  potash  is  the  best  reagent  for  precipitating 
oxyde  of  cobalt  from  its  solutions.  The  precipitate  is  bulky,  and 
consists  of  a  basic  salt,  haying  a  blue  colour,  which  in  the  course 
of  a  short  time  becomes  green.  It  is  adyisable  to  precipitate  the 
oxyde  whilst  hot,  or  else  to  apply  a  gentle  heat  after  the  preci- 
pitation ;  tbe  colour  of  the  precipitate  is  thereby  changed,  and 
becomes  of  a  dirty  pink  colour  by  a  prolonged  ebullition.  The 
hydrate  of  cobalt  is  then  pure.  This  precipitate  is  difficult  to 
wash,  and  on  that  account  it  is  best  to  use  hot  water.  After 
washing,  it  is  dried  and  ignited,  which  renders  it  black,  and  then 
weighed. 

Yet  when  this  method  is  adopted,  it  is  impossible  to  determine 
the  quantity  of  the  oxyde  of  cobalt  in  an  exact  manner,  especially 
if  at  all  considerable.  After  having  several  times  ignited  the 
oxyde,  diflTerent  weights  are  obtained  each  time,  and  the  quantity 
of  oxyde  is  always  found  greater  than  it  should  be.  The  reason 
of  this  discrepancy  is,  that  during  the  ignition,  or  rather  during 
the  cooling  of  the  mass,  it  passes  into  a  higlicr  state  of  oxydisa- 
tion,  which  obstacle  cannot  be  avoided,  even  by  cooling  it  rapidly 
in  a  covered  crucible. 

In  order,  therefore,  to  determine  with  precision  the  quantity 
of  cobalt  contained  in  the  ignited  oxyde,  the  best  is  to  weigh  a 
certain  quantity,  to  convert  it  into  cobalt  by  means  of  hydrogen 
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gas^  and  to  calculate  from  the  weight  of  the  metal  the  total 
quantity  of  the  oxyde.  The  reduction  is  effected  very  easily  in 
the  following  manner : — ^The  flask  contains  zinc  and  water^  and 
sulphuric  add  is  poured  into  it  through  the  funnel  b,  in  order  to 


produce  a  slow  current  o£hydrogengas.  The  hydrogen  gas  escapes 
through  a  glass  tube  bent  at  right  angle^  and  provided  with  two 
bulbs  c  c  into  which  the  greatest  portion  of  the  moisture  of  the 
gas  condenses ;  in  order,  however,  to  dry  it  completely,  it  passes 
through  another  glass  tube  d,  filled  with  chloride  of  calcium,  and 
thence  into  the  glass  bulb  g,  containing  the  oxyde  of  cobalt; 
on  each  side  of  this  bulb,  which  must  be  made  of  strong  and 
difficultly  fusible  glass,  two  tubes  of  glass  are  soldered.  This 
bulb  g,  is  first  weighed  empty,  and  then  after  having  introduced 
the  oxyde  and  cleaned  the  tubes  with  the  feather  of  a  pen,  in 
order  to  remove  the  particles  which  might  have  adhered  to  them, 
it  is  weighed  again,  in  order  to  know  the  exact  weight  of  the 
oxyde  operated  upon.  The  various  parts  of  the  apparatus  are 
connected  by  tubes  of  Indian-rubber. 

When  the  whole  apparatus  is  filled  with  hydrogen,  the 
operator  begins  by  gently  heating  the  bulb  containing  the 
oxyde  of  cobalt  \  The  heat  is  then  gradually  increased  imtil 
the  bulb  becomes  red  hot.     A  strong  red  heat  is  absolutely 

*  Care  must  be  taken  that  the  apparatus  is  quite  filled  with  hydrogen  gas  before 
beginning  to  apply  heat  to  the  bulb,  else  an  explosion  may  take  place.  This  disen- 
gagement of  hydrogen  should,  therefore,  proceed  for  some  time  ;  or  it  is  better  still 
to  receive  the  gas  which  is  disengaging  into  a  tube  closed  at  one  end,  suspended  over 
the  exit  tube,  and  to  test  whether  this  tube,  closed  at  one  end,  is  fiUed  with  hydrogen 
gas,  by  bringing  a  lighted  paper  to  its  orifice. — Ed. 
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necessary,  because,  unless  this  is  attended  to,  the  cobalt  reduced 
would  become  pyrophoric  and  therefore  would  spontaneously 
inflame  in  contact  with  the  air.  Water  is  produced,  a  portion 
of  which  escapes  with  the  excess  of  the  hydrogen,  but  another 
portion  condenses  into  small  drops  in  the  tube  next  after  the 
bulb  g,  from  which  it  is  expelled  by  means  of  a  small  spirit* 
lamp.  When  water  ceases  to  be  produced,  it  is  a  sign  that  the 
whole  of  the  oxyde  of  cobalt  is  converted  into  metal ;  the  heat 
is  then  withdrawn  from  the  bulb,  but  the  current  of  the  hydrogen 
gas  continues  to  be  passed  upon  the  regulus  whilst  cooling. 

*  After  complete  cooling,  the  bulb  g  is  weighed,  with  the 
reduced  cobalt.  Before  weighing  it,  the  bulb  must  be  held  as 
much  incUned  as  possible  without  spilling  the  metal  which  it 
contains.  This  bulb,  before  the  reduction  of  the  oxyde,  was 
full  of  atmospheric  air,  but  after  the  reduction  it  contains 
hydrogen  gas  which  would  render  it  lighter  were  not  this  gas 
to  be  replaced  by  atmospheric  air,  The  weight  indicates  the 
quantity  of  the  metal  existing  in  that  of  the  oxyde  operated 
upon,  the  difference  between  the  two  last  weighings  shows  the 
quantity  of  the  oxygen  contained  in  the  oxyde  of  cobalt.  From 
the  weight  of  the  metal  and  of  the  oxygen  the  quantity  of  both 
in  the  whole  mass  of  the  oxyde,  which  could  not  be  submitted 
to  the  reductive  process,  is  calculated.  If  the  cobalt  was  in  the 
state  of  oxyde  in  the  substance  analysed,  its  quantity  is  calcu- 
lated from  that  of  the  metal  obtained. 

When  the  oxyde  of  cobalt  submitted  to  the  reductive  process 
has  not  been  well  washed  and  contains  foreign  substances, 
such,  for  example,  as  alumina,  the  metal  reduced  is  pyrophoric, 
and  inflames  spontaneously  however  strongly  it  may  have  been 
ignited  ^ 

A  solution  of  carbonate  of  potash,  even  when  boiled  with 
solutions  of  oxyde  of  cobalt  free  from  ammoniacal  salts,  does 
not  completely  precipitate  the  oxyde  of  cobalt  therefrom  as  is 
the  case  with  pure  potash ;  but  when  proper  care  is  taken,  this 

1  The  reduced  oxyde  of  cobalt  most  always  be  strongly  ignited,  otherwise  it  will 
catch  fire  on  coming  in  contact  with  the  air,  however  pure  it  may  be. — £d. 
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latter  reagent  precipitates  the  oxyde  of  cobalt  so  completely 
that  hydrosulphuret  of  ammonia  fails  in  showing  the  slightest 
trace  of  it  in  the  filtered  liquid. 

If  the  liquor  from  which  oxyde  of  cobalt  has  to  be  precipitated, 
contains  any  free  ammonia,  or  salts  of  ammonia,  the  oxyde 
cannot  be  precipitated  by  potash.  It  is  true,  that  the  solution 
may  be  mixed  with  a  sufficient  quantity  of  carbonate  of  potash 
and  that  the  salts  of  ammonia  may  then  be  gradually  destroyed 
by  evaporating  the  liquor,  but  this  method,  especially  when  the 
ammoniacal  salts  are  abundant,  is  somewhat  complicated,  and 
does  not  give  accurate  results,  even  though  the  liquor  be  evapo- 
rated to  dryness,  for  oxyde  of  cobalt  is  not  completely  precipi- 
tated by  the  carbonate  of  alkalies,  and,  by  evaporation  to 
dryness,  it  is  converted  into  peroxyde  of  cobalt  {suroxyde  de 
cobalt). 

It  is  therefore  preferable,  and  more  expeditious  in  such  cases 
to  precipitate  the  oxyde  of.  cobalt  in  the  state  of  sulphuret  by 
means  of  hydrosulphuret  of  ammonia.  The  solution  of  the 
oxyde  must  be  neutral,  it  may  also  be  rendered  ammoniacal,  for 
sulphuret  of  cobalt  is  completely  insoluble  in  the  free  alkalies  \ 
Sulphuret  of  cobalt  forms  a  black  precipitate,  which  is  less 
voluminous  than  that  of  sulphuret  of  iron,  and  does  not  oxydise 
so  easily  in  contact  with  the  air.  The  water  used  to  wash  it 
must  contain  a  little  hydrosulphuret  of  ammonia,  which  is  pre- 
ferable to  pure  water. 

The  quantity  of  cobalt  contained  in  the  sulphuret  of  cobalt, 
^lay  be  determined  as  follows: — ^The  sulphuret  of  cobalt  is 
scraped  as  well  as  possible  firom  the  filtering  paper,  and  put, 
whilst  still  moist,  in  a  glass.  The  filter  is  burnt  upon  the  cover 
of  a  platinum  or  porcelain  crucible,  and  the  ashes  are  put  in  the 
glass  along  with  the  precipitated  sulphiuret.  The  sulphuret  is 
then  digested,  with  the  help  of  heat,  into  nitric  acid,  or  aqua 
regia,  until  all  the  cobalt  has  dissolved,  and  nothing  remains 

^  HuliOiurvi  of  cobalt  U  likewiM  insokible  in  solphiirets  of  Alkalies  ;  exposure  to 
t)«ii  Atr  HraauaU^  conv«H9  it,  if  in  the  moiat  ttate,  into  sulphate  of  protoxide  of 
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but  flmlphar  of  a  very  pure  yellow  colour.  Muriatic  acid  alone 
cannot  decompose  sulphuret  of  cobalt.  The  solution  is  then 
diluted  with  water,  filtered,  and  the  residuum  is  washed,  the 
ozyde  of  potash  is  then  precipitated  by  solution  of  potash.  The 
ozyde  thus  obtained  is  ignited  and  weighed.  Part  of  it  is  to  be 
reduced  by  means  of  hydrogen  gas,  and  from  the  quantity  of 
the  metal  obtained,  that  of  this  same  metal  in  the  precipitate 
of  oxyde  of  cobalt  is  determined. 

*  The  filter  should  not  be  digested  with  the  sulphuret  of 
cobalt  in  the  nitric  acid  or  aqua  regia,  because  these  acids  react 
on  the  paper,  and  would  thus  introduce  a  sufiicient  quantity  of 
oi^anic  matter  in  the  solution  to  impede  the  complete  precipi- 
tation of  the  oxyde  of  cobalt  by  potash. 


DBTBBMINATION    OV    PEROXYDE    OF    COBALT     (SESQUIOXYDE     OF 

cobalt)   [auroxyde  de  cobaW], 

Peroxyde  of  cobalt  is  reduced,  like  the  protoxyde,  into 
metallic  cobalt,  when  exposed  at  a  high  temperature  to  a  cur- 
rent of  hydrogen  gas.  If  mixed  with  the  other  oxydes,  from 
which  it  cannot  be  separated,  except  when  in  solution,  the 
substance  must  be  dissolved  in  muriatic  acid.  By  heating  it  for 
a  long  time  with  this  acid,  the  peroxyde  {sesquioxyde)  of  cobalt 
becomes  converted  into  chloride  of  cobalt  under  disengagement 
of  chlorine.  The  oxyde  of  cobalt  is  afterwards  precipitated  from 
the  solution  by  means  of  solution  of  potash. 

*  The  separation  of  oxyde  of  cobalt  from  other  substances,  is 
ciften  attended  with  i^umerous  difficulties,  and  there  are  several 
substances  from  which  it  cannot  be  separated  with  much 
precision. 

*  In  order  to  determine  the  composition  of  peroxyde  of  cobalt, 
Winkelblech  employs  oxalic  acid,  which  is  a  pre-eminently 
▼ahiable  reagent  for  the  analysis  of  peroxydes  in  general. 
Peroxyde  of  cobalt  is  converted  by  it  into  oxalate  of  cobalt, 
which  is  not  very  hygroscopic.  It  is  necessary,  however,  that 
the  peroxyde  should  be  reduced  into  very  fine  powder.  (Oxalate 
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of  cobalt  contains  2  atoms  of  water,  and  40*9  per  cent  of  pro- 
toxyde  of  cobalt)  [sesquioxyde] . 

SEPARATION  OF  OXYDE  OF  COBALT  FROM  OXTDB  OF  ZINC. 

Oxyde  of  cobalt  cannot  be  separated  from  oxyde  of  zinc  by 
solution  of  pure  potash,  even  by  boiling  the  two  oxydes  in  a 
large  excess  of  this  reagent.  Oxyde  of  zinc  is  indeed  dis- 
solved by  this  treatment,  but  the  oxyde  of  cobalt  which  remains 
undissolved,  always  retains  a  great  quantity  of  the  oxyde  of  zinc 
which  cannot  be  taken  up  by  any  excess  of  potash  whatever. 

*  The  best  method  of  separating  the  two  oxydes  from  each 
other,  consists  in  converting  them  both  into  acetates  from  the 
solution  of  which  the  zinc  may  be  precipitated  in  the  state  of 
sulphuret  by  means  of  sulphuretted  hydrogen.  The  oxyde  of 
cobalt  remains  in  solution,  provided  the  solution  contains  a 
sufficient  quantity  of  free  acetic  acid,  for  sulphuretted  hydrogen 
precipitates  cobalt  completely  in  the  state  of  sulphuret  of  cobalt, 
from  a  neutral  solution  of  acetate  of  cobalt.  It  is  necessary  that 
the  solution  should  contain  no  other  acid  than  acetic  acid, 
because,  in  presence  of  an  inorganic  acid,  zinc  is  not  precipi- 
tated completely  by  sulphuretted  hydrogen. 

*  The  best  way  of  converting  the  two  oxydes  into  acetates,  is 
the  same  as  I  have  indicated,  (page  120),  whilst  treating  of  the 
means  of  separating  oxyde  of  zinc  from  protoxyde  of  manganese. 

*  [Berzelius  recommends  the  following  method,  as  being  very 
accurate;  it  is  employed  by  him  for  separating  completely 
oxyde  of  zinc  from  oxyde  of  cobalt,  and  oxyde  of  nickel.  This 
method  can,  of  course,  be  resorted  to  for  separating  oxyde  of 
zinc,  when  mixed  with  only  one  of  these  oxydes  : — 

After  having  separated  the  greatest  portion  of  the  oxyde  of 
zinc  by  boiling  the  mixture  with  a  solution  of  caustic  potash, 
the  residuum  is  washed  with  cold  water,  and  then  with  boiling 
water,  until  all  the  potash  is  removed.  The  oxyde  is  heated  to 
redness,  and  weighed.  It  is  then  intimately  mixed  in  a  platinum 
crucible,  with  pulverised  sugar.     [Such  as  will  leave  no  ashes 
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after  ignition.]  (Berzelins  advises  the  operator  to  take  the 
ciystak  of  sugar  deposited  from  an  alcoholic  solution ;  but  the 
sugar-candy  of  commerce^  when  chosen  in  perfectly  defined  and 
colourless  crystals^  leaves  no  appreciable  trace  of  ashes.) 

*  The  sugar  is  carefully  carbonised ;  the  porcelain  crucible 
with  the  cover  on^  is  put  in  a  hessian  crucible^  and  the  space 
between  the  two  crucibles  is  filled  up  with  caustic  magnesia^  the 
latter  crucible^  also  covered  over^  is  exposed  for  one  hour  in  a 
wind  furnace  to  the  strongest  heat  possible.  The  oxydes  are 
reduced  by  this  treatment;  the  cobalt  and  the  nickel  remain 
in  the  state  of  carburets^  and  the  zinc  volatilises  completely. 
The  two  metals  left  behind  are  dissolved  in  nitric  acid^  and  the 
solntion  is  evaporated  to  dryness  in  the  water-bath  in  a  coun- 
terpoised platinum  crucible^  the  residuum  is  ignited  to  bright 
redness^  and  the  oxyde  is  weighed.  The  loss  of  weight  indicates 
the  quantity  of  oxyde  of  zinc  expelled. 

*  One  of  the  principal  conditions  of  success  in  this  experiment 
is,  that  the  mixture  of  the  oxydes  be  perfectly  washed  before 
being  ignited,  for,  if  it  still  contains  potash,  the  latter  acts  upon 
the  porcelain  crucible ;  it  is  advisable  to  test  by  boiling  water, 
whether  the  oxydes,  after  having  been  ignited,  and  before  being 
mixed  with  sugar,  contain  potash,  because,  should  any  be  left, 
it  might,  as  yet,  be  eliminated  by  a  renewed  washing. 

*  It  is  probable  that  unglazed  porcelain  crucibles  only  can  be 
used  for  the  reduction  of  these  oxydes,  because  the  glazing  of 
the  porcelain  would  ftise  at  the  high  temperature  which  it  is 
necessary  to  give  to  the  mixture  in  order  to  volatilise  the  zinc 
completely.* 

I 

*  M,  UUgren  proposed  another  method,  which  is  as  follows : — 
The  solution  of  the  oxydes  of  zinc,  of  cobalt,   and  of  nickel, 

'  For  BeparKting  protoxide  of  manganese  from  oxyde  of  zinc  in  a  liquor  which 
contains  a  large  proportion  of  sal  ammoniac,  M.  Otto  adds  ammonia,  which  produces 
no  precipitate,  and  he  then  passes  a  stream  of  sulphuretted  hydrogen,  which  preci- 
pitates both  metals  in  the  state  of  sulphurets,  to  which  acetic  acid  being  added, 
the  solphuret  of  manganese  is  thereby  dissolved,  whilst  the  sulphuret  of  zinc  is 
left  in  an  insoluble  state. — Ed. 


h  l^^jfrttftt^  by  mf^miUli^  ^  m^,  imring  prmoiuij 
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8BPABATI0N  OF  OXYDS  OF  COBALT  FBOM  PEBOXTDE  OF  IBON. 

The  separation  of  oxyde  of  cobalt  from  peroxyde  of  iron^  is 
effected  by  the  same  processes  employed  for  separating  peroxyde 
of  iron  from  protoxyde  of  manganese.  To  the  solution  of  the  two 
oxydes^  especially  if  the  amount  of  the  peroxyde  of  iron  is  small^ 
muriate  of  ammonia  is  added,  which,  if  in  sufficient  quantity, 
prevents  the  oxyde  of  cobalt  from  being  precipitated  by  ammonia. 
If  the  solution  is  very  add,  the  addition  of  muriate  of  ammonia 
may  be  dispensed  with.  The  liquor  is  then  saturated  with 
ammonia,  observing  the  same  precautions  as  have  been  described, 
(page  87),  after  which,  the  peroxyde  of  iron  may  be  precipitated 
by  means  of  a  neutral  succinate  of  alkali,  and  the  precipitated 
persuocinate  of  iron  is  treated  as  we  said  before.  The  quantity 
of  the  oxyde  of  cobalt  contained  in  the  liquor  filtered  from  the 
persucdnate  of  iron,  is  determined  by  means  of  hydrosulphuret 
of  ammonia,  which  precipitates  it  in  the  state  of  sulphuret  of 
cobalt,  which  is  then  treated  as  we  said  before. 

The  two  oxydes  may  often  be  separated  by  ammonia  only, 
but  in  that  case,  a  very  large  proportion  of  muriate  of  ammonia 
must  be  added  to  the  liquor,  which,  however,  may  be  dispensed 
with,  if  the  liquor  be  very  acid.  This  method  of  predpitating 
the  peroxyde  of  iron  by  ammonia,  instead  of  sucdnate  of 
ammonia,  and  of  thus  separating  it  from  oxyde  of  cobalt,  is 
espedally  applicable  when  its  quantity  is  very  feeble  compared 
to  that  of  the  latter ;  but  it  is  far  from  being  as  accurate  as  the 
other  method. 

*  Neither  of  the  two  methods  yields  peroxyde  of  iron  perfectly 
free  fi^m  all  traces  of  oxyde  of  cobalt,  the  presence  of  which 
may  be  demonstrated  by  the  blowpipe. 

*  The  method  of  separating  oxyde  of  cobalt,  and  peroxyde  of 
iron,  by  carbonate  of  baryta^  is  less  "applicable  than  when  the 
matter  is  to  separate  peroxyde  of  iron  from  other  oxydes.  When 
the  solution  of  the  two  oxydes  is  treated  in  the  cold  by  an 
excess  of  carbonate  of  baryta,  some  oxyde  of  cobalt  is  predpitated 
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along  with  the  perozyde  of  iron,  in  too  large  quantity  to  be 
neglected  even  in  such  analyses  as  do  not  require  a  high  degree 
of  precision. 

*  Scherer  indicated  a  method  of  separating  oxyde  of  oobak 
from  peroxyde  of  iron,  which  is  grounded  upon  this ;  that  the 
neutral  or  basic  persalts  of  iron  are  precipitated  firom  their 
solutions  by  heat  or  ebullition,  a  property  which  had  before  him 
been  turned  to  account  by  Herschel.  This  method  consists  in 
dissolving  the  two  oxydes  in  sulphuric  acid,  or  in  muriatic  acid, 
or  in  a  mixture  of  the  two  acids.  The  presence  of  nitric  add 
must  be  avoided.  Solution  of  hydrate  of  potash  is  then  added, 
taking  care  to  stir  at  the  same  time,  until  it  has  only  a  feeble 
acid  reaction  upon  litmus  paper.  In  order  not  to  go  beyond 
this,  a  dilute  solution  of  potash  is  used  towards  the  end.  If  too 
much  alkali  were  poured  in,  so  that  the  liquor  should  not  have 
an  acid  reaction,  a  sufficient  quantity  of  acid  should  be  added 
to  restore,  after  stirring  well,  the  acid  reaction ;  but  the  quantity 
of  the  acid  should  not  be  great  enough  to  redissolve  all  the 
precipitate. 

*  By  this  partial  saturation,  the  irou  is  precipitated  in  the 
state  of  a  basic  salt.  The  feeble  acid  reaction  serves  the  purpose 
of  showing  that  all  the  peroxyde  of  iron  is  not  precipitated,  since 
the  neutral  sulphate  and  the  chloride  of  cobalt  have  no  reaction 
upon  litmus  paper.  If  the  saturation  has  been  managed  as  I 
have  said,  the  solution  contains  only  a  small  quantity  of  peroxyde 
of  irou,  whilst  not  a  single  atom  of  oxyde  of  cobalt  has  as  yet 
been  precipitated.  The  solution  is  diluted  with  water,  and  it 
is  boiled  along  with  the  precipitate  which  has  been  already 
produced.  The  boiling  needs  not  be  continued  for  a  long  time, 
for  as  soon  as  it  begins,  the  last  traces  of  iron  are  precipitated  in 
the  state  of  basic  salt.  The  hot  solution  is  filtered,  and  the 
basic  salt  of  iron  is  washed  with  boiling  water.  The  oxyde  of 
cobalt  is  precipitated  from  the  filtered  liquor  by  means  of 
hydrate  of  potash  in  the  usual  way. 

^  In  order  to  determine  the  peroxyde  of  iron  as  such,  it  is  to 
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be  drenched  with  ammonia  whilst  on  the  filter,  owing  to  which, 
after  washing,  it  is  completely  free  from  acid. 

*  The  presence  of  nitric  acid  must  be  avoided  in  this  process, 
because  the  basic  nitrate  of  iron  [nitrate  ferrique)  is  more  soluble 
than  the  other  basic  persalts  of  iron. 

*  The  separation  of  the  oxydes  may  also  be  effected  by  means 
of  ammonia;  yet  it  is  impossible,  in  presence  of  ammonia,  to 
employ  a  solution  of  hydrate  of  potash  for  the  purpose  of  sepa- 
rating oxyde  of  cobalt  from  the  filtered  liquor. 

SBPARATION  OF  OXYDE  OF  COBALT  FROM  PROTOXYDB  OF  IRON. 

When  protoxyde  of  iron  has  to  be  separated  from  oxyde  of 
cobalt,  the  former  should  first  be  converted  into  peroxyde  of 
iron  either  by  nitric  acid,  or  by  a  current  of  chlorine  gas,  if 
the  solutions  are  acid  and  dilute. 


SEPARATION    OF    OXYDE    OF    COBALT    FROM    PROTOXYDE    OF 

MANGANESE. 

It  is  very  difficult  to  separate  oxyde  of  cobalt  from  protoxyde 
of  manganese.  It  can  be  done  only  by  converting  the  two 
oxydes  into  metallic  chlorides,  and  treating  them  in  that  state 
by  hydrogen  gas,  by  which  the  chloride  of  cobalt  is  reduced 
into  metallic  cobalt  under  disengagement  of  muriatic  acid  gas, 
whilst  the  protochloride  of  manganese  remains  unaltered. 

The  two  oxydes  are  first  precipitated  together,  which  may  be 
done  by  means  of  a  solution  of  pure  potash^  if  the  liquor  contains 
no  ammonia  or  ammoniacal  salts.  When  it  contains  these 
substances,  an  excess  of  carbonate  of  potash  must  be  poured  in 
the  solution,  and  the  whole  evaporated  to  dryness.  It  may  also 
be  done,  and  better,  by  precipitating  the  two  oxydes  from  the 
neutral  or  ammoniacal  liquor  by  means  of  hydrosulphuret  of 
ammonia,  and  decomposing  the  sulphurets  produced  by  means 
of  nitric  acid,  from  which  nitric  acid  solution  the  two  oxydes  may 
then  be  precipitated  by  pouring  a  solution  of  potash  therein. 
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The  oxydes  are  washed,  ignited,  and  weighed,  a  convenient 
quantity  thereof  is  then  introduced  in  a  glass  bulb,  to  which  a 
glass  tube  has  been  soldered  on  each  side,  and  whilst  the  bulb  is 
heated  a  current  of  muriatic  acid  gas  is  passed  over  them  in 
order  to  convert  them  into  metallic  chlorides.  The  muriatic 
acid  is  disengaged  from  a  flask  similar  to  that  represented  (page 
128),  with  this  difference,  that  chloride  of  sodium  is  introduced 
in  the  flask  a,  and  the  sulphuric  add  is  poured  gradually  in  the 
funnel,  so  as  to  fall  only  in  drops  in  the  flask,  otherwise  the  dis- 
engagement of  muriatic  acid  gas  might  proceed  too  violently, 
and  determine  the  formation  of  a  froth  which  might  pass  over 
into  the  tube.  The  fnnnel  should  be  bent  in  order  to  prevent 
the  escape  of  the  gas  that  way. 


The  gas  is  dried  by  passing  it  through  the  glass  tube  d,  frdl 
of  chloride  of  calcium,  whence  it  passes  over  the  oxydes  con- 
tained in  the  bulb  g,  heated  with  a  spirit-lamp,  in  order  to 
convert  them  into  metallic  chlorides.  But  a  long  time  is  required 
for  their  complete  conversion,  wherefore  it  would  be  much  more 
advantageous  to  effect  this  by  dissolving  the  oxydes  in  muriatic 
acid,  but  it  is  not  possible  to  introduce  an  exact  quantity  of  such 
chlorides  into  a  glass  bulb. 

When  the  conversion  of  the  oxydes  into  metallic  chlorides  is 
accomplished,  the  flask  a  is  replaced  by  another  containing  zinc 
andsulphuric  acid,for  the  purpose  of  disengaging  hydrogen,  which 
gas  passes  over  the  chlorides  in  the  bulb  which  must  be  strongly 
heated  in  the  mean  time.  The  current  must  be  stopped  only 
when  nearly  all  disengagement  of  muriatic  gas  has  ceased.  We 
say  nearly  all,  because,  even  after  the  complete  reduction  of  the 
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chloride  of  cobalt,  extremely  minute  traces  of  muriatic  acid 
contiiiQe  to  be  exhaled  from  the  protochloride  of  manganese 
which  are  not  reduced  by  hydrogen  gas,  but  which  attack 
glass  under  the  influence  of  a  strong  heat.  Consequently  as 
soon  as  only  an  almost  imperceptible  cloud  is  formed  by  hold- 
ing a  glass  rod  moistened  with  ammonia  at  the  extremity  of 
the  apparatus,  the  bulb  is  allowed  to  cool,  yet  continuing 
the  disengagement  of  hydrogen  gas  until  the  bulb  has  become 
quite  cold. 

When  this  has  taken  place,  the  bulb  is  put  in  water,  which 
dissolves  the  protochloride  of  manganese  and  leaves  the  metallic 
cobalt  in  a  state  of  extreme  division.  Yet  the  protochloride  of 
manganese  does  not  completely  dissolve ;  brown  flocks  of  it 
remain  in  the  solution,  which  augment  when  it  is  left  exposed 
for  a  long  time  to  the  atmospheric  air;  but  a  few  drops  of  muriatic 
add  are  sufficient  to  dissolve  them.  As  they  remain  suspended 
in  the  liquid  longer  than  the  metallic  cobalt,  they  may  be 
decanted  with  the  solution  of  the  protochloride  of  manganese;  or 
water  previously  rendered  slightly  acid  by  means  of  a  few  drops 
of  very  dilute  muriatic  acid  is  poured  upon  the  cobalt ;  this 
water  dissolves  completely  the  traces  of  manganese  which  might 
stiU  remain,  but  does  not  attack  the  cobalt;  it  is  promptly 
decanted,  and  the  metal  is  again  washed,  but  with  pure  water. 
It  may  then  be  collected  upon  a  weighed  filter  and  rapidly  dried 
at  a  moderate  heat  and  again  weighed.  For  the  sake  of  greater 
certainty,  a  portion  is  weighed  and  heated  in  hydrogen  gas  as  was 
said  (page  128).  The  solution  of  protochloride  of  manganese 
is  then  treated  by  carbonate  of  potash,  as  we  said  before 
(page  69),  which  produces  a  precipitate  of  carbonate  of  man- 
ganese {carbonate  manganetuv). 

Dobereiner  gives  the  following  method  of  separating  cobalt 
from  manganese.  The  two  metals  are  converted  into  chlorides 
which  are  to  be  dissolved  in  anhydrous  alcohol  to  which  saturated 
solution  fifteen  or  twenty  times  its  volume  of  ether  are  added  for 
the  purpose  of  precipitating  the  chloride  of  manganese  in  the  state 
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of  a  powder^  whilst  that  of  cobalt  remains  in  solution ;  the  blue 
supernatant  liquor  is  decanted^  and  the  pulverulent  precipitate 
left  at  the  bottom  is  dissolved  in  the  smallest  possible  quantity 
of  anhydrous  alcohol,  and  the  solution  is  again  mixed  with  a 
large  proportion  of  ether.  In  this  way  all  the  adhering  chloride 
of  cobalt  is  dissolved,  and  after  repeating  the  process  two  or 
three  times  the  chloride  of  manganese  remains  pure.  It  is 
necessary  to  employ  ether  free  from  alcohol  for  precipitating  the 
chloride  of  manganese,  and  always  to  leave  the  mixture  at  rest 
for  six  or  twelve  hours  before  separating  the  liquor  containing 
the  dissolved  chloride  of  cobalt*. 


SEPARATION    OF   OXYDE    OF    COBALT    FROM    ALUMINA. 

Oxyde  of  cobalt  may  be  separated  from  alumina  by  solution 
of  pure  potash,  by  which  it  is  precipitated  whilst  the  earth 
remains  in  solution. 


SEPARATION    OF   OXYDE    OF    COBALT    FROM    MAGNESIA. 

The  best  method  of  separating  oxyde  of  cobalt  from  magnesia 
is  as  follows: — To  the  solution  of  the  two  oxydes,  enough 
muriate  of  ammonia  is  added  to  prevent  the  ammonia,  wliich 
is  subsequently  poured  in,  from  precipitating  either  of  the  two 


^  Dr.  Fresonius  8Ci>arate8  oxyde  of  cobalt  from  protoxyde  of  mangiuiese  by 
means  of  cyanide  of  potassium  as  follows  : — Cyanide  of  potassium  is  added  to  the 
acid  solution  of  the  oxydes  in  question,  which  produces  a  precipitate  of  protoc^-anide 
of  cobalti  and  of  protocyanide  of  manganese ;  cyanide  of  potassium  is  now  added  in 
exei*ti!i,  which  redissolves  the  protocyanide  of  cobalt  and  partially  the  protocyanide 
of  uiaiigaiioHO.  The  whole  is  thrown  on  a  filter  and  the  precipitate  is  washed.  The 
filtrato  iH  ht^atiMl  to  ebullition,  muriatic  acid  being  at  the  same  time  gradually  poured 
\i\,  in  druiM,  and  in  small  quantity,  so  as  not  to  render  the  solution  acid,  and  after 
which  tho  manganese  and  the  cobalt  contained  in  the  solution  may  be  separated 
fi'om  each  oUier,  as  was  described  before. 

Awuirding  to  M.  Clo^fa  (JoumtU  de  Pharmacie  et  de  Chemie,  vol  vii.),  oxyde 
of  iiiHiigautMie  may  be  separated  from  oxyde  of  cobalt  by  digesting  their  hydrates  in 
H  tMiliitiuii  of  Hulphuret  of  calcium  saturated  with  sulphur,  Ca  S^,  by  which  sulphuret 
lit'  ciiIinIi,  which  n^uiaiiiH  dissolved  in  the  liquor,  and  sulphuret  of  manganese  which 
rMiiiMiiiN  UMMiliiltln,  arts  pi'oducod. — £d. 
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oxydes.  This  addition  of  muriate  of  ammonia  may  be  dispensed 
witb  when  the  liquor  is  acid.  Hydrosulphuret  of  ammonia  is 
now  added  to  the  liquor^  and  the  sulphuret  of  cobalt  precipitated 
thereby  is  collected  on  a  filter,  and  washed  with  water  contain- 
ing a  little  hydrosulphuret  of  ammonia.  The  quantity  of  cobalt 
contained  in  this  precipitate  may  be  determined  by  treating 
it  as  we  said  before.  As  to  the  liquor  filtered  from  the  sulphuret 
of  cobalt  produced,  the  excess  of  hydrosulphuret  of  ammonia 
whiph  it  contains  is  first  destroyed  by  an  acid,  and  the  magnesia 
which  it  holds  in  solution  may  be  then  easily  determined  as 
usual. 

*  It  must  be  remarked  however  that,  according  to  Berzelius, 
this  separation  is  not  quite  so  exact  as  is  usually  thought,  for 
a  little  sulphuret  of  magnesium  is  often  precipitated  along  with 
the  sulphuret  of  cobalt,  especially  when  the  hydrosulphuret 
of  ammonia  does  not  contain  an  excess  of  sulphur  or  of  sulphu- 
retted hydrogen.  Afler  having  converted  the  sulphuret  of 
cobalt  into  oxyde  of  cobalt,  the  presence  of  magnesia  may  be  very 
easily  overlooked  in  it.  It  is  well  therefore  to  dissolve  the  oxyde 
of  cobalt  into  nitric  acid,  to  evaporate  the  solution  to  dryness, 
and  to  expose  the  dry  residuum  to  a  temperature  which  must 
not  exceed  a  red  heat ;  peroxyde  of  cobalt  is  thus  obtained,  and 
the  magnesia  may  be  extracted  by  means  of  dilute  sulphuric 
acid,  or  by  nitric  acid.  The  latter  acid  is  preferable,  because 
it  is  then  necessary  only  to  evaporate  the  solution  to  dryness, 
and  to  ignite  the  residuum  to  obtain  the  magnesia  in  a  pure 
st^te.  Yet  this  method  of  analysis  is  not  complete,  and  it  is 
difficult  to  obtain  all  the  magnesia  contained  in  the  oxyde  of 
cobalt  without,  at  the  same  time,  dissolving  a  little  of  the 
latter. 

*  When  the  oxyde  of  cobalt  and  the  magnesia  can  be  obtained 
in  the  state  of  neutral  acetates,  they  may  be  separated  from  each 
other  in  the  dilute  solution  by  sulphuretted  hydrogen  gas. 
If  no  free  acetic  acid  exists  in  the  liquor,  the  oxyde  of  cobalt 
may  be  pretty  completely  separated  in  the  state  of  sulphuret, 
and  the  magnesia  remains  in  solution. 
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The  French  edition  containa  the  following  remarks  by  M.  E. 
PeUgot. 

'^  According  to  M.  Ullgren^  magnesia  is  separated  firom  oxyde 
of  cobalt  and  from  oxyde  of  nickel  in  the  following  manner : — 
The  solution  of  the  three  oxydes  is  precipitated  by  a  mixture 
of  chlorite  of  potash  [hypochlorite  of  potash]^  and  of  caustic 
potash.  The  oxydes  of  cobalt  and  of  nickel  are  precipitated  in 
the  state  of  hyperoxydes  mixed  with  hydrate  of  magnesia.  The 
precipitate  is  washed  and  digested  whilst  still  moist  with  a 
solution  of  protochloride  of  mercury  in  excess  [corrosive  sub- 
limate] at  a  temperature  of  from  30°  to  40°  centigrade^  [from 
8d°  to  104°  Fahr.]  A  double  compound  of  chloride  of  magnesia 
and  of  mercury  is  thus  formed  *;  the  magnesia  dissolves,  and  a 
proportionate  quantity  of  basic  protochloride  of  mercury  preci- 
pitates in  its  stead.  The  solution  and  the  water  of  the  washings 
is  evaporated  to  dryness  in  a  coimterpoised  platinum  crucible, 
the  heat  is  increased  in  order  to  expel  the  chloride  of  mercury, 
and  the  residuum  is  drenched  with  pure  nitric  acid  which  is 
afterwards  evaporated  to  dryness  in  the  water-bath.  When 
the  nitrate  of  magnesia  is  dry,  it  is  ignited,  and  the  magnesia 
is  weighed.  The  oxydes  of  cobalt  and  of  nickel  are  also  ignited 
in  order  to  expel  the  mercury,  and  they  may  then  be  separated 
from  each  other  in  the  ordinary  manner. 

SEPARATION    07    OXYDE    OF    COBALT    FROM    LTME. 

Oxyde  of  cobalt  is  separated  from  lime  by  means  of  oxalate  of 
ammonia.  To  the  solution  of  the  two  oxydes,  enough  muriate 
of  ammonia  is  added  to  prevent  the  ammonia,  which  is  subse- 
quently added,  from  precipitating  the  oxyde  of  cobalt.  This 
addition  of  muriate  of  ammonia  may,  however,  be  dispensed 
with  when  the  liquor  is  acid.  The  lime  is  then  precipitated  by 
oxalate  of  ammonia,  and  the  oxyde  of  cobalt  may  now  be 
precipitated  from  the  filtered  liquor  in  the  way  which  has  been 
exposed  before.    It  is  necessary,  however,  to  filter  the  oxalate  of 


1  The  composition  of  this  double  nUt  is  m  follows  :  Mg.  CL,  3  Hg.  CL-— Eo. 
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Hme  yeiy  rapidly^  and  to  avoid  the  contact  of  the  air  as  much 
as  possible^  in  order  to  guard  against  the  oxyde  of  cobalt  in  the 
ammoniacal  liquor  absorbing  any  oxygen. 

As  oxyde  of  cobalt  requires  a  large  quantity  of  ammonia  for 
its  solution^  this  method  cannot  be  strongly  recommended^ 
although  it  is  the  one  generally  employed.  A  more  accurate 
result  is  obtained  as  follows: — ^To  the  ammoniacal  solution 
of  the  two  substances^  hydrosulphuret  of  ammonia  is  added^ 
which  precipitates  the  oxyde  of  cobalt  in  the  state  of  sulphuret 
of  cobalt.  The  liquor  is  rapidly  filtered^  and  as  much  as  possible 
out  of  the  contact  of  the  air^  in  order  to  prevent  contamination 
with  carbonate  of  lime^  and  the  precipitate  is  washed  with  water 
containing  some  hydrosulphuret  of  ammonia.  Taking  now  the 
liquor  filtered  from  the  sulphuret  of  cobalt^  the  excess  of  hydro- 
sulphuret of  ammonia  is  destroyed  by  pouring  muriatic  acid 
into  it^  and  the  lime  is  then  precipitated.  It  is  advisable  to 
use  a  flask  capable  of  being  corked  or  stoppered^  in  order  to 
allow  time  for  the  sulphuret  of  cobalt  to  settle  well^  and  to  filter 
only  after  the  complete  settlings  in  order  that  the  lime  contained 
in  the  solution  may  traverse  the  filter  before  carbonate  of  lime 
has  time  to  form. 

SEPARATION  OF  OXTDE  OF  COBALT  FROM  STRONTIA. 

Oxyde  of  cobalt  is  separated  from  strontia  in  the  same 
manner  as  for  separating  it  firom  lime.  This  separation  might 
also  be  effected  by  means  of  sulphuric  acid. 

SEPARATION    OF    OXYDE    OF    COBALT    FROM    BARYTA. 

Oxyde  of  cobalt  is  separated  from  baryta  by  means  of  sulphuric 
acid.  The  liquor  is  filtered  from  the  sulphate  of  baryta  thus 
formed^  and  the  oxyde  of  cobalt  is  precipitated  by  pure  potash  \ 


>  Aceording  to  MM.  Haidlen  and  Freseniiu,  cobalt  may  be  separated  from  Hme, 
etrontia,  and  baryta,  by  adding  an  excess  of  cyanide  of  potassium  to  the  acidified 
solution  of  the  bases,  heating  the  mixture,  and  adding  a  solution  of  carbonate 
of  potash,  the  cobalt  is  thus  dissolved  in  the  state  of  double  cyanide  of  cobalt 
and  of  potash,  which  may  be  separated  by  filtering  from  the  insoluble  earthy 
carbonates. — Ed. 
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SEPARATION    OF    OXYOE    OF    COBALT    FROM    THE    ALKALIES. 

In  order  to  separate  oxyde  of  cobalt  from  the  alkalies^  hydro- 
sulphuret  of  ammonia  is  added  to  the  neutral  or  ammoniacal 
solution^  by  which  a  precipitate  of  sulphuret  of  cobalt  is  produced. 
The  hydrosulphuret  of  ammonia  in  excess  in  the  filtered  liquor 
is  destroyed  by  means  of  an  acid^  after  which  the  quantity  of 
alkali  contained  in  it  may  be  determined  in  the  usual  way. 
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CHAPTER   XVIII. 

NICKEL. 


DETERMINATION  OF  NICKEL  AND  OF  OXYDE  OF  NICKEL. 

As  for  oxyde  of  cobalt^  so  is  a  solution  of  pure  potash  the 
best  reagent  for  precipitating  oxyde  of  nickel  firom  its  solutions. 
A  bulky  apple-green  precipitate  is  thus  formed  which  consists  so 
entirely  of  oxyde  of  nickel  [hydrate  of  protoxyde  of  nickel] 
that  not  the  slightest  trace  of  this  oxyde  can  be  detected  in  the 
liquor  'filtered  iBrom  the  precipitate,  provided  the  necessary 
precautions  have  been  attended  to,  and  especially  by  heating 
the  whole.  The  precipitate  is  difScult  to  wash,  and  hot  water 
should  therefore  be  employed  for  the  purpose,*  after  which 
it  is  dried,  ignited,  and  weighed.  Ignition  renders  it  black, 
and  it  then  consists  of  pure  oxyde  of  nickel,  the  weight  of 
which  is  not  altered  by  repeated  ignition  and  cooling.  The 
•use  of  hydrogen  gas  is  not,  therefore,  necessary  to  reduce  this 
oxyde,  which,  on  the  contrary,  cannot  be  dispensed  with  for 
oxyde  of  cobalt. 

The  precipitation  of  oxyde  of  nickel  must  always  be  effected 
by  caustic  potash,  because  it  is  not  completely  precipitated  by 
carbonate  of  potash  or  of  soda. 

Pure  potash  precipitates  oxyde  of  nickel  completely  even  in 
the  cold,  not  only  from  solutions  which  contain  muriate  of 
ammonia  or  other  ammoniacal  salts,  but  also  from  solutions 
which  contain  free  ammonia.     This  behaviour  with  potash  is 

1  See  my  filtering  apparAtos,  page  S3. 
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eminently  eharacteristie  for  distinguisliing  oxyde  of  cobalt  from 
oxyde  of  nickel. 

Hydro8ulplmret  of  ammonia  does  not  precipitate  oxyde  of 
nickel  so  well  as  it  does  oxyde  of  cobalt  firom  neutral  solutions^ 
or  from  solutions  which  have  been  rendered  ammoniacal^  because 
sulphuret  of  nickel  is  a  little  soluble  in  an  excess  of  this  reagent/ 
with  which  it  forms  a  brown  solution^  which^  in  the  concen- 
trated state^  is  perfectly  opaque.  By  evaporating  such  a 
solution^  a  portion  of  sulphuret  of  nickel  is^  according  to  Berze- 
lius^  precipitated^  but  another  portion  is  converted  into  oxyde^ 
and  remains  dissolved '. 

The  best  way  of  precipitating  oxyde  of  nickel  in  the  state  of 
sulphuret  of  nickel^  from  its  neutral  or  ammoniacal  solutions^  is 
as  follows : — The  liquid^  diluted  with  a  large  quantity  of  water, 
is  poured  in  a  glass,  and  hydrosulphuret  of  ammonia  is  added,  a 
very  great  excess  of  which  should  be  avoided*.  The  whole  is 
then  covered  with  brown  paper,  and  left  at  rest  for  some  time 
in  a  moderately  warm  place.  The  excess  of  hydrosulphuret  of 
ammonia  is  slowly  destroyed  by  the  oxygen  and  carbonic  acid 
of  the  atmospheric  air,  whilst  the  sulphuret  of  nickel  precipitated 
does  not  become  oxydised.  When  the  supernatant  liquor  is  no 
longer  of  a  brownish  colour,  the  sulphuret  of  nickel  is  collected 
on  a  filter  and  washed  rapidly  with  water  to  which  a  very  small 
quantity  of  hydrosulphuret  of  ammonia  has  been  added  \     By 

*  Dr.  Fresenius  says,  that  hydrated  sulphuret  of  nickel  ia  quite  insoluble  in 
hydrosulphuret  of  ammonia,  perfectly  saturated  with  sulphuretted  hydrogen  [which, 
however,  being  seldom  the  case,  must  be  attended  to  here],  but  that  it  is  soluble,  to 
a  certain  extent,  in  hydrosulphuret  of  ammonia  containing  an  excess  of  ammonia. 
— It  is  slightly  soluble,  also,  in  pure  ammonia. — Ed. 

3  The  sulphuret  of  nickel  dissolved  in  unsaturated  hydrosulphuret  of  ammonia  or 
in  pure  ammonia,  is  gradually  deposited  by  exposure  to  the  air. — £o. 

'  Although  sulphuret  of  nickel  ia  not  oxydised  by  the  air  in  the  liquor  in  which  it 
is  precipitated,  yet,  according  to  Dr.  Fresenius,  when  left  exposed  in  a  moist  state 
to  the  atmosphere,  it  gradually  becomes  oxydised,  and  is  slowly  converted  into 
sulphate  of  protoxyde  of  nickel. — Ed. 

*  Before  pouring  the  hydrosulphuret  of  ammonia,  the  liquor,  if  add,  should  be 
nearly  neutralised  with  ammonia.>-ED. 
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operating  with  due  care^  the  liquor  filtered  from  the  sulphuret 
of  nickel  may  be  obtained  free  from  nickel.  It  is  very  seldom^ 
if  ever^  that  the  excess  of  hydrosulphuret  of  ammonia  which 
has  been  added  to  the  nickel  solution  can  be  completely  decom- 
posed by  a  weak  acid^  for  example^  by  acetic  acid^  without  at 
the  same  time  decomposing  a  little  of  the  sulphuret  of  nickel 
which  has  been  precipitated.  No  sooner  is  the  least  excess  of 
this  acid  used,  than  the  liquor  filtered  from  the  sulphuret  is 
found  to  contain  oxyde  of  nickel  in  solution. 

*  The  sulphuret  of  nickel  obtained  is  treated  as  the  corre- 
sponding sulphuret  of  cobalt  (page  130),  in  order  to  convert  it 
into  oxyde  of  nickel.  Like  sulphuret  of  cobalt,  that  of  nickel 
is  not  decomposed  by  muriatic  acid  alone. 

*  DETERMINATION    OF    PEROXTDE    OF    NICKEL. 

Peroxyde  of  nickel  is  converted  into  protoxyde  of  nickel 
by  ignition.  It  may  also  dissolve  with  the  help  of  heat  in 
muriatic  acid  under  disengagement  of  chlorine,  and  a  solution 
of  potash  being  added  to  this  liquor  precipitates  oxyde  of  nickel 
from  the  solution. 


SEPARATION  OF  OXYDE  OF  NICKEL  FROM  OXYDE  OF  COBALT. 

Oxyde  of  nickel  is  diflScultly  separated  from  oxyde  of  cobalt. 
The  most  celebrated  chemists  have  proposed  more  or  less  accurate 
methods  for  the  purpose.  We  cannot  speak  here  of  the  means 
which  should  be  employed  to  obtain  oxyde  of  nickel  free  from 
oxyde  of  cobalt,  without  taking  care  at  the  same  time  to  ascer- 
tain the  whole  quantity  of  the  oxyde  which  it  might  contain. 
I  shall  indicate  only  those  which  answer  best  for  separating 
these  two  oxydes  quantitatively. 

The  best  method  is  that  of  Phillips.  It  consists  in  dissolv- 
ing the  two  oxydes  in  an  acid  and  supersaturating  the  solution 
by  ammonia.  If  a  little  oxyde  of  cobalt  is  precipitated  thereby, 
the  ammoniacal  salt  formed  was  not  in  sufficient  quantity. 
The  liquor  should  therefore  be  rendered  acid  again,  and  it  should 

t  2 
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be  supenatiurated  a  aeocmd  time  by  ammonia^  or  a  sufficient 
quantity  of  sal-ammoniac  may  at  once  be  added  to  the  solution 
and  then  it  may  be  supersaturated  by  ammonia,  after  which 
no  precipitate  will  be  formed.  The  solution  is  ordinarily  blue, 
even  when  the  proportion  of  the  oxyde  of  cobalt  is  greater  than 
that  of  the  oxyde  of  nickeL  It  is  then  largely  diluted  with 
water.  The  quantity  of  water  to  be  added  is  so  much  lai^r 
as  the  proportion  of  the  oxyde  of  cobalt  is  more  abundant ; 
vet  care  must  be  taken  that  the  water  thus  added  should  have 
been  boiled  long  enough  to  expel  all  the  atmospheric  air  it 
might  contain. 

The  diluted  solution  is  poured  whilst  stiU  hot  in  a  flask  which 
can  be  closed ;  solution  of  pore  potash  is  added,  and  the  flask 
is  corked  up.  The  potash  precipitates  the  oxyde  of  nickel  only 
from  the  amiuomactil  liqQ«»r^  the  oxyde  of  cobalt  remaining 
entiivty  iu  :$oluciou.  AVbm  the  fiqnor^  under  the  influence  of 
the  pottksh  ;ftdded»  btts>  entixelT  lost  its  Uue  colour,  and  has 
iitfs^umcd  a  clear  detpp^o:^  tinge^  which  is  due  to  the  oxyde  of 
oob^C  iu  ^lutioti,  dte  i^p«>ra£ojr  may  presume  that  he  has  poured 
^  >ui)icieuc  v^uaucity  v>f  alkalL 

Vsi  suou  i«s  ihxf  v>xy^  o/f  ukkel  has  entirely  settled,  the  clear 
NU^^iui^iHuc  tiiiuor  ii^  pottD^i  on  a  filter,  after  whidi  the  preci> 
piiacc  Ltttt^if  u)L  (hivwn  ifep^^tt  tiie  fihcr  and  washed  thereon  with 
)wt  NviiiiM'.  f^v*  ctiJtitijtRiOtt  of  tlie  sQtatkm  of  the  two  oxydes  with 
H<iLvA  trw  iWm  .tGttiKM^&»mc  air  is  necessary  because  oxyde  of 
v,vi>«Uii  i<i  ^i^ik  ^vuv^^H^  ijti  am  ^wwi¥Vm^»^^^^  liquor  into  peroxyde 
vu  vvlxUi^  HiUch  t>i'i^.*«(/ibtf^  tufevfer  the  form  of  a  black  powder, 
4iui  uixca.  ^iiU  iJw  v^.\v\fo  4^lf  uickeL  The  more  diluted  the 
wiu.K^u  is  .in;  X'«cycao4v  ctin  v>:^de  of  cobalt  absorb  oxygen. 

tu   xu%.Ii  «.«tovx  like  siiuuitity  of  potash  which  the  operator  is 

''Ci^vU  ts;  *uiw^  i4iv>it<Tu  VC4-V  cousjiderable  when  the  liquor  contains 

'iVi^U   uuiuvaau.     ^hv'AviOM:,  ^hen  after  having  added  potash 

*v    a,    •!a:uouuw*J  iiu^iu^i;  uo  pt^pitate  is  obtained,  a  fresh 

i^' i«iM»  V    .;  liii^  'vo^viut  iuiu4  bt>  poured  in,  and  the  operator 

li  .uui  ,,  ...  \  .^  ^  ^uiiib  i^>  couclude  that  the  solution  contains 

usV^*     VKv  l^x^g!^  the  quantity  of  muriate  of 
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ammonia  contained  in  the  liquor  is^  the  larger  is  also  the 
quantity  of  potash  required  to  precipitate  the  oxyde  of  nickel^ 
and  the  more  firee  it  is  from  oxyde  of  cobalt. 

The  best  manner  of  separating  the  oxyde  of  cobalt  from  the 
liquor  filtered  from  the  oxyde  of  nickel  consists  in  precipitating 
it  by  hydrosulphuret  of  ammonia^  and  treating  the  sulphuret  of 
cobalt  produced  as  has  been  said  (page  130). 

*  If  the  solution  contains  magnesia  besides  oxyde  of  cobalt 
and  of  nickel,  the  separation  does  not  take  place,  according  to 
Berzelius,  because  the  solution  of  potash  precipitates  from  the 
ammoniacal  liquor  a  combination  of  oxyde  of  cobalt  and  of  mag- 
nesia, which  has  a  green  colour,  like  that  of  oxyde  of  nickel. 
Whether  oxyde  of  cobalt  remains  or  not  in  the  solution  depends 
on  the  quantity  of  magnesia  contained  in  it. 

*  Besides  this  method  of  Phillips  for  separating  the  oxydes  of 
cobalt  and  of  nickel,  another  method  is  frequently  resorted  to 
which  was  contrived  by  Laugier.  This  method,  however,  is 
applicable  only  when  the  quantity  of  oxyde  of  nickel  is  very 
small  compared  to  that  of  oxyde  of  cobalt ;  but  then  it  deserves 
commendation.  The  two  oxydes  are  precipitated  by  a  solution 
of  potash  and  they  are  then  treated  by  a  solution  of  oxalic  acid^ 
which  converts  them  into  oxalates  almost  insoluble  in  an  excess 
of  oxalic  acid,  so  that  the  supernatant  liquor  may  be  decanted, 
or  evaporated  separately,  and  the  residuum  added  to  the  above 
salts,  which  are  then  to  be  dissolved  in  an  excess  of  ammonia ; 
the  solution  is  diluted  with  water,  and  left  at  rest  for  a  long 
time,  at  the  ordinary  temperature,  by  which  means  the  ammonia 
is  slowly  dissipated.  As  it  gradually  volatilises,  the  nickel  salt 
separates  with  a  green  colour,  whilst  the  salt  of  cobalt  remains 
in  solution.  The  deep  pink-coloured  liquor  is  decanted  in 
another  glass,  in  which  it  is  left  at  rest,  in  order  to  see  whether  a 
green  nickel-salt  wiU  not  separate.  If  none  is  deposited,  it  is  a 
proof  that  the  liquor  contains  none. 
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"  Vet  Lu«  uidiab^ai^  wiiicii  has  deposited  is  not  firee  from 
■uoait.  Vhn  boat  is  to  diasolTe  it  in  ammonia,  and  to  resort  to 
t'hiUip*:  miEtthod  to  separate  the  oxrdes  of  the  two  metals  by 
IHiurm^  dilation  of  potash  in  the  liquor. 

"^  The  best  method  of  separating  cobalt  firom  all  the  ammo- 
luacaL  solutions  of  cobalt  consists  in  precipitating  it  in  the  state 
of  sulphuret  by  means  of  hydrosolphoret  of  ammonia*. 

^  'Vauthw  method  of  aeiwntiiigcoMt  from  nk^elwaspropoaedbjl^ 
mAMift  of  cyaoide  of  potaammi.  Wben  a  mixture  of  cyamde  of  potaaamn,  and  an 
exceaa  of  hydrocyanie  aeid^aodof  oxydeofcobaltyorof  a  nit  of  cobahia  beated^tbe 
cobalt  paaaea  into  the  state  of  cobaltt-cyanide  of  potasBom,  the  aqneooi  aohitkiti  of 
which  ia  not  deoompoeed  by  mmriaric  add,  soiphnrie  or  nitrie  acid,  efvn  at  a  boifing 
tempecature. 

The  dalta  of  nickel  and  oxyde  of  nickel  are  precipitated  by  cyamde  of  potasBum, 
but  the  precipitate  ia  reditsaolTed  by  an  exceaa  of  the  reagtnL  This  aohition  has  a 
yellowiah  ovlour.  The  combination  of  cyamde  of  nickel  and  of  ponwrnnn  ia  not 
decumpoeed  by  acetic  acid,  but  weak  solphmric  add  deeompoaes  it,  and  predpitates 
the  cyanide  of  nickel 

The  !$olntioa  of  the  salt  of  nickel  and  of  cobah  ia  aecugdingh-  lemkfeti  strongly 
:wid  by  muriatic  add,  and  cyanide  of  potassium  is  added  in  sofficwnt  excess  to 
r«diteulve  the  precipitate  which  forms  at  first.  The  Bqnor  contains  then  free 
iu  dru<yaa&c  acid,  cyanide  of  potassinm,  and  cyanides  of  nickel,  and  of  cobalt.  The 
M/iuiiou  ia  exposed  to  a  gentle  heat«  which  conrertB  die  latter  into  cobalti-cyanide 
•  >:  i^HaMiimu.  If  liiiute  sulphuric  add  be  now  added  in  the  eold  to  the  mixture,  the 
luviK^uv^u  %»t*  i1h'  (iivtoxyde  of  cobalt  may  be  to  that  at  the  nickd  :=  2  :  3,  that  is 
w  "^ »  ui  A  iUN*|H.<triKHt  cwTwipv>nduig  to  the  compoaiioii  of  eobalti-cyamde  of  nickel, 
V  \>^  V  > ...  ^  ^u  ^btoh  ^^mw  a  prvdpitase  of  a  bhiiflb  white  colour,  and  the  filtered 
>u^\«04  -u'  \<4^vv  «>Mtttuit«  c\>^a2l  or  nickel  If  the  solution  contains  lees  nickel,  the 
l^vx^^sMA-  ^  )«K'  «^uiH'  «a  aS«%Y«  Tix.  Co^  Cr^.  3  Ki,bat  the  fihrate  retains  a  proportion 
.*i  «vNa'u  «^^xau;^k  .^C  '.sHaflMum.  C«>g  Q^c-  ^  K,  and  abo  chloride  of  potaasinm  K  CI. 
\i  «N«^  .^v.A;%.t^x  ."^  -AK^iN^  «^  UK>c«  c«andeff«Ue«  the  predpitate  consists  of  cyanide 
.<4  i-Avv;  ti^i^  .X  vN'4ia2l»^««BL«vi«  c(  akiL«L  t>^  CV^^  3NiCy,  and  the  solution 
«v-.-«*  s^  .sV^x^vij*  .Ik  -M^v^  MM  c^duk'niw  ^M''pomMtnm  M  CI  -K  K  CI 

'.ki   .V   luv  At'sm  .«w«  i^,-  h,*au«)mu  cvKtOMttiii^  the  predpitate  produced  by  the 

*«>  v'V'..%^  ^Ks^  A  -»M,^  «^  ^  -%M*s.  x«*aKwi  .^jhik^uitfiy  to  prevent  spirting,  and  bmled  until 

'  ^    X    •.•^^v  -.  V'^vv^^'^^^'  ^**^  ^M**  iiMH^peared.    .\n  excess  of  carbonate  of  potash, 

. .  ..V  rsvt.  .^.  .^wwMts*  "*i-«»tH>»  «.  MUft^  :ftttd  the  whole  ia  boiled  for  a  short  time. 

'  t..    .s-.\w^  .j>'^t..sj\t  .V  ■•*c«2U   «.  4ivrvS>y  lecompoeed*  and  hydratal  protoxyde  of 

•v.^vN^v    '•    **s'<v;»   u«\v,  u  v.>MMeHueiice,  be  collected  on  a  filter,  and 

,,  k.  ..    .  \.     ^x  •i^.     *tv.-    *^Hfm\uv  <iUwiW  liquor  containa  all  the  cobalt  in  the 

.  •,.  ^     .w  <.<v  -.  ■>vi»ti.q4WUft   utrK  ;icid  ur  uitrato  of  potash,  ia  therefore 

•  -*«'s-.**.N^    %/   iryiMMa  :  tlw  reeiduum  is  then  ignited,  and  by 

■^  ■  .  ..■    -K  ^'K..!/  ••  'iiw  >.vj>iiii  i«i^  be  obtained. 

4 ..  v-t  7  •(•!'. K«v>tv  Oi'  Uk;  .ftuatytfia  of  the  ores  of  cobalt  in  which 
«.<..«       '*>'•    *K   >i^*  -^  fuckwl  which  contain  only  small  quantities 
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SEPARATION  OP  OXYDE  OF  NICKEL  FROM  OXYOE  OP  ZINC. 

K  these  two  oxydes  have  to  be  separated  from  a  solution^  one 
of  pure  potash  is  to  be  added  thereto^  in  order  to  dissolve  the 
oxyde  of  zinc.  The  separation  cannot  be  completely  effected  in 
this  way  because  the  greatest  possible  excess  of  potash  could  not 
dissolve  the  totality  of  the  oxyde  of  zinc  even  by  boiling  the 
whole.  The  oxyde  of  zinc  dissolves^  it  is  true^  in  potash^  but  a 
very  great  portion  of  it  is  precipitated  with  the  oxyde  of  nickel. 
The  same  thing  happens  when  both  oxydes  have  been  dissolved 
in  ammonia ;  in  this  case  also^  if  potash  be  further  added^  oxyde 
of  zinc  dissolves^  but  the  precipitated  oxyde  of  nickel  retains  still 
a  great  deal  of  it. 

Yet  the  separation  of  the  two  oxydes  may  be  effected^  as 
shown  by  Smithy  by  converting  them  into  acetates^  adding  free 
acetic  add  to  the  liquor^  and  precipitating  the  zinc  in  the  state 
of  sulphuret.  The  process  is  the  same  as  for  separating  oxyde 
of  zinc  from  protoxyde  of  manganese  (page  121),  and  of  oxyde 
of  cobalt  (page  132).  The  only  essential  point  here  is,  that  the 
liquor  should  contain  no  strong  acid,  but  acetic  acid  only. 

*  If  the  nickel  and  the  zinc  are  in  the  metallic  state  in  the 


of  cobalt,  the  operator  must  carefully  decompose  the  solution  of  the  cyanides  in 
cyanide  of  potassium,  by  adding  a  pretty  considerable  excess  of  muriatic  acid,  and 
boiling  Uie  whole  for  at  least  one  hour.  In  that  case  the  precipitate  contfuns  cyanide 
of  nickel  at  the  same  time,  which,  reacting  with  the  potash,  becomes  converted  into 
cyanide  of  potassium  and  oxyde  of  nickel  ;  the  cyanide  of  potassium  retains  a  little 
cyanide  of  nickel  in  solution.  By  boiling  the  precipitate  with  muriatic  acid,  the 
cyanide  of  nickel  is  decomposed,  and  chloride  of  nickel  is  produced,  and  also 
hydrocyanic  acid,  which,  however,  being  expelled  by  the  boiling,  does  not  hinder  the 
complete  precipitation.  'Cobalti-cyanide  of  nickel  is  not  attacked  by  boiling  muriatic 
add  ;  the  cobalt  is  not,  therefore,  completely  redisssolved.  The  boiling  is  known 
to  have  lasted  long  enough  when  the  liquor  no  longer  evolves  the  odour  of  hydro- 
cyanic acid. 

The  cyanide  of  potassium  employed  generally  containing  a  little  cyanate  of  potash, 
its  decomposition  by  the  muriatic  acid  produces  some  ammonia,  which  remains  in 
combination,  so  that  on  adding  caustic  potash  after  boiling,  a  disengagement  of 
ammonia  is  produced,  which  retains  in  solution  a  certain  quantity  of  oxyde  of 
nickel,  which,  however,  may  be  separated  by  boiling,  or  by  adding  more  caustic 
potash. — Ed. 
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substance  under  examination^  which  is  tbe  case  with  seTeral 
alloys  lately  in  use  as  a  substitute  for  silver^  they  should  be 
dissolved  in  nitric  acid  or  aqua  r^ia^  after  which  by  pourings 
with  the  requisite  precautions^  in  the  above  solution^  one  of 
carbonate  of  alkali^  the  oxydes  are  precipitated  and  dissolved  in 
an  excess  of  acetic  acid ;  they  may  then  be  separated  by  means 
of  sulphuretted  hydrogen  gas. 

If  the  combination  contains  other  metals  besides,  other  means 
arc  resorted  to  for  isolating  them.  If  copper^  for  example,  be 
present^  a  method  is  adopted  which  will  be  developed  farther  on 
when  treating  of  this  metal. 

*  The  analyst  must  always  bear  in  mind  in  such  cases^  that 
carbonate  of  alkali  does  not  completely  precipitate  oxyde  of 
nickel.     (See  the  additional  note^  page  132). 


SKPAKATION  OF  OXYDE  OF  NICKEL  FBOH  PE&OXTDE  OF  IBON. 

Peroxyde  of  iron  is  separated  from  oxyde  of  nickel  by  a 
method  which  is  similar  to  that  employed  for  isolating  it  firom 
oxydo  of  cobalt.  Ordinarily^  if  the  solution  of  the  two  oxydes 
contains  a  sufficient  quantity  of  muriate  of  ammonia,  or  of  other 
Hmmoiiiucal  salts^  ammonia  is  poured  into  it^  which  precipitates 
the  peroxyde  of  iron^  the  liquor  is  rapidly  filtered^  and  the 
precipitate  waslied.  The  oxyde  of  nickel  is  thus  precipitated 
from  the  filtered  liquor  by  solution  of  potash. 

A  more  accurate  result  is  obtained  when  succinate  of  alkali 
is  employed  to  separate  peroxyde  of  iron  from  oxyde  of  nickel^ 
following  the  method  described  for  separating  this  oxyde  from 
l>rotoxyde  of  manganese  (page  87),  and  from  oxyde  of  cobalt 
(page  135). 

♦  Tho  biist  method^  however,  is  that  of  Fuchs,  which  consists 
iu  Uu»  M^  of  i^arbonate  of  lime,  or,  better  still,  of  baryta,  because 
lim>tH  in  UHMHt  eauily  separated  from  the  unpredpitated  oxyde  of 
lUuki^l  (Imu  \\\w.     The  rules  which  have  been  traced  (page  91) 
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for  separating  protoxyde  of  manganese  and  peroxyde  of  iron 
firom  each  other^  must  be  followed. 

SSPA&ATION    OF    OXYDE   OF    NICKEL   FROM    PROTOXYDE    OF    IRON. 

When  protoxyde  of  iron  has  to  be  separated  from  oxyde  of 
nickel,  it  should  be  conyerted  into  peroxyde  of  iron^  for  which 
purpose  the  combination  should  be  heated  with  nitric  acid. 

SEPARATION   OF   OXYDE    OF    NICKEL    FROM    PROTOXYDE 

OF    MANGANESE. 

Protoxyde  of  manganese  is  very  difficult  to  separate  from 
oxyde  of  nickel,  but  the  same  method  as  that  which  has  been 
indicated  for  separating  protoxyde  of  manganese  from  oxyde  of 
cobalt  may  be  resorted  to  (page  137). 

SEPARATION    OF    OXYDE    OF    NICKEL    FROM    ALUMINA    AND 

OLUCINA. 

These  earths  may  be  separated  from  oxyde  of  nickel  by  means 
of  a  solution  of  pure  potash,  by  nearly  the  same  process  as  that 
employed  for  separating  them  from  oxyde  of  cobalt  (page  140). 

SEPARATION    OF    OXYDE    OF    NICKEL   FROM    MAGNESIA. 

As  oxyde  of  nickel  is  very  difficult  to  separate  completely  in 
the  state  of  sulphuret  by  means  of  hydrosulphuret  of  ammonia, 
its  separation  from  magnesia  is  difficult.  The  best  way  is  the 
following: — ^To  the  solution  of  the  two  oxydes,  muriate  of 
ammonia  is  added  in  sufficient  quantity  to  prevent  the  ammonia, 
which  is  subsequently  added,  from  producing  a  precipitate ;  the 
oxyde  of  nickel  is  thto  separated  in  the  state  of  sulphuret  by 
means  of  hydrosulphuret  of  ammonia.  If  the  solution  of  the 
two  oxydes  is  acid,  there  is  no  occasion  to  add  muriate  of 
ammonia.  The  operator  must  avoid  as  much  possible  putting 
a  large  excess  of  hydrosulphuret  of  ammonia,  and  the  whole  is 
left  at  rest  in  contact  with  the  air  in  a  moderately  warm  place, 
until  the  sulphuret  of  nickel  has  completely  deposited.     The 
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liquor  is  then  filtered^  the  precipitate  is  washed  with  water^  to 
which  a  yery  small  quantity  of  hydrosulphuret  of  ammonia  has 
been  added.  The  sulphuret  of  nickel  thus  obtained  is  treated 
as  we  said  before.  The  liquor  filtered  from  it  is  then  rendered 
acid  by  pouring  an  add  in  it^  heated^  filtered  again^  and  the 
magnesia  is  separated  from  it  as  usual. 

*  Attention  must  here  be  paid  to  what  was  said  when  I  spoke 
of  the  separation  of  oxyde  of  cobalt  from  magnesia.  If  the 
oxyde  of  nickel  obtained  contained  still  some  magnesia,  it  might 
be  recognised^  and  approximatively  separated^  by  the  means 
which  have  been  indicated  in  reference  to  oxyde  of  cobalt. 

*  If  the  magnesia  and  the  oxyde  of  nickel  can  be  obtained  in 
the  state  of  neutral  acetates^  the  nickel  may  be  completely  sepa- 
rated in  the  state  of  sulphuret,  by  passing  a  current  of  sulphuretted 
hydrogen  gas  through  the  diluted  solution;  the  magnesia 
remains  in  solution,  provided  always  that  no  free  acetic  acid 
exists  in  the  liquor. 

Magnesia  and  oxyde  of  nickel  cannot  be  separated  from  each 
other,  when  both  are  contained  in  an  ammoniacal  liquor,  by 
adding  thereto  a  solution  of  phosphate  of  soda  which  precipi- 
tates the  magnesia,  because  the  ammonia-phosphate  of  magnesia 
which  is  thus  obtained  contains  oxyde  of  nickel,  which  no  excess 
of  ammonia  can  remove,  and  fr*om  which  it  receives  a  greenish 
tinge. 

SEPARATION    OF    OXYDE    OF    NICKEL   FROM    LIKE. 

Oxyde  of  nickel  may  be  separated  from  lime  in  the  following 
manner : — The  diluted  solution  of  the  two  oxydes  is  rendered 
ammoniacal,  the  lime  is  then  precipitated  by  oxalate  of  ammonia, 
and  the  liquor  is  rapidly  filtered.  Solution  of  pure  potash 
being  now  poured  in  the  filtered  liquor,  the  oxyde  of  nickel  is 
precipitated. 

SEFAHATION    OP   OXYDE    OP    NICKEL    PROM    STRONTIA    AND 

BARYTA. 

OxyA^i  of  nickel  is  separated  from  strontia  and  baryta  by 
nicami  of  sulphuric  acid,  which  precipitates  the  two  earths,  after 
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which  the  oxyde  of  nickel  may  be  separated  firom  the  filtered 
liquor  by  means  of  solution  of  potash. 


The  French  edition  has  the  following  remark  by  M.  E. 
Peligot : — 

'^  According  to  Messrs.  Haidlen  and  Fresenius^  oxyde  of  nickel 
may  be  separated  from  lime,  baryta,  and  strontia,  by  adding  to 
the  liquor  an  excess  of  cyanide  of  potassium,  and  then  carbonate 
of  potash ;  heat  is  applied,  and  the  insoluble  carbonates  of  the 
alkaline  earths  are  separated  by  filtering  firom  the  solution  of  the 
double  cyanide  of  nickel  and  of  potassium.  The  filtered  liquor  is 
boiled  for  a  long  time  with  muriatic  acid,  until  all  the  hydro- 
cyanic acid  is  expelled,  which  is  a  sign  that  the  decomposition  of 
the  cyanides  is  complete.  The  solution  contains  then  chloride 
of  nickel  from  which  oxyde  of  nickel  is  precipitated  by  potash .'' 


SEPARATION    OF    OXYDE    OF    NICKEL    FROM    THE    ALKALIES. 

*  The  same  process  which  is  employed  for  separating  oxyde  of 
nickel  firom  magnesia,  is  employed  to  separate  it  from  the  alkalies. 
This  separation  may  often  be  effected  by  exposing  these  dry 
compounds  to  a  current  of  hydrogen  gas,  which  reduces  the 
oxyde  of  nickel  in  the  state  of  metallic  nickel,  firom  which  the 
alkalies  or  the  alkaline  salts  may  be  separated  by  water.  This 
method  is  especially  apphcable  when  the  bases  exist  in  the  state 
of  metallic  chlorides.  The  chlorides  of  the  alkalisable  metals 
are  not  altered  by  hydrogen  gas,  whilst  chloride  of  nickel  is 
reduced  thereby  into  metallic  nickel  under  disengagement  of 
muriatic  acid  gas. 
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CHAPTER  XIX. 

CADMIUM. 


Carbonate  qf  potash  is  the  best  reagent  for  precipitatmg  oxyde 
of  cadmium  from  its  solutions.  It  forms  a  white  precipitate  * 
which  is  to  be  dried  and  ignited.  During  the  ignition  carbonic 
acid  and  water  are  disengaged^  and  the  oxyde  remains  in  the 
form  of  a  brown  powder.  As  this  oxyde  is  reduced  by  carbon, 
and  is  then  most  easily  volatilised,  the  filter  should  be  freed,  as 
much  as  possible,  of  the  particles  which  might  be  adhering  to  it, 
and  burnt  to  ashes  by  itself. 

Oxyde  of  cadmium  is  not  so  completely  precipitated  by  car- 
bonate of  ammonia  as  by  carbonate  of  potash. 

SKFARATION  OF  OXYDE  OF  CADMIUM  FROM  THE  OXTDJBS  OF 
NICKEL,  OF  COBALT,  OF  ZINC,  OF  IRON,  AND  OF  MANGANESE, 
FROM    THE    EARTHS   AND    FROM   THE    ALKALIES. 

Oxyde  of  cadmium  may  be  separated  from  the  oxydes  hitherto 
tiH'HtiHl  {>£  by  sdmply  acidifying  the  solution  by  the  addition  of  an 
Hvul>  (or  t^vample,  by  muriatic  add,  diluting  it  with  a  large 
4uuut\ty  \4'  water,  and  slowly  passing  a  current  of  sulphuretted 
h.\  ^lv\^>u  ^Hs  through  the  diluted  liquor  to  complete  saturation, 
mul  lUvwfore  until  it  smells  strongly  of  the  gas,  even  after  the 
UUt^UHH^tnueut  of  the  gas  has  ceased  to  be  passed  through  it. 
(9ul|«luti«'(  ofeadmium  is  precipitated  thereby,  which  is  insoluble 


V\\\%  Yk\\\W  Y^ynyiUkt^  in  carbonate  of  cadminm. — Ed. 
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in  a  dilute  add  solution^  whilst  the  oxydes  of  nickel^  of  cobalt^ 
of  zinc^  of  iron^  and  of  manganese  are  not  precipitated  firom 
their  add  solutions,  even  when  dilute,  by  sulphuretted  hydrogen. 

When  ozyde  of  zinc  has  to  be  separated  firom  oxyde  of  cadmium 
by  this  process,  it  is  necessary  to  add  to  this  solution  a  larger 
proportion  of  acid  than  is  necessary  to  isolate  the  latter  firom  the 
oxydes  of  nickel,  of  cobalt,  of  iron  and  of  manganese. 

Sulphuretted  hydrogen  does  not  alter  the  solutions  of  the 
earths  and  of  the  alkalies,  and  therefore  it  is  an  excellent  reagent 
for  easily  separating  oxyde  of  cadmium  firom  these  substances. 

The  colour  of  the  sulphuret  of  cadmiimi  produced  varies 
according  to  the  state  of  dilution  of  the  solution  fi*om  which  it 
is  predpitated.  It  is  orange  yellow,  or  yellow.  This  precipitate 
may  be  collected  upon  a  weighed  filter  and  washed  with  pure 
water.  It  is  then  carefiilly  exposed  to  a  very  moderate  heat, 
until  after  several  successive  weighings  it  is  seen  to  lose  no  more 
wdght,  and  firom  the  weight  the  quantity  of  the  oxyde  of 
cadmium,  or  of  the  cadmium,  is  calculated. 

Yet  in  such  a  method  of  analysis  it  is  necessary  that  the  ope- 
rator should  be  thoroughly  convinced  that  no  excess  of  sulphur 
has  fallen  down  with  the  sulphuret  of  cadmium,  because,  should 
this  have  taken  place,  the  weight  of  the  sidphuret  would  be  thus 
more  or  less  augmented.  The  sulphuret  of  cadmium  may  be 
contaminated  by  sulphur  when,  after  having  effected  its  precipi- 
tation by  means  of  sulphuretted  hydrogen,  the  solution  remains 
exposed  for  a  long  time  to  the  air ;  in  such  a  case  the  sulphuretted 
hydrogen  dissolved  in  the  water  deposits  sulphur.  The  same 
effect  is  produced  also  when  the  add  liquor  firom  which  the  sul- 
phuret of  cadmium  is  intended  to  be  predpitated  contains 
peroxyde  of  iron ;  the  latter  is  reduced  by  sulphuretted  hydrogen 
to  the  state  of  protoxyde  of  iron,  which  remains  in  solution,  and 
the  liberated  sulphur  is  predpitated  with  the  sulphuret  of 
cadmium. 

It  is  therefore  a  good  precaution  to  redissolve  the  precipitated 
sulphuret  of  cadmium,  and  to  repredpitate  it  in  the  state  of 
oxyde  of  cadmium  by  pouring  carbonate  of  potash  in  the  solution. 
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The  filter  with  the  sulphuret,  whilst  still  moist^  is  removed  from 
the  funnel  and  put  in  a  glass,  concentrated  muriatic  acid  is  then 
poured  upon  it^  and  the  whole  is  digested  at  a  gentle  heat,  until 
all  odour  of  sulphuretted  hydrogen  has  vanished ;  the  liquor  is 
filtered,  and  oxyde  of  cadmium  is  precipitated  therefrom  as 
above  said. 

When  oxyde  of  cadmium  has  been  thus  separated  from  the 
other  substances,  these  may  be  isolated  from  the  solution  filtered 
from  the  sulphuret  of  cadmium.  Before,  however,  proceeding  to 
do  this,  the  liquor  must  be  very  gently  heated  until  all  odour  of 
sulphuretted  hydrogen  has  disappeared.  If  it  contained  peroxyde 
of  iron,  it  will  have  been  converted,  as  we  said,  into  protoxyde 
of  iron,  wherefore  it  should  be  reconverted  into  peroxyde  of  iron 
by  means  of  nitric  acid  or  of  chlorine  gas. 

Oxyde  of  cadmium  may  likewise  be  completely  precipitated 
from  a  neutral  or  ammoniacal  solution  by  hydrosulphuret  of 
ammonia,  but  in  such  a  case,  it  is  necessary  to  treat  the  precipi- 
tate which  will  have  formed,  by  muriatic  acid,  and  to  reprecipitate 
oxyde  of  cadmium  from  its  solution  by  means  of  carbonate  of 
potash. 
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DETERMINATION  OF  LEAD  AND  OF  PROTOXYDE  OF  LEAD. 

Oxalate  of  ammonia  is  the  best  reagent  for  precipitating 
protoxyde  of  lead  from  its  solutions.  As  for  Ume^  it  is  necessary 
that  the  liquor  should  be  neutral,  or  very  feebly  ammoniacal. 
After  having  washed  and  dried  the  oxalate  of  lead  produced,  it 
is  ignited  in  a  small  counterpoised  porcelain  crucible,  which  must 
be  left  unooTered.  It  is  thereby  converted  into  protoxyde  of 
lead,  firom  the  weight  of  which  the  quantity  of  lead,  if  it  existed 
in  the  metallic  state  in  the  compound,  may  be  calculated  *. 

If,  as  is  generally  done  with  the  other  precipitates,  the  filter 
containing  the  oxalate  of  lead  were  burnt,  the  charcoal  of  the 
paper  might  reduce  a  little  oxyde  of  lead.'  The  oxalate  of  lead 
should  therefore  be  detached  from  the  filter  as  much  as  possible, 
and  the  filter  burnt  to  ashes  by  itself.  Before  weighing,  the 
ashes  should  be  added  to  the  calcined  precipitate.  The  best  is 
to  bum  the  filter  in  the  platinum  crucible  before  igniting  the 
oxalate.  The  same  precaution  must  be  adopted  for  calcining 
the  other  precipitates  of  lead,  except  sulphate  of  lead.  The  ope- 
ration should  always  be  performed,  when  practicable,  in  small 
and  very  thin  porcelain  crucibles,  upon  an  argand  spirit-lamp. 

^  The  tiquor  must  be  neatral,  or  slightly  ammoniacal,  because  some  oxalate  of 
lead  might  otherwise  be  redissolved.  Strictly  speaking,  oxalate  of  lead  is  not, 
according  to  Dr.  Fresenius,  altogether  insoluble  in  water,  and  if  ammoniacal  salts 
are  present,  its  solubility  is  augmented. — Ed. 

'  In  which  ease  the  platinum  crucible  would  unavoidably  be  perforated. — Ed. 
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Oxyde  of  lead  may  also  be  precipitated  by  means  of  carbonate 
of  ammonia,  but  in  that  case  the  liquor  shotdd  be  heated.  If 
the  carbonate  of  ammonia  employed  contains  much  bicarbonate, 
it  is  advisable  to  add  a  little  pure  ammonia,  because  without  this 
precaution  the  oxyde  of  lead  would  not  be  completely  preci- 
pitated^ traces  of  which  would  remain  in  the  solution;  these 
traces  are,  however,  very  trifling.  The  carbonate  of  lead  thus 
obtained  is  ignited  in  a  porcelain  crucible,  just  as  the  oxalate  of 
lead  above,  by  which  the  carbonic  acid  is  expelled,  and  it  is  con- 
verted into  protoxyde  of  lead,  the  weight  of  which  is  determined. 

If  protoxyde  of  lead  has  to  be  determined  in  the  state  of 
sulphate,  it  is  necessary,  after  having  added  stdphuric  add  to 
the  solution  \  to  evaporate  it  to  dryness,  and  to  heat  the  residuum 
in  a  platinum  crucible,  until  all  the  excess  of  sulphuric  add  has 
volatilised.  The  sulphate  of  lead  left  behind  is  then  weighed. 
The  calcining  just  mentioned  may  take  place  in  a  platinum 
crucible,  provided  the  sulphate  operated  upon  contains  no 
organic  substances. 

When  a  combination  contains  lead  in  the  metallic  state,  it 
should  be  dissolved  in  nitric  acid.  The  solution  then  contains 
protoxyde  of  lead,  the  quantity  of  which  may  be  determined  by 
one  of  the  methods  just  mentioned,  and  from  which  that  of  the 
lead  may  be  easily  calculated. 

*  Determination  of  the  peroxydes  of  lead  [suroxyde  plombeux 
(red  lead)  2PbO-|-PbO^  and  suroxyde  plombique — ^binoxyde  or 
puce  oxyde  of  lead  PbO^] .  These  oxydes  may  be  converted  into 
protoxyde  of  lead  by  ignition.  If  contained,  however,  in  sub- 
stances which  must  not  be  calcined,  they  may  be  converted  into 
chloride  of  lead  by  heating  them  for  a  long  time  in  muriatic 
acid,  in  which  case  there  is  a  disengagement  of  gaseous  chlorine. 

^  The  sulphuric  acid  employed  should  be  moderately  dilute  and  in  excess,  and  tiie 
precipitated  sulphate  of  lead  should  be  washed  with  aqueous  alcohol,  or,  if  alcohol  is 
objectionable,  with  water  acidified  with  sulphuric  acid,  dried,  and  then  ignited,  but  not 
with  the  filter,  for  the  charcoal  would  reduce  part  of  the  sulphate.  If  a  platinum 
crucible  is  used,  the  ignition  must  be  cautiously  performed,  for  fear  of  reducing 
some  lead  and  damaging  the  crucible.    A  thin  porcelain  crucible  may  be  used. — Ed. 
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The  chloride  of  lead  obtamed  may  then  be  dissolved  by  means 
of  a  very  large  quantity  of  water,  provided  circumstances  be  such 
as  to  permit  the  employment  of  this  method  for  separating  the 
lead  from  other  substances. 

SEPARATION  OF  FROTOXTDE  OF  LEAD  FROM  OXYDE  OF   CADMIUM. 

*  The  best  mode  of  separating  protoxyde  of  lead  and  oxyde  of 
cadmium  firom  each  other,  consists  in  pouring  sulphuric  acid  in 
the  solution  of  these  two  oxydes,  evaporating  the  liquor  to 
dryness,  and  moderately  heating  the  residuum,  until  the  excess 
of  sulphuric  acid  employed  has  dissipated.  The  dry  mass  is  then 
treated  by  water,  which  dissolves  the  sulphate  of  cadmium,  whilst 
the  sulphate  of  lead  remains  insoluble.  The  latter  should  be 
washed  with  only  a  small  quantity  of  water,  because  it  is  not 
quite  insoluble  in  that  menstruum,  after  which  it  is  ignited  and 
weighed.  Before  igniting  it,  the  filter  is  burnt  upon  the  cover 
of  the  crucible ;  carbonate  of  potash  being  then  poured  in  the 
solution  of  the  sulphate  of  cadmium  precipitates  oxyde  of 
cadmium  there&om. 

*  This  method,  however,  cannot  give  a  very  accurate  result, 
because  sulphate  of  lead  is  not  perfectly  insoluble  in  water. 


The  following  observation  has  been  added  by  Ed.  Peligot  in 
the  French  edition : — 

*  ''  Messrs.  Haidlen  and  Fresenius  separate  these  two  oxydes 
by  adding  to  their  solution  an  excess  of  one  of  cyanide  of  potas- 
sium, by  heating,  the  whole  of  the  lead  separates,  and  all  the 
cadmium  remains  in  solution  in  the  state  of  double  cyanide  of 
cadmium  and  of  potassium.  The  cadmium  may  now  be  sepa- 
rated by  sulphuretted  hydrogen,  or  else  this  solution  may  be 
boiled  with  muriatic  acid  until  the  whole  of  the  hydrocyanic  acid 
has  been  expelled,  after  which  the  precipitation  is  efiected  by 
means  of  carbonate  of  potash.-  As  the  precipitated  lead  always 
contains  some  potash,  it  should  be  redissolved  in  nitric  acid,  &om 
which  the  oxyde  of  lead  is  precipitated  by  oxalate  or  carbonate 
of  ammonia.^' — ^E.  P. 
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SEPARATION  OF  PROTOXYDE  OF  LEAD  FROM  THE  OXTDE8  OF 
NICKEL^  OF  COBALT^  OF  ZINC,  OF  IRON^  OF  MANGANESE, 
FROM    THE    EARTHS    AND    THE    ALKALIES. 

As  protoxyde  of  lead  is  precipitated  by  a  current  of  solphii- 
retted  hydrogen  from  a  dilute  acid  solution^  this  meUiod  is 
better  than  any  which  might  be  resorted  to  for  sepantmg  it 
from  the  substances  hitherto  treated  of,  since  they,  except  oicyde 
of  cadmium^  are  not  precipitable  from  their  acid  solutions  by 
sulphuretted  hydrogen.  The  best  in  such  a  case,  if  the  solution 
of  the  oxydes  is  neutral,  is  to  acidify  it  by  means  of  nitric  acid, 
and  not  by  hydrochloric  acid,  because  the  latter  acid  might  pro- 
duce a  precipitate  in  a  solution  of  oxyde  of  lead,  if  it  were  not 
diluted  with  a  very  lai^  proportion  of  water.  The  solution 
rendered  acid  is  to  be  diluted  with  water,  and  a  current  of 
sulphuretted  hydrogen  is  slowly  passed  through  it  to  complete 
saturation. 

At  the  beginning,  and  when  only  a  few  bubbles  of  gas  are  as 
yet  passing  through  the  liquor,  the  precipitate  formed  may 
appear  of  a  reddish  brown  colour,  if  the  liquor  contains  muriatic 
acid,  or  when  peroxyde  of  iron  is  present,  but  when  the  disen- 
gagement has  become  more  copious,  and  provided  the  quantity 
of  protoxyde  of  lead  contained  in  the  solution  is  not  too  feeble 
compared  to  that  of  the  peroxyde  of  iron,  the  precipitate 
becomes  black. 

The  sulphuret  of  lead  which  has  precipitated  might  be  col- 
lected and  washed  with  pure  water,  and  then  carefully  dried  at 
a  very  gentle  heat,  until  the  weight  should  remain  constant ; 
and  then  from  its  weight  that  of  the  protoxyde  of  lead  might  be 
calculated.  But  when  sulphur  has  fallen  down  simultaneously 
with  the  sulphuret  of  lead,  a  circumstance  which  always  takes 
place  when,  for  example,  the  solution  contains  peroxyde  of  iron, 
it  is  advisable  to  convert  the  sulphuret  of  lead  which  has  been 
obtained  into  sulphate  of  lead. 

To  effect  this,  the  precipitate  should  be  well  dried,  put  in  a 
glass,  or  in  a  large  platinum  capsula  with  the  filter,  which 
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should  be  as  small  as  possible ;  then^  concentrated  and  fuming 
nitric  acid  is  gradually  and  with  much  caution  poured  on  it. 
The  acid  must  be  added  only  in  very  small  portions  at  a  time, 
in  order  to  avoid  too  violent  an  action,  which  might  give  rise 
to  a  projection  of  the  mass.  It  is  also  necessary  to  take  care  to 
cover  the  glass  or  capsula  with  a  plate  of  glass.  In  this  manner 
the  sulphuret  of  lead  is  completely  converted  into  sulphate  of 
lead.  If  fuming  nitric  acid  were  not  employed,  sulphur  would 
separate,  which  it  would  be  foimd  difficult  to  oxydise  even  by  a 
prolonged  digestion.  When  the  action  of  the  nitric  acid  upon  the 
sulphuret  of  lead  has  ceased,  a  drop  or  two  of  sulphuric  acid 
may  be  added  to  the  oxydised  mass ;  after  which  the  sulphate 
of  lead  produced  is  moderately  heated  until  no  acid  vapours  are 
any  longer  disengaged ;  after  which  it  is  ignited,  which  destroys 
the  organic  matter  of  the  filter,  which  bums  in  the  air  without 
reducing  the  sulphate  of  Ifead,  which,  after  ignition,  is  weighed. 

*  The  sulphuret  of  lead  obtained  may  also  be  treated  by  con- 
centrated muriatic  acid,  which  produces  a  disengagement  of 
flculphuretted  hydrogen.  Nitric  acid  is  next  added,  and  the  whole 
is  evaporated  to  dryness ;  the  filter  is  thus  completely  oxydised. 
The  diy  mass  is  put  in  a  porcelain  crucible,  sulphuric  acid  is 
poured  upon  it  with  care,  and  heat  is  applied  until  the  excess 
of  sulphuric  add,  which  may  have  been  employed,  has  volatilised; 
after  which  the  sulphate  of  lead  produced  is  weighed.  It  is 
not  advisable  to  weigh  in  that  state  the  chloride  of  lead  obtained 
from  the  sulphuret  of  lead. 

As  to  the  liquor  filtered  from  the  sulphuret  of  lead,  it  should 
be  heated  until  aU  odour  of  sulphuretted  hydrogen  has  dis- 
appeared; after  which  the  other  substances  may  then  be  sepa- 
rated. If  peroxyde  of  iron  existed  with  protoxyde  of  lead  in 
the  original  solution,  it  will  have  been  converted  by  sulphuretted 
hydrogen  into  protoxyde  of  iron ;  wherefore,  the  liquor  should 
be  treated  by  nitric  add,  or  by  chlorine  gas. 

This  method  of  separating  protoxyde  of  lead  by  sidphuretted 
hydrogen,  from  other  oxydes  which  are  not  capable  of  being 
predpitated  from  their  add  solutions  by  this  reagent,  deserves 
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to  be  preferred  to  all  the  other  processes  which  might  be 
employed^  for  example^  to  that  which  consists  in  precipitating 
protoxyde  of  lead  by  means  of  sulphuric  acid,  when  the  other 
base  combined  with  it  forms  with  sulphuric  acid  salts  which 
are  soluble. 

Protoxyde  of  lead  may  also  be  precipitated  in  the  state  of 
sulphuret  of  lead  by  means  of  hydrosulphuret  of  ammonia  from 
solutions  which  are  neutral  or  ammoniacal,  especially  for  sepa- 
rating it  from  some  earths  or  from  the  alkalies.  Yet  the 
sulphuret  of  lead  obtained  must  be  converted  into  sulphate  of 
lead.  If  the  hydrosulphuret  of  ammonia  employed  contains  an 
excess  of  sulphur,  the  precipitate  of  sulphuret  of  lead  produced 
has  a  reddish-brown  colour,  but  in  a  short  time  this  precipitate 
turns  black. 

*  Protoxyde  of  lead  may  be  separated  from  most  of  the 
oxydes  mentioned,  not  only  by  sulphuretted  hydrogen,  but  also 
by  the  method  which  consists  in  reducing  them  into  metallic 
chlorides  by  means  of  muriatic  acid,  and  strong  alcohol  being 
used  for  separating  the  chloride  of  lead  from  the  other  metallic 
chlorides,  and  which  are  nearly  aU  soluble  in  this  menstruum.* 
In  many  cases  the  precipitation  cannot  be  eflTected  by  the  ordi- 
nary reagents,  because  the  action  of  alcohol  upon  metallic 
chlorides  produces  organic  combinations,  which  will  prevent  a 
portion  of  the  oxydes  of  these  metals  from  being  precipitated  by 
the  alkalies,  but  by  means  of  sulphuretted  hydrogen  gas  or  of 
hydrosulphuret  of  ammonia,  they  may  be  completely  separated 
in  the  state  of  sulphurets. 

^  The  alcohol  is  next  expelled  from  the  liquor  by  heat ;  the  residuum  is  then 
dissolved  in  water,  and  the  oxydes  are  then  precipitated  from  this  solution. — Ed. 
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DETERMINATION  OF  BISMUTH  AND  OXYDE   OF  BISMUTH. 

*  The  best  reageut  for  precipitating  oxyde  of  bismuth  from 
its  solution  is  carbonate  of  ammonia,  by  an  excess  of  which  this 
oxyde  is  completely  precipitated.  Whether  the  solution  which 
contains  the  bismuth  is  clear^  diluted^  or  acid,  or  whether  it  has 
become  milky  by  the  water  which  has  been  added,  is  of  no  con- 
sequence. At  the  beginning,  carbonate  of  ammonia  dissolves  a 
very  large  quantity  of  oxyde  of  bismuth,  but  after  leaving  the 
whole  at  rest  for  a  few  hours  in  a  warm  place,  the  oxyde  of 
bismuth  is  completely  separated,  and  the  liquor  filtered  from  it 
retains  only  imponderable  traces  of  it.^ 

The  precipitate  is  very  easily  washed.  When  dry,  it  is  ignited 
in  a  porcelain  crucible,  which  deprives  it  of  its  white  colour  and 
renders  it  yellow :  when  the  heat  of  the  spirit-lamp  is  not  too 
strong  it  does  not  fuse.'  The  precipitate  is  scraped  from  the  filter 
as  well  as  possible  and  the  filter  is  then  burnt  to  ashesb  y  itself. 

Carbonate  of  potash  and  pure  potash  precipitate  oxyde  of 
bismuth  as  completely  as  carbonate  of  ammonia,  yet  the  preci- 

^  It  is  better,  after  having  added  the  carbonate  of  ammonia,  to  heat  the  whole  for 
a  little  time,  otherwise  the  filtrate  may  hold  a  more  or  less  considerable  portion  of 
basic  carbonate  of  bismuth  in  solution,  which  would  render  the  analysis  quite 
incorrect. — Ed. 

'  When,  however,  the  heat  has  been  strong  enough  to  fuse  it,  its  weight,  notwith- 
standing, remains  the  same  ;  but  it  must  not  be  ignited  with  the  filter,  the  charcoal 
of  which  would  reduce  tlie  oxyde  of  bismuth. — Ed. 
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pitate  always  contains  traces  of  potash  however  carefully  it  may 
have  been  washed ;  but  carbonate  of  soda  does  not  precipitate 
oxyde  of  bismuth  so  completely  as  carbonate  of  ammonia  and 
carbonate  of  potash. 

*  When  carbonate  of  ammonia  is  employed  to  precipitate 
oxyde  of  bismuth  quantitatively^  it  is  absolutely  necessaiy  that 
the  solution  be  completely  free  from  muriatic  acid.*  If  this  is 
not  the  case^  the  oxyde  of  bismuth  is  totally  precipitated^  it  is 
true,  but  the  precipitate  is  then  mixed  with  chloride  of  bismuth, 
which  cannot  be  completely  decomposed  by  any  excess  what- 
ever of  the  reagent,even  though  carbonate  of  potash  be  employed. 
When,  after  drying  it,  this  precipitate  is  ignited,  chloride  of 
bismuth  volatilises,  and  the  oxyde  of  bismuth  remains  behind, 
which,  however,  retains  still  some  chloride  of  bismuth. 

Wherefore,  in  quantitative  analysis,  oxyde  of  bismuth  should 
always  be  dissolved  in  nitric  acid,  and  not  in  aqua  r^a. 

If  oxyde  of  bismuth  has  to  be  quantitatively  determined  in  a 
solution  which  contains  muriatic  acid,  it  should  be  precipitated 
as  sulphuret  of  bismuth,  which  may  be  done  by  simply  adding 
hydrosulphuret  of  ammonia  ;  sulphuret  of  bismuth  is  thus 
precipitated; — it  must  be  well  washed,  removed  when  still 
moist  from  the  funnel  along-  with  the  filter,  and  nitric  acid 
is  poured  upon  it.  Sulphuret  of  bismuth  is  attacked  by  this 
acid  even  in  the  cold,  yet  a  moderate  heat  is  applied  until 
the  liberated  sulphur  has  assumed  a  pure  yellow  colour,  but  the 
digestion  must  not  be  prolonged  too  much.  The  liquor  is  then 
filtered,  the  sulphur  is  washed  with  water  acidulated  with  nitric 
acid,  and  the  oxyde  of  bismuth  is  precipitated  therefrom  by 
carbonate  of  ammonia. 

When  a  compoimd  contains  metallic  bismuth,  it  is  dissolved 
by  nitric  acid ;  the  quantity  of  the  oxyde  of  bismuth  in  the 
Nolution  is  then  determined  as  above  said,  and  that  of  the  metal 
ill  rnlculated  accordingly. 

*  In  fiwTl  no  other  mineral  acid,  except  nitric  acid,  should  be  pfesent,  lor  in  such 
miUilUrtm  nartHMUiie  of  ammonia  would  precipitate  a  mixture  of  basic  carbonate  of 
lihiiiuih,  Mill  iif  MifHher  basic  salt  of  the  same  metal  with  the  other  acid.— Ed. 
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SEPARATION  OF  OXTDB  OF  BISMUTH  FROM  PROTOXYDE  OF  LEAD. 

*  Although  protoxyde  of  lead  and  its  combinations  arc 
completely  soluble  in  a  solution  of  hydrate  of  potash^  and 
oxyde  of  bismuth  is  insoluble  therein^  this  reagent  cannot 
be  resorted  to  for  separating  these  two  oxydes  from  each 
other.  The  oxyde  of  bismuth  which  remains  undissolved  con- 
tains a  considerable  quantity  of  oxyde  of  lead  which  cannot  be 
dissolved  even  by  boiling  it  again  with  a  fresh  solution  of  potash. 

Oxyde  of  bismuth  being  completely  precipitated  by  carbonate 
of  ATiiTnnniA  when  this  reagent  is  added  in  excess,  and  the  whole 
left  at  rest  for  some  time,  the  method  proposed  by  Laugicr,  and 
which  consists  in  dissolving  the  oxyde  of  bismuth  in  an  excess 
of  carbonate  of  ammonia,  and  filtering  the  liquor  from  the 
carbonate  of  lead  left  in  an  insoluble  state,  cannot  yield  accurate 
results. 

*  According  to  Sander,  carbonate  of  baryta  cannot  8cr\'c  to 
separate  oxyde  of  bismuth  and  of  lead  from  each  other. 

The  separation  of  these  two  oxydes  may  be  effected  as  follows: 
— An  excess  of  sulphuric  acid  is  added  to  the  solution  of  the  two 
oxydes,  and  the  liquor  is  evaporated  until  the  excess  of  the 
sulphuric  acid  begins  to  volatilise.  Water  is  then  added,  which 
dissolves  the  sulphate  of  bismuth,  and  produces  a  perfectly  clear 
liquor  if  a  sufficient  quantity  of  sulphuric  acid  still  predomi- 
nates. The  sulphate  of  lead  remains  insoluble.  It  is  collected 
on  a  filter,  and  washed  with  water  acidulated  with  a  little 
sulphuric  acid;  it  is  then  dried  and  ignited.  The  oxyde  of 
bismuth  is  precipitated  from  the  filtered  liquor  by  carbonate  of 
ammonia. 

It  is  necessary  to  add  sulphuric  acid  to  the  somewhat  diluted 
solution  of  the  two  oxydes,  if  the  liquor  contains  too  little  of  the 
acid,  and  to  filter  rapidly,  otherwise  some  sulphate  of  bismuth 
in  small  crystals  is  also  deposited. 

This  method,  however,  does  not  afford  very  accurate  results, 
because  sulphate  of  lead  is  not  perfectly  insoluble  in  water,  nor 
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.1  -«.;.i:i^>ii>j  yci  !»ulphuric  acid  dissolves  it  much  less  than 

''•-.'.     tlier  acids.' 

Anotlur  nitthod  tur  separating  these  two  metals  or  their 
-  xwlrs  tVum  L'uch  other^  is  the  following: — The  two  metals  or 
iliL-it-  owdes  are  dissolved  in  nitric  acid,  diluted  with  as  little 
MatiT  as  possible.  Water  should  not  be  altogether  omitted^ 
because  these  metals  or  oxydes  are  not  completely  dissolved  by 
the  concentrated  acid.  Muriatic  acid  is  added  to  the  nitric  acid 
^solution  in  sufficient  quantity  to  convert  the  whole  of  the  oxydes 
into  chlorides^  and  still  leave  an  excess  of  acid.  A  large  quantity 
of  sstroug  alcohol  is  now  poured  in^  to  which  a  little  ether  may 
be  added ;  the  chloride  of  lead  formed  remains  insoluble^  whilst 
tlie  chloride  of  bismuth  dissolves.  Chloride  of  bismuth  is  not 
ptU'tioUy  decomposed  by  alcohol^  as  is  the  case  with  water.  The 
i'liloride  of  lead  is  allowed  to  settle  well;  it  is  collected  upon  a 
counterpoised  tilter^  and  washed  with  alcohol  containing  ether. 
To  the  idcohohc  solution  of  the  chloride  of  bismuth,  water  is 
now  added,  the  alcohol  is  volatilised  at  a  gentle  heat,  and  the 
bismuth  is  precipitated  in  the  state  of  sulphuret  by  means  of 
sulphurotteil  hydrogen  gas. 

*  Tliis  separation  is  so  much  the  more  successful,  as  the 
alcohol  cmployovl  is  stronger,  and  that  it  contains,  besides  the 
ctlK-r.  a  small  proportion  of  free  muriatic  add,  owing  to  which 
the  chloride  of  load  is  rendered  more  insoluble  still.  Yet,  in 
spite  of  all  these  prtvautions,  a  little  less  chloride  of  lead, 
amount iug  sometimes  to  as  much  as  live  per  cent.,  is  obtained, 
.u\vi\husr  to  Sander,  than  shoidd  be  the  case,  although  this  salt 
*»)  ii self  is  absolutely  insoluble  in  alcohol. 

"^  Hisuiuth  and  leail  should  not  be  separated  in  the  state  of 
•..■.: I. itos  b\  uioAus  of  akvhol,  because  nitrate  of  lead  is  not 
i'\Nv'lu:el\  ius\»luWe  lu  even  the  strongest  alcohol. 

■    b.'i  '.*u'  :.»iL!t»oi*e  o£  scpATiiui;:  bismuth  and  lead  from  each 


*  ■     •  '  r^         "'»•  ■•*'.-'i.ii.»i."s  ■»*i»|'iirti»    :i  Vml  j]Nwivt>»  in '2*2816  |mrts  of  |nir» 

.t.t.  t   ta  ••iiiivi  >«  all  ^|»burii:  acid. — Ed. 
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dissolves  oxyde  of  cadmium  without  attacking  oxyde  of  bismuth^ 
might  be  employed. 

In  the  French  edition,  this  note  by  E.  Peligot : — 

*  "  Mr.  Persoz  separates  these  two  oxydes  by  dissolving  them 
both  in  an  acid^  and  adding  paraphosphoric  acid  and  an  excess 
of  ammonia  to  the  solution.  Faraphosphate  of  bismuth  is 
insoluble  in  ammonia^  and  may  be  separated  by  filtering.^' 


SEPARATION  OF  OXTDE  OF  BISMUTH  FROM  THE  OXYDES  OF 
NICKEL^  OF  COBALT^  OF  ZINC^  OF  IRONj  OF  MANGANESE^ 
FROM   THE   EARTHS   AND    FROM    THE    ALKALIES. 

Oxyde  of  bismuth  can  be  separated^  by  means  of  sulphuretted 
hydrogen^  from  all  the  oxydes  which  cannot  be  precipitated 
from  an  acid  solution  by  this  reagent.  Yet  when  the  precipi- 
tation of  sulphuret  of  bismuth  is  intended  to  be  made  by  means 
of  sulphiuretted  hydrogen^  it  is  necessary  to  take  care  to  dilute 
with  water  the  solution  of  the  oxyde  of  bismuth.  But  as  the 
solutions  of  bismuth  are  rendered  milky  by  water,  acetic  acid 
should  first  be  added  to  the  liquor,  which  prevents  its  becoming 
turbid  when  water  comes  to  be  poured  into  it.  This  addition 
being  made,  a  current  of  sulphuretted  hydrogen  is  passed 
through  the  liquid.  As  to  the  sulphuret  of  bismuth  whicli 
fklls  down,  it  is  decomposed  in  the  maimer  described  before, 
after  which  the  oxyde  is  precipitated  from  the  nitric  acid 
solution  by  means  of  carbonate  of  ammonia. 

Oxjrilo  of  bismuth  is  thus  separated,  by  the  above  method, 
(\\uu  {\\^  oxydes  of  nickd,  of  cobalt,  of  zinc,  of  iron,  and  of 
nmiii^aiii^nO)  luid  also  from  the  earths  and  the  alkalies.  The 
sulMlM^^gcs  with  wKidi  it  was  combined  are  subsequently  sepa- 
\'^\Vi\  U^\\\  tho  liquor  filtered  from  the  sulphuret  of  bismuth. 
Yrl  \\\\v\\  tlio«^  auImUuicos  arc  not  such  as  can  be  precipitated 
l\v  ^'t^rbouAtx'  of  munumia,  as  is  the  case  with  the  fixed  alkalies, 
i^ul|vhutt^iitHl  h,vtii\)y(^u  uccd  not  be  employed  at  all,  and  the 
AttlniiOH  of  i>Arbmmlo  of  aiumouia  ;Uoue  is  sufficient  to  separate 
\\\v\\\  (\\\\\\  thoo)^vdi>  of  UiMuuth. 
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CHAPTER  XXII. 

URANIUM. 


DETERMINATION    OF   PEROXYDE  OF  URANIUM. 

Feroxyde  of  uranimn  is  completely  precipitated  firom  its  solu- 
tions by  ammonia.  The  precipitate  is  yellow,  and  besides 
peroxyde  of  uranium,  it  contains  ammonia  and  water.  It  should 
not  be  washed  with  pure  water,  because  it  gradually  passes  with 
it  through  the  filter,  and  thus  forms  a  yellowish  milky  solution. 
This  difficulty  can  only  be  obviated  by  washing  it  with  a  dilute 
solution  of  muriate  of  ammonia.  Yet  even  this  does  not  alto- 
gether prevent  it.  The  precipitate,  after  washing,  is  dried  and 
ignited.  Ignition  converts  it  entirely  into  protoxyde  of  uranium, 
and  it  loses,  at  the  same  time,  water,  ammonia,  and  oxygen. 
From  the  weight  of  the  protoxyde  of  uranium  obtained,  that 
of  the  peroxyde  is  calculated. 

When  a  solution  from  which  peroxyde  of  uranium  has  to  be 
precipitated  contains  a  considerable  quantity  of  an  earth  of 
whatever  kind,  ammonia,  according  to  Arfvedsou,  precipitates, 
along  with  the  peroxyde  of  uranium,  a  large  proportion  of  the 
earth,  even  when  this  earth,  such  as,  for  example,  baryta  or 
lime,  are  not  capable  of  being  precipitated  from  other  solu- 
tions by  ammonia.  Thus,  when  combined  with  an  earth, 
peroxyde  of  uranium  is  not  converted  into  protoxyde  of  uranium 
by  ignition.  Consequently,  before  submitting  the  precipitate 
to  the  action  of  the  fire,  it  should  be  dissolved  in  muriatic  acid, 
and  the  solution  precipitated  by  ammonia ;  the  precipitate  is 
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then  washed  with  a  solution  of  muriate  of  ammonia^  dried  and 
ignitedj  by  which  means  it  is  converted  into  protoxyde  of 
uranium^  which  is  weighed. 


*  M.  E.  Peligot  has  added  the  following  remarks  to  the 
French  edition : — 

"  This  method  is  evidently  insuflScient.  I  have  lately  shown 
that  under  the  name  of  protoxyde  of  uranium^  two  distinct 
oxydes  had  been  confounded ;  I  have  called  one  of  them  deu- 
toxyde  of  uranium^  which  is  obtained  by  exposing  to  a  high 
temperature  the  proto  and  persalts  of  uranium^  the  acid  of 
which  is  volatile  or  decomposable  by  heat ;  it  is  blacky  its  com- 
position is  represented  by  U^  O^,  U  being  equal  to  750. 

"  The  other  oxyde  results  from  the  peroxydisation  of  the 
protoxyde,  or  of  the  black  oxyde  of  uranium,  when  these  two 
oxydes  are  exposed  to  the  action  of  oxygen  or  of  the  air  at  a 
dark  red  heat ;  it  has  an  olive  green  colour,  its  formula  is  repre- 
sented by  Ug  O^.  When  strongly  calcined,  it  is  converted  into 
black  oxyde.  Lastly,  neither  of  these  two  oxydes  enters  into 
the  composition  of  the  green  salts  of  uranium,  as  was  behoved 
to  be  the  case  by  confounding  the  one  with  the  other.  They  do 
not  combine  with  acids,  but  are  decomposed  by  them;  the 
result  being  a  mixture  of  the  green  salt  of  protoxyde,  and  of 
the  yellow  salts  of  peroxyde  of  uranium ;  for  they  should  be 
considered  as  being  both  the  result  of  the  combination  of  the 
protoxyde  and  peroxyde  of  uranium  united  in  diflFerent  propor- 
tions. The  green  salts  contain  the  protoxyde  of  uranium, 
which  had  hitherto  been  mistaken  for  the  metal. 

"  The  properties  of  the  two  oxydes,  the  black  and  the  olive, 
render  it  very  difficult  to  dose  uranium  in  an  exact  manner. 
When  peroxyde  of  uranium  has  been  precipitated  from  the 
yellow  salts  by  ammonia,  and  the  precipitate  is  ignited  in  a 
platinum  crucible,  black  oxyde  remains,  if  the  calcining  has 
been  effected  at  a  very  high  temperature ;  if  it  hias  been  effected 
at  a  dark  red  heat,  and  in  contact  with  the  air,  the  olive  oxyde 
is  obtained.     More  often,  however,  it  consists  of  a  mixture  of 
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the  two,  for  whilst  the  crucible  is  cooling,  the  black  oxyde  is 
partially  transformed  into  the  olive  one ;  this  peroxydisement  is 
avoided  as  much  as  possible,  by  placing  the  crucible  which 
contains  the  black  oxyde,  whilst  yet  very  hot,  upon  a  metallic 
support,  for,  by  thus  cooling  it  rapidly,  the  olive  oxyde  formed  is 
in  very  trifling  proportion,  which  may  be  neglected,  since  even 
when  the  peroxydisement  is  complete,  the  increase  of  weight 
from  the  oxygen  absorbed  in  passing  to  the  state  of  olive  oxyde, 
does  not  amount  to  one  per  cent. 

"  Uranium  may  also  be  dosed  in  the  state  of  olive  oxyde  by 
maintaining  the  black  oxyde  in  a  state  of  great  division  at  a 
dark  red  heat,  in  contact  with  the  air.  I  am  inclined  to  think, 
that  as  the  formation  of  this  oxyde  takes  place  at  a  temperature 
which  is  very  near  that  at  which  it  is  destroyed,  it  is  pretty 
difficult  to  appreciate  the  time  necessary  to  complete  the  peroxy- 
disation.  At  any  rate,  a  greater  precision  may  be  obtained  by 
bringing  these  oxydes,  or  their  mixture,  in  the  state  of  protoxyde 
of  uranium  by  means  of  hydrogen  gas.  This  process  is,  however, 
of  difficult  execution,  on  account  of  the  weighing  of  the  latter 
oxyde,  which  is  pyrophoric,  and  which  must  be  performed  in 
an  atmosphere  of  hydrogen  gas,  by  closing  with  the  blowpipe 
the  tube  in  which  it  has  been  produced;  in.  calculating  it 
therefore,  the  diflference  of  the  weight  of  the  tube  first  weighed 
full  of  air  and  then  filled  with  hydrogen,  must  be  taken  account 
of,  neglecting,  however,  the  gas  which,  owing  to  its  extremely 
divided  state,  must  have  been  condensed  by  the  protoxyde  of 
uranium. 

'*  These  difficulties,  however,  exist  only  when  the  object  in 
view  is  to  dose  uranium  with  an  extreme  degree  of  precision." 


DETERMINATION  OP  PROTOXYDE  OP  URANIUM. 

*  When  a  solution  contains  protoxyde  of  uranium,  ammonia 
produces  therein  a  precipitate  of  brown  flakes,  with  a  slight  tinge 
of  purple,  and  which  are  hydrate  of  protoxyde  of  uranium. 
In  drpng  this  precipitate  it  frequently  happens,  according  to 
Arfvedson,  that  part  of  this  hydrate  oxydises  and  becomes  yellow. 
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If  the  precipitation  has  beien  effected  by  a  large  excess  of 
ammonia,  or  if  it  be  washed  with  hot  water,  it  becomes  entirely 
converted,  pending  the  irjing,  into  peroxyde  of  uranium,  con- 
taining ammonia,  but  which  is  reduced  by  ignition  into  the 
state  of  protoxyde  of  uranium. 

*  Yet  it  is  better  to  pour  nitric  acid  in  a  solution  which 
contains  oxyde  of  uranium,  and  to  heat  the  whole  in  order  to 
convert  the  latter  into  peroxyde  of  uranium,  which  may  then 
be  precipitated  by  ammonia. 

SEPARATION   OF  THE  OXTDES   OF  URANIUM  FROM   THE  OXTDES  OF 

BISMUTH,  OF  LEAD,  AND  OF  CADMIUM. 

The  oxydes  of  uranium  are  separated  from  the  oxydes  of 
bismuth,  of  lead,  and  of  cadmium,  by  passing  through  their 
acidified  solution  a  current  of  sulphuretted  hydrogen,  by  which 
the  latter  oxydes  are  precipitated  in  the  state  of  metallic  sul- 
phurets ;  the  oxydes  of  uranium,  on  the  contrary,  remain  in 
solution.  The  sulphuretted  hydrogen  is  then  to  be  expelled 
from  the  filtered  liquor  by  heating  for  a  long  time,  after  which 
they  are  precipitated  therefrom  by  ammonia. 

SEPARATION  OF  THE   OXTDES  OF  URANIUM  FROM  THE   OXYDES  OF 

NICKEL,  OF  COBALT,  AND  OF  ZINC. 

It  is  extremely  difficult  to  separate  the  oxydes  of  uranium 
from  those  of  the  metals  hitherto  treated  of.  They  may  be 
separated  from  the  oxydes  of  nickel,  of  cobalt,  and  of  zinc,  in 
the  following  manner  : — 

*  If  the  combination  contains  protoxyde  of  uranium,  it  shoidd 
be  converted  into  peroxyde  of  uranium  by  means  of  nitric  acid, 
then  to  the  diluted  solution,  which  should  not  be  too  acid,  an 
excess  of  carbonate  of  baryta  is  added,  and  the  whole  is  left  at 
rest  for  at  least  three  days  at  the  ordinary  temperature,  and 
stirring  it  frequently.  The  peroxyde  of  uranium  precipitates 
whilst  the  other  oxydes  remain  in  solution.  The  peroxyde  of 
uranium,  with  the  excess  of  carbonate  of  baryta,  is  then  dissolved 
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in  muriatic  acid,  the  baryta  is  precipitated  by  sulphuric  acid, 
and  the  peroxyde  of  uranium  by  ammonia.  The  oxydes  which 
have  remained  in  solution  are  precipitated  by  the  methods 
prescribed  before,  after  having,  of  course,  previously  eliminated 
the  baryta  from  the  filtered  solution  by  means  of  sidphuric  acid. 
It  is  absolutely  necessary  to  leave  the  peroxyde  of  uranium 
and  the  carbonate  of  baryta  in  contact  for  several  days,  because 
otherwise,  according  to  Sander,  a  considerable  quantity  of  this 
oxyde  would  escape  precipitation. 

*  [The  following  process  was  discovered  by  Mr.  Ebelmen  for 
separating  uranium  in  a  complete  manner  from  the  oxydes  of 
zinc,  of  cobalt,  and  of  manganese.  Uranate  of  potash  is 
insoluble  in  carbonate  of  potash,  but  very  soluble  in  a  liquor 
containing  bicarbonate  of  potash,  so  that  when  to  the  diluted 
solution  of  the  three  oxydes  a  slight  excess  of  bicarbonate  of 
potash  is  added,  the  whole  of  the  uranium  is  dissolved  and 
imparts  a  yellow  colour  to  it;  a  soluble  double  carbonate  of 
oxyde  of  uranium  and  of  potash  is  formed,  whilst  the  carbonates 
of  zinc,  of  cobalt,  and  of  nickel  are  precipitated.  The  operator 
may,  therefore,  according  to  circumstances, — first,  precipitate 
the  solution  by  potash  and  digest  the  precipitate  thus  formed 
with  bicarbonate  of  potash,  which  will  dissolve  the  oxyde  of 
uranium  only;  secondly,  precipitate  the  liquor  by  bicarbonate 
of  potash,  employed  in  slight  excess,  filter,  and  wash  the  filter 
so  long  as  the  liquor  passes  through  with  a  yellow  colour. 

*  The  presence  of  phosphoric  acid  in  the  liquid  which  contains 
the  oxyde  of  uranium  does  not  prevent  the  latter  from  being 
dissolved  by  an  excess  of  bicarbonate  of  potash,  but  a  greater 
proportion  of  the  reagent  must  then  be  employed,  unless  a 
suitable  proportion  of  peroxyde  of  iron  be  present,  which  retains 
all  the  phosphoric  acid  in  the  precipitate.  By  adding  to  a 
solution  of  phosphate  and  of  arseniate  of  uranium  in  an  excess 
of  bicarbonate  of  potash,  a  known  quantity  of  peroxyde  of  iron 
in  solution  in  nitric  acid,  these  two  oxydes,  according  to  Mr. 
Ebelmen,  may  be  completely   separated   from  the  oxyde  of 
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uranium^  and  the  proportion  is  then  determined  by  the  augmen- 
tation of  the  weight  of  the  peroxyde  of  iron^  as  was  indicated 
by  M.  Berthier.  Oxyde  of  uranium  may  also  be  separated  by 
means  of  potash  and  the  phosphoric  and  arsenic  acids  be  left  in 
the  liquor. 

*  In  order  to  separate  the  oxyde  of  uranium  from  the  solu- 
tion, caustic  potash  is  to  be  poured  therein  ;  the  whole  of  the 
oxyde  of  uranium  falls  down  in  the  state  of  uraniate  of  potash. 
The  liquor  is  decanted,  the  precipitate  is  washed  by  decantation, 
by  which  means  the  greatest  portion  of  the  alkali  is  eliminated. 
The  deposit  must  then  be  dissolved  in  muriatic  acid  and  preci- 
pitated by  ammonia.  It  is  advisable  to  repeat  this  operation 
several  times;  this  may  be  done  altogether  without  loss  by 
using  the  same  filter  in  order  to  eliminate  the  potash  completely. 
—Ed.  p.] 

separation  of  the  oxtdes  of  uranium  from  those  of  iron. 

The  oxydes  of  uranium  may  be  separated  from  those  of  iron 
in  the  following  manner: — If  the  oxydes  of  both  metals  are 
contained  in  a  solution,  an  excess  of  carbonate  of  ammonia  is 
added  thereto,  which  dissolves  the  oxyde  of  uranium,  whilst  the 
peroxyde  of  iron  fails  down.  If  the  oxyde  of  uranium  and  of 
iron  exist  in  the  state  of  protoxyde,  they  must  be  converted  into 
peroxyde  by  heating  the  liquor  with  nitric  acid. 


M.  Feligot  has  added  the  following  remark  in  the  French 
edition : — 

*  "  It  is  necessary  to  operate  upon  liquids  very  much  diluted 
with  water,  and  this  is  the  case  whenever  carbonate  of  ammonia 
is  resorted  to  for  precipitating  iron;  in  effect,  according  to 
M.  Wohler,  recently  precipitated  peroxyde  of  iron  is  entirely 
soluble  in  a  large  excess  of  carbonate  of  ammonia;  this  salt 
may,  nevertheless,  be  employed  in  this  operation,  for  M.  Ber- 
zelius  has  remarked  that  whatever  may  be  the  excess  of  this 
reagent  employed  to  dissolve  the  hydrate  of  peroxyde  of  iron, 
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the  latter  is  entirely  precipitated  from  its  solution  by  diluting  it 
with  a  sujBScient  quantity  of  water/' 


*  M.  Berthier  boils  the  solution  of  these  metals  after  having 
added  sulphite  of  ammonia  thereto.  The  whole  of  the  uranium 
precipitates  in  the  state  of  basic  sulphite  in  grains  of  a  fine 
yellow  colour.  The  iron,  but  only  the  iron,  may  also  be  sepa- 
rated by  precipitating  the  two  metals  by  means  of  an  alkaline 
carbonate,  treating  the  precipitate  by  sulphurous  acid,  and 
boiling ;  all  the  iron  will  then  remain  in  the  liquor.  If  the 
uranium  contained  only  very  small  quantities  of  manganese  of 
cobalt,  of  nickel,  and  of  zinc,  these  metals  would  also  be 
separated,  and  remain  in  solution. — E.  Pelioot. 


SEPARATION    OP     THE     OXYDES    OP    URANIUM    PROM    PROTOXYDE 

OP    MANGANESE    AND    OP    MAGNESIA. 

In  order  to  separate  oxyde  of  uranium  from  protoxyde  of  man- 
ganese and  from  magnesia,  the  same  process  is  employed  as  for 
separating  their  oxydes  frt)m  those  of  cobalt,  of  nickel,  and 
of  zinc.  Hydrosulphuret  of  ammonia  is  not  suitable  for 
separating  peroxyde  of  uranium  from  magnesia,  because  sul- 
phuret  of  uranium  is  not  completely  insoluble  in  an  excess  of 
this  reagent. 

SEPARATION    OP    THE    OXYDES   OP    URANIUM    PROM    ALUMINA. 

Alumina  inay  be  separated  from  peroxyde  of  uranium  in  the 
same  ifianner  as  for  separating  it  from  peroxyde  of  iron. 

SEPARATION    OP    THE    OXYDES    OP    URANIUM    PROM    LIME    AND 

STRONTIA. 

Lime  and  strontia  may  be  separated  from  peroxyde  of  uranium 
as  follows : — Sulphuric  acid  is  poured  in  the  solution,  and  alcohol 
is  added  thereto ;  sulphate  of  lime  and  sulphate  of  strontia  are 
thus  precipitated,  which  are  to  be  washed  with  alcohol.     The 

VOL.  II.  N 
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sulphate  of  peroxyde  of  uranium  remains  dissolved  in  the  alcohol, 
provided  a  sufficient  quantity  of  this  menstruum  has  been 
employed.  The  alcohol  being  then  evaporated,  the  peroxyde  of 
uranium  is  precipitated  by  ammonia. 


SEPARATION    OF   THE    OXYDES    OF   URANIUM    FROM    BARYTA. 

Peroxyde  of  uranium  is  separated  from  baryta  by  means  of 
sulphuric  acid,  which  precipitates  the  earth. 


SEPARATION  OF  THE  OXYDES  OF  URANIUM    FROM    THE    ALKALIES. 

Peroxyde  of  uranium  may  be  separated  from  the  fixed  alkalies 
by  ammonia,  an  excess  of  which  must  be  poured  in  the  solution ; 
the  precipitate  which  is  thus  formed  is  washed  with  a  solution  of 
muriate  of  ammonia.  The  fixed  alkali  may  afterwards  be 
separated  from  the  filtered  Uquor. 
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CHAPTER   XXIII. 

COPPER. 


DETERMINATION  OF  COPPER  AND  OF   PROTOXYDE  OF  COPPER. 

The  best  reagent  for  precipitating  protoxyde  of  copper  from 
its  solutions,  is  solution  of  pure  potash.  The  liquor  which  con- 
tains the  protoxyde  of  copper  is  put  in  a  porcelain  capsula,  or 
better  still,  in  one  of  platinum.  The  whole  is  then  moderately 
boiled,  and  a  solution  of  potash  is  then  added,'  which  separates 
the  protoxyde  of  copper  under  the  form  of  a  heavy  brownish- 
black  precipitate.' 

If  the  precipitation  of  the  protoxyde  of  copper  is  performed 
in  the  cold,  the  precipitate  is  a  hydrate  of  protoxyde  of  copper, 
which  is  bulky  and  blue,  but  which,  however,  upon  being  boiled, 
becomes  heavy  and  brownish-black,  and  converted  into  protoxyde 
of  copper.  It  is  always  necessary  to  convert  the  hydrate  of 
protoxyde  of  copper  into  protoxyde  of  copper  by  heat,  because 
the  former  cannot  be  washed  so  easily  as  the  latter. 

Protoxyde  of  copper  is  difficult  to  wash,  but  it  may  be  done 

'  The  solution  of  potash  must  of  course  be  added,  so  long  as  it  produces  a 
precipitate. — Ed. 

^  The  liquor  which  contains  the  salt  of  copper  should  be  moderately  diluted  and 
boiled,  after  the  addition  of  solution  of  potash  before  filtering,  for  if  the  solution  be 
too  concentrated,  some  hydrated  blue  oxyde  may  remain  suspended  in  the  liquor, 
and  boiling  will  not  precipitate  it ;  on  the  other  hand,  if  the  solution,  though  dilute. 
Is  treated  in  the  cold  with  solution  of  potash,  the  precipitate  is  blue  and  bulky, 
and  is  generaUy  mixed  with  some  of  the  alkali,  which  cannot  be  completely  removed 
by  wailing,  or,  at  least,  without  extreme  difficulty. — Ed. 

n2 
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in  a  complete  manner ;  the  best  is  to  employ  hot  water/  because 
the  least  traces  of  potash  may  thus  be  eliminated.  After  cbying, 
the  precipitate  is  ignited^  which  may  be  most  conveniently  done 
in  a  platinum  crucible^  into  which  the  filter  may  also  be  burnt. 
H  a  small  portion  of  the  protoxyde  of  copper  was  thus  converted 
into  suboxyde  of  copper,  the  latter  would  soon  reabsorb  oxygen 
imdcr  the  influence  of  a  current  of  air  which  may  be  determined 
into  the  crucible  pending  the  ignition.  The  operator  must  take 
care  to  weigh  the  protoxyde  of  copper  immediately  after  cooling/ 
in  the  crucible  of  platinum,  which  must  be  well  closed,  because 
without  this  precaution  it  attracts  moisture. 

The  more  diluted  the  solution  of  the  protoxyde  of  copper  is, 
the  more  completely  is  the  latter  precipitated  by  potash.  K  the 
solution  be  very  concentrated,  the  liquor,  after  precipitation  by 
potash,  retains  still  traces  of  protoxyde  of  copper,  and  upon 
addition  of  hydrosulphuret  of  ammonia  it  turns  brown,  which 
does  not  take  place  when  before  adding  the  potash  the  operator 
has  taken  care  to  dilute  it  with  a  large  quantity  of  water. 

*  Sometimes  the  solution  of  potash  fails  in  precipitating  in 
the  state  of  protoxyde  of  copper  the  whole  of  the  copper  con- 
tained in  the  solution.  Small  quantities  remain  dissolved, 
owing  to  which  the  filtered  liquor  turns  brown  when  treated  by 
hydro-sulphuret  of  ammonia. 

*  When  the  solution  of  protoxyde  of  copper  has  been  boiled 
for  a  long  time  with  that  of  potash,  a  small  quantity  of  prot- 
oxyde of  copper  is  found  deposited  on  the  sides  of  the  porcelain 
or  platinum  capsula,  where  it  adheres  so  strongly,  that  it  cannot 
be  detached  therefrom  by  any  mechanical  means.  This  small 
quantity  of  oxyde  should  then  be  dissolved  in  a  few  drops  of 
dilute  sulphuric  acid;  water  is  then  added,  and  also  solution 
of  potash,  and  on  boiling,  the  protoxyde  of  copper  is  precipi- 
tated.    If  the  solution  of  protoxyde  of  copper  is  very  dilute, 

7*  See  my  filtering  apparattu,  page  38. — Ed. 

*  The  crucible  must  be  well  dosed,  and  deposited  in  a  metallie  capsula,  in  order 
to  oool  it  as  rapidly  as  possible,  or  else  it  may  be  placed  under  a  glass  beU  by  the 
side  of  a  dish  of  concentrated  sulphuric  acid,  and  rapidly  weighed  when  cold  or 
nearly  cold. — Ed. 


COPPER.  181 

no  particle  of  oxyde  adheres  to  the  sides  of  the  vessel  duhng 
the  precipitation. 

*  When  a  liquor  contains  protoxyde  of  copper  dissolved  in 
an  excess  of  ammonia^  this  oxyde  can  be  completely  precipitated 
therefrom  by  ebullition  with  potash.  Yet  it  is  necessary  to  per- 
form the  filtering  and  washing  of  the  precipitate  with  the  utmost 
diligence^  for  if  left  too  long  under  the  ammoniacal  liquor^  a 
portion  of  the  oxyde  would  be  redissolved^  and  the  liquor  would 
then  assume  a  bluish  tinge. 

Carbonate  of  potash  should  not  be  employed  to  precipitate 
protoxyde  of  copper^  for  a  small  portion  would  then  remain  in 
solution^  which  could  not  be  obtained  except  by  evaporating  the 
liquor  to  dryness^  and  slightly  igniting  the  salt. 

The  method  which  consists  in  precipitating  the  copper  in  the 
metallic  state^  by  plunging  in  its  solution  a  bar  of  bright  iron^ 
does  not  yield  an  accurate  result,  because  the  copper,  whilst 
drying,  is  converted  into  suboxyde  of  copper.  It  is  also  gene- 
rally contaminated  by  some  charcoal  which  the  iron  abandons 
whilst  dissolving.  This  method  is  therefore  resorted  to  only  in 
certain  cases. 

*  If  copper  is  contained  in  the  metallic  state  in  combinations, 
it  must  be  dissolved  in  nitric  acid  or  aqua  regia.  This  solution 
always  contains  the  copper  in  the  state  of  protoxyde  of  copper, 
which  may  be  precipitated  as  we  have  said,  and  from  the  weight 
of  which  that  of  the  metallic  copper  can  be  determined. 


The  French  edition  has  the  following  remark  by  M.  E. 
Peligot : — 

"  Mr.  Level,  by  applying  the  method  proposed  by  Fuchs  for 
the  quantitative  determination  of  protoxyde  and  of  peroxyde  of 
iron  by  means  of  metallic  copper,  and  also  for  that  of  that  metal 
in  the  salts  of  copper,  indicates  the  following  process  as  yielding 
most  accurately  the  quantity  of  copper  contained  in  a  protosalt 
of  that  metal.  The  solution  of  the  salt  is  to  be  supersaturated 
by  ammonia,  and  a  blade  of  pure  copper,  most  exactly  weighed. 
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is  pltinged  into  the  whole  depth  of  the  vessel  which  contains  the 
blue  liquor,  and  which  has  been  filled  up  entirely  with  boiled 
water;  this  vessel,  for  which  a  glass-stoppered  flask  having  a 
large  mouth  is  preferable,  is  immediately  closed  up  after  the 
introduction  of  the  blade  of  copper,  and  the  experiment  is  left 
to  itself  until  the  liquor  is  completely  decolorised  in  conse- 
quence of  the  reduction  of  the  protosalt  of  copper  into  a  subsalt 
of  copper.  The  blade  of  copper  is  then  weighed,  previously 
washing  and  drying  it,  and  from  the  loss  of  weight  it  has  sus- 
tained, the  quantity  of  the  metal  which  existed  in  the  solution 
may  be  estimated,  since  for  the  same  quantity  of  oxygen  sub- 
oxyde  of  copper  contains  twice  as  much  copper  as  protoxyde  of 
copper. 

*^  This  method  is  simple  and  easy,  but  it  has  the  drawback  of 
being  somewhat  slow.  About  four  days  are  required  for  the 
complete  action  of  copper  upon  an  ammoniacal  protosalt  of 
copper  containing  one  gramme  (about  fifteen  grains)  of  copper, 
and  succeeds  as  well  for  the  reduction  of  sulphate  of  copper  as 
for  those  of  nitrate  or  of  chloride  of  copper;  it  is  particularly 
applicable  for  the  dosing  of  copper  in  the  alloys  which  this 
metal  forms  with  zinc,  tin,  and  antimony.^ 


» 1 


*  DETERMINATION  OP  SUBOXYDE  OP  COPPER. 

If  a  substance  contains  suboxyde  of  copper,  it  must  be 
dissolved  in  nitric  acid,  by  which  it  is  converted  into  protoxyde 
of  copper,  which  is  subsequently  precipitated  by  solution  of 
potash,  and  &om  the  weight  of  which  that  of  the  suboxyde 
of  copper  contained  in  the  substance  is  calculated. 

When  a  solution  contains  subchloride  of  copper,  it  becomes 
converted,  after  some  time  in  contact  of  the  air  and  by  the  action 
of  an  excess  of  muriatic  acid,  also  into  protochloride  of  copper, 
from  which  solution  it  may  be  precipitated  by  solution  of  potash 
in  the  state  of  protoxyde  of  copper.    It  is  more  expeditious  still 


*  From  the  solution  to  be  thus  treated,  all  the  metals  capable  of  being  precipitated 
by  copper,  and  those  which  are  not  kept  in  solution  by  ammonia,  must  of  course  be 
flnit  rtraoved.— Ed. 
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to  heat  the  subchloride  of  copper  with  dilute  nitric  acid^  by 
which  a  solution  of  protochloride  of  copper  and  of  nitrate  of 
protoxyde  of  copper  is  obtained^  from  which  the  whole  of  the 
copper  may  be  precipitated^  by  means  of  potash^  in  the  state 
of  protoxyde  of  copper. 


SEPARATION  OF  PROTOXYDE  OP  COPPER  FROM  OXYDE  OF 

BISMUTH. 

The  best  reagent  for  separating  protoxyde  of  copper  from 
oxyde  of  bismuth^  is  carbonate  of  ammonia^  an  excess  of  which 
being  added^  dissolves  the  protoxyde  of  copper^  and  precipitates 
the  oxyde  of  bismuth.  The  operator  should  not  filter  imme- 
diately after  the  addition  of  the  carbonate  of  ammonia^  but  the 
whole  must  be  left  at  rest^  for  some  time^  in  a  warm  place^  in 
order  that  the  oxyde  of  bismuth  may  completely  settle.  It  is 
advisable^  whilst  this  oxyde  is  still  moist  on  the  filter^  to  pour  a 
solution  of  carbonate  of  ammonia  upon  it,  in  order  to  remove 
the  last  traces  of  oxyde  of  copper,  which  is  not  easily  attained. 
After  which,  it  is  dried  and  ignited;  protoxyde  of  copper  is 
precipitated  from  the  filtered  liquor  by  solution  of  potash,  after 
having  first  volatilised  the  excess  of  carbonate  of  ammonia  by  a 
gentle  evaporation,  and  added  a  small  quantity  of  pure  ammonia. 

*  According  to  Sander,  the  separation  of  the  oxydes  of 
copper^  and  of  bismuth,  cannot  be  effected  by  carbonate  of 
baryta. 

*  When  an  alloy  of  copper  and  bismuth  has  to  be  analysed, 
the  best  is  to  heat  and  expose  it  to  the  action  of  a  current  of 
gaseous  chlorine.  Chloride  of  bismuth  distils  over,  and  there 
remains  a  mixture  of  subchloride,  and  of  protochloride  of  copper. 
A  pretty  strong  heat  is  required  to  volatilise  completely  the 
chloride  of  bismuth,  which  is  received  in  water,  to  which  a  suf- 
ficient quantity  of  muriatic  acid  has  been  added,  and  into  which 
it  dissolves  completely.  A  current  of  sulphuretted  hydrogen 
is  then  passed  through  the  liquor,  by  which  means  sulphuret  of 
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bismuth  is  precipitated^  aud  which  is  treated  as  we  said  (page  165). 
The  protochloride  of  copper  left  behind  is  dissolved  in  water ; 
nitric  acid  is  added^  to  dissolve  the  subchloride  of  copper^  and 
the  protoxyde  of  copper  is  precipitated  by  solution  of  potash. 

SEPARATION  OF  PROTOXYDE  OF  COPPER  FROM  PROTOXYDE 

OF  LEAD. 

*  The  protoxyde  of  lead  contained  in  a  solution  of  protoxyde 
of  copper  is  easily  separated  by  boiling  the  solution  with  one  of 
hydrate  of  potash.  The  protoxyde  of  copper  which  remains 
contains  some  protoxyde  of  lead^  which  no  excess  of  potash  can 
separate. 

The  method  ordinarily  adopted  to  separate  protoxyde  of  copper 
from  protoxyde  of  lead^  is  the  following : — The  two  oxydes  are 
.dissolved  in  nitric  acid^  and  sulphuric  acid  is  added  to  the  solu* 
tion^  evaporated  to  dryness^  and  towards  tlie  end  the  mass  is 
heated^  so  as  to  volatilise  the  excess  of  sulphuric  acid  employed. 
Water  is  then  poured  upon  the  dry  mass^  which  leaves  inso- 
luble sulphate  of  lead ;  this  salt  is  collected  on  a  filter,  washed, 
dried,  slightly  ignited,  and  the  quantity  is  then  determined. 
Solution  of  potash  is  then  poured  in  the  liquor  filtered  there- 
from, by  which  the  protoxyde  of  copper  is  precipitated. 

This  filtered  liquor  contains  still  a  very  small  quantity  of  sul- 
phate of  lead,  which  was  first  dissolved  by  the  water,  and  then 
maintained  in  solution  by  the  excess  of  potash.  A  sufficient 
quantity  of  acid  is  added  to  saturate  the  liquor,  and  then  a 
small  quantity  of  oxalate  of  ammonia,  which  precipitates  this 
small  portion  of  protoxyde  of  lead  in  the  state  of  oxalate  of  lead. 

*  Any  liquid  containing  these  two  oxydes  in  solution  may  be 
treated  in  the  same  manner.  Yet  no  ammoniacal  salt  should 
be  present,  because  sulphate  of  ammonia  is  somewhat  difficult 
to  volatilise. 

*  This  method  yields  a  more  accurate  result  than  when  prot- 
oxyde of  copper  and  of  lead  are  separated  from  each  other  by 
carbonate  of  ammonia,  for  the  carbonate  of  lead  thus  produced 
always  contaiiu  a  little  protoxyde  of  copper,  even  though  a 
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large  excess  of  carbonate  of  ammonia  has  been  employed^ 
and  owing  to  which^  it  has  a  greenish  tinge.  By  pouring  a 
solution  of  carbonate  of  ammonia  upon  the  carbonate  of  lead, 
without  removing  the  filter,  a  small  portion  of  protoxyde  of 
copper  may  be  redissolved ;  but  it  is  very  difficult  to  eliminate 

• 

it  entirely. 

*  Another  method  of  separating  protoxyde  of  copper  from 
protoxyde  of  lead^  consists  in  converting  them  both  in  the  state 
of  chlorides^  by  means  of  muriatic  acid,  and  to  separate  the  two 
ehlorides  by  means  of  strong  alcohol,  which  leaves  the  chloride 
of  lead  undissolved,  and  which  must  be  washed  with  alcohol. 
The  protoxyde  of  lead  cannot  be  precipitated  from  the  alcoholic 
liquor  by  potash.  The  alcohol  is  first  volatilised,  the  proto- 
chloride  of  copper  is  dissolved  by  a  large  quantity  of  water,  and 
by  means  of  a  current  of  sulphuretted  hydrogen  passed  through 
the  liquor,  sulphuret  of  copper  is  precipitated,  which  is  con- 
verted into  protoxyde  of  copper,  by  the  process  which  will  soon 
be  described.^ 


SEPARATION    OF    PROTOXYDE    OF   COPPER   FROM    OXYDE    OF 

CADMIUM. 

According  to  Stromeyer  protoxyde  of  copper  may  be  separated 
from  oxyde  of  cadmium  by  means  of  carbonate  of  ammonia, 
which  must  be  in  excess.  Carbonate  of  cadmium  is  thereby 
precipitated,  the  protoxyde  of  copper  remains  dissolved  with  a 
little  oxyde  of  cadmium.  If  this  solution  be  exposed  to  the  air, 
the  oxyde  of  cadmium  is  gradually  deposited  in  a  complete 

>  According  to  MM.  Haidlen  and  Fresenius,  protoxyde  of  copper  and  oxyde  of 
lead  may  be  separated  from  each  other  in  the  manner  described  before,  when  speak- 
ing of  the  separation  of  oxyde  of  cadmiom  from  oxyde  of  bismuth.  The  double 
cyanide  of  copper  and  potassium  must,  in  that  case,  be  converted  into  protochloride 
of  copper  by  boiling  in  muriatic  acid  with  addition  of  nitric  acid,  after  which  the 
oopper  is  precipitated,  in  the  state  of  sulphuret  of  copper,  by  means  of  sulphuretted 
hydrogen^ — The  two  metals  may  likewise  be  separated  by  cyanide  of  potassinm 
when  in  the  state  of  sulphurets,  because  sulphuret  of  copper  is  easily  and  completely 
■dnble  in  cyanide  of  potaasiom,  in  which  sulphuret  of  bismuth  is  insoluble. — £d. 
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manner ;  the  carbonate  of  ammonia  volatilises^  and  the  prot- 
oxyde  of  copper  remains  in  solution/ 

SEPARATION  OF  PROTOXTDE  OF  COPPER  FROM  THE  OXYDE8  OF 
URANIUM,  OP  NICKEL,  OF  COBALT,  OF  ZINC,  OF  IRON,  AND 
OF  MANGANESE,  FROM  THE  EARTHS  AND  FROM  THE  ALKALIES. 

Protoxyde  of  copper  may  be  very  easily  separated  by  sulphu- 
retted hydrogen  from  all  the  oxydes,  which  this  gas  does  not 
precipitate  from  an  acid  solution.  The  solution  of  the  oxydes 
is  first  to  be  rendered  acid,  preferably  by  muriatic  acid,  after 
which  a  current  of  sulphuretted  hydrogen  is  very  slowly 
passed  through  it.  The  current  must  be  continued  until 
the  liquor  is  perfectly  saturated,  and  exhales  a  strong  odour  of 
the  gas. 

*  The  sulphuret  of  copper  which  is  precipitated  by  this  treat- 
ment ipust  be  rapidly  collected  on  a  filter,  and  washed  with 
water  without  interruption.*  It  is  better,  however,  to  wash  it 
with  water  containing  some  sulphuretted  hydrogen,  for  when 
sulphuret  of  copper  is  washed  for  too  long  a  time  with  pure 
water,  although  the  latter  may  pass  clear  through  the  filter, 
yet  it  very  often  turns  brown  when  added  to  that  which  has 
been  filtered  from  the  precipitate.  This  phenomenon  is  owing 
to  this,  that  recently  precipitated  sulphuret  of  copper  absorbs 
a  little  oxygen  when  left  in  contact  with  the  air,  the  oxydised 
portion  dissolving  in  the  water.     When  the  solution  is  afber- 

*  According  to  MM.  Haidlen  and  Fresenius  (AniuJ.  der  Chem.  und  Pharm.  Bd. 
Ixiii.  hef.  2)  copper  may  also  be  separated  from  cadmium  by  cyanide  of  potassiam  as 
follows  :  cyanide  of  potassium  is  added  to  the  solution  of  the  two  metals,  until  the 
precipitate  at  first  formed  is  redissoWed.  The  solution  contains  then  a  double 
cyanide  of  copper  and  of  potassium,  and  a  double  cyanide  of  cadmium  and  of  potas- 
sium. A  stream  of  sulphuretted  hydrogen  is  then  passed  through  it^  by  which  the 
two  metals  are  converted  into  sulphurets.  The  sulphuret  of  **^m\n^  ig  completely 
precipitated,  the  excess  of  sulphuretted  hydrogen  is  expeUed  by  heat,  and  more 
cyanide  of  potassium  is  added,  so  that  the  whole  of  the  sulphuret  of  copper  remains 
in  solution,  which  is  then  to  be  boiled  with  muriatic  acid,  nitric  add  hAag  added  until 
all  the  hydrocyanic  acid  is  expelled,  and  the  copper  is  precipitated  afterwards  by 
potash. — Ed. 

'  Moist  sulphuret  of  copper  becomes  gradually  oonrerted  into  solphato  of  copper 
by  exposure..— Ed. 
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wards  mixed  with  the  liquor  which  has  been  filtered  from  the 
sulphuret  of  copper  precipitated,  as  this  latter  liquor  con- 
tains still  free  sulphuretted  hydrogen  in  solution,  a  small 
quantity  of  sulphuret  of  copper  is  again  precipitated,  which 
imparts  a  brown  tinge  to  it.  Nothing  of  the  kind  is  appre- 
hended when  washing  is  performed  with  water  which  con- 
tains a  little  sulphuretted  hydrogen,  and  is  carried  on  without 
interruption. 

*  Whenever  the  protoxyde  of  copper  contained  in  an  acid 
liquor  has  been  precipitated  therefrom  by  sulphuretted  hydrogen 
in  the  state  of  sulphuret  of  copper,  the  precipitation  is  deemed 
complete,  when,  after  having  left  off  passing  sulphuretted 
hydrogen  through  it,  and  removed  the  apparatus  used  for  dis- 
engaging it,  the  sulphuret  of  copper  produced  exhales  a  strong 
odour  of  the  gas. 

As  soon  as  the  precipitation  is  complete,  the  operator  must 
immediately  proceed  to  filter  it,  because  if  the  solution  contains 
any  nitric  acid  or  aqua  regia,  and  is  not  diluted  too  much,  the 
acid,  even  in  the  cold,  exercises  an  oxydising  action  upon  the 
sulphuret  of  copper,  a  greater  or  less  proportion  of  which  dissolves 
after  some  time.  Yet  so  long  as  the  liquor  exhales  the  odour  of 
sulphuretted  hydrogen,  this  does  not  take  place,  wherefore  it  is 
absolutely  necessary  that  it  should  retain  that  odour  during  all 
the  time  that  the  filtering  lasts. 

The  quantity  of  the  protoxyde  of  copper  contained  in  the 
solution  cannot  be  calculated  from  that  of  the  sulphuret  of 
copper,  because  it  becomes  slightly  oxydised  whilst  drying  in 
the  air.  It  is,  therefore,  necessary  to  convert  it  into  protoxyde 
of  copper,  and  the  quantity  of  the  latter  is  thus  determined. 
The  best  way  of  effecting  this,  consists  in  drying  the  sul- 
phuret of  copper  until  it  may  be  easily  detached  from  the  filter, 
and  it  is  put  in  a  glass.  The  filter,  which  stiU  contains  a  small 
quantity  of  it,  is  carefully  burnt  upon  the  cover  of  a  platinum 
crucible,  and  the  ashes  are  added  to  the  sulphuret.  Nitric  acid, 
or  better  still,  aqua  regia,  is  poured  upon  the  whole,  and  left 
to   digest   until   all   the  sulphur  liberated  has  a  pure  yellow 
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colour^  which  takes  place  in  a  short  time.  The  solution  is 
filtered^  to  separate  the  sulphur  which  is  to  be  washed^  and 
the  protoxyde  of  copper  is  precipitated  by  means  of  solution  of 
potash. 

The  sulphuret  of  copper  may  also  be  converted  into  protoxyde  of 
copper^  by  drying  it  to  a  ceitain  extent  upon  the  filter^  roasting  it 
with  the  contact  of  the  air  in  a  platinum  crucible  until  the  flame 
of  burning  sulphur  has  ceased;  the  residuum  is  dissolved  in  an 
acid^  and  the  oxyde  is  precipitated  from  the  liquor  by  means  of  a 
solution  of  pure  potash.  The  filter  upon  which  the  sulphuret  of 
copper  has  been  collected^  must  in  this  case  be  burnt  in  the  usual 
way  in  the  platinum  crucible.  As  a  certain  portion^  more  or  less^ 
of  suboxyde  of  copper  is  always  formed  during  the  roasting  of 
the  sulphuret^  it  is  advisable  to  add  some  hot  nitric  acid  to 
the  solution  of  the  roasted  residuum.  A  further  quantity 
of  unoxydised  sulphur  is  thus  often  separated  again^  which 
must  be  collected  on  a  filter.  Yet  this  method  does  not 
answer  the  purpose  so  well  as  the  one  which  has  just  been 
described. 

When,  even  immediately  after  the  washing,  the  still  moist 
sulphuret  of  copper,  together  with  the  filter,  is  digested  in  nitric 
acid  or  aqua  regia,  and  especially  if  the  digesting  lasts  long,  and 
under  the  influence  of  a  somewhat  strong  heat,  the  action  of 
the  acid  upon  the  paper  produces  an  organic  substance  which 
prevents  the  subsequent  precipitation  of  the  protoxyde  of  copper 
by  potash  firom  being  complete.  Yet  if  the  digestion  of  the 
sulphuret  of  copper  is  effected  at  a  gentle  heat  only,  and  does 
not  last  longer  than  is  necessary  to  allow  of  the  sulphur  acquir- 
ing a  yellow  colour,  the  oxyde  of  copper  may  be  completely 
precipitated  by  potash. 

*  But  if  the  filter  and  sulphuret  of  copper  have  been  inad- 
vertently left  too  long  in  digestion  with  the  add,  and  there  be 
reason  to  fear  that  the  solution  of  potash  will  not  be  able  to 
precipitate  the  whole  of  the  protoxyde  of  copper  from  the 
solution,  the  latter  should  be  precipitated  anew  by  means  of 
sulphuretted  hydrogen,  or,  which  is  better,  sulphuric  acid  should 
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be  added  to  the  liquor^  and  the  whole  exposed  to  a  gentle  heat 
and  evaporated  to  dryness^  or^  at  any  rate^  until  it  has  ceased  to 
disengage  nitric  acid  fumes.  The  sulphuric  acid  chars  the 
organic  matter  in  solution^  and  as  the  liquor  is  gradually  con- 
centrated by  evaporation^  it  gradually  oxydises  the  greatest 
portion  of  the  charcoal  at  first  liberated.  The  operation  being 
at  an  end^  the  sulphate  of  copper  produced  is  dissolved  in 
water^  and  the  protoxyde  of  copper  is  precipitated  from  the 
liquor  by  means  of  solution  of  potash. 

Protoxyde  of  copper  may  also  be  completely  precipitated  from 
neutral  or  ammoniacal  solutions  by  means  of  hydrosulpkuret  of 
ammonia.  The  sulphuret  of  copper  which  is  thus  precipitated^ 
is  completely  insoluble  in  any  excess  whatever  of  ammonia  and 
of  hydrosulphuret  of  ammonia;  *  but  it  oxydises  in  the  air  more 
rapidly  still  than  that  which  has  been  precipitated  from  an  acid 
solution  by  sulphuretted  hydrogen^  wherefore  it  must  be  washed 
with  water  containing  some  hydrosulphuret  of  ammonia.  After 
washings  it  is  treated  like  that  which  has  been  precipitated  by 
sulphuretted  hydrogen. 

Protoxyde  of  copper  being  very  soluble  in  ammonia,  this 
reagent  is  generally  resorted  to^  to  separate  it  from  substances 
which  are  completely  precipitated  by  ammonia.  This  method  is 
often  employed  to  separate  peroxyde  of  iron  from  protoxyde  of 
copper ;  but  the  peroxyde  of  iron  thus  precipitated,  retains  still 
a  pretty  considerable  quantity  of  protoxyde  of  copper,  which 
cannot  be  eliminated  by  any  excess  whatever  of  ammonia,  at 
least  completely.  Sulphiiretted  hydrogen  is,  therefore,  to  be 
preferred. 

Oxydes  which  are  soluble  in  a  solution  o{  potash,  often  cannot 
be  separated  from  protoxyde  of  copper  by  this  reagent.  Thus, 
for  example,  oxyde  of  zinc  cannot  be  separated  from  protoxyde 

1  Thifl  18  an  error.    Sulphuret  of  copper  is  perceptibly  soluble  in  hydrosulphuret 
of  unmonift ;  but  it  is  completely  insoluble  in  sulphuret  of  potassium. — Ed. 
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of  copper  by  means  of  solution  of  potash,  whatever  be  the  excess 
employed.  The  protoxyde  of  copper  is  precipitated,  it  is  true, 
in  a  complete  manner,  but  it  contains  oxyde  of  zinc,  which 
fells  down  with  it.  It  would,  therefore,  be  quite  wrong,  in  the 
quantitative  analysis  of  brass,  to  treat  the  solution  by  potash. 
The  separation  of  the  two  oxydes  is  easily  and  completely 
effected,  by  passing  a  current  of  sulphuretted  hydrogen  through 
their  somewhat  strongly  acidified  solution.* 

Sulphuretted  hydrogen  is  the  reagent  employed  to  separate 
protoxyde  of  copper  from  the  oxyde  of  uranium,  of  nickel,  of 
cobalt,  of  iron,  and  of  manganese,  in  acid  solutions.  The  same 
reagent  is  likewise  employed  to  separate  it  fit)m  oxyde  of  zinc, 
yet  the  solution,  in  that  case,  must  be  rendered  a  little  more 
acid,  in  order  to  prevent  some  sulphuret  of  zinc  from  being 
precipitated  along  with  the  sulphuret  of  copper.  Lastly,  sul- 
phuretted hydrogen  is  employed  also  to  separate  protoxyde  of 
copper  from  the  earths  and  from  the  alkalies. 


SEPARATION  OF  PROTOXYDE  OF  COPPER  FROM  THE  OXYDES 
HITHERTO  TREATED  OF,  AND  FROM  PROTOXYDE  OF  LEAD. 

If  protoxyde  of  lead  and  of  copper  have  to  be  separated  from 
the  oxydes  which  have  been  enumerated,  the  two  metals  are 
precipitated  together  in  the  state  of  sulphurets,  by  passing  a 
current  of  sulphuretted  hydrogen  through  the  acid  solution,  for 


^  The  following  procees  may  serve  for  analysing  brass  in  the  dry  way  :  Prepare 
a  small  hessian  crucible  about  two  inches  high  by  one  inch  and  a  half  wide,  and  put 
at  the  bottom  a  layer  of  lamp-black  well  pressed,  and  into  this  put  about  20  gr.  of 
the  brass  to  be  analysed,  and  fill  the  crucible  over  it  with  lamp-black  or  charcoal 
powder,  put  the  oover  on  and  lute  it  well  with  clay.  The  crucible  is  then  exposed 
to  a  red  heat,  and  kept  at  that  temperature  for  several  hours,  after  which  it  is  with- 
drawn and  allowed  to  cool.  It  is  then  opened  and  its  contents  are  poured  in  a  glass ; 
the  charcoal  is  removed  by  blowing  with  a  pair  of  bellows,  the  alloy  is  weighed,  and 
submitted  to  the  same  operation  again,  until  two  consecutive  weighings  agree.  The 
wtilght  of  tlic  Ust  operation  is  that  of  the  pure  copper,  and  the  loss  indicates  that  of 
thft  alnc.  The  copper  thus  obtained,  however,  is  contaminated  by  a  small  poirtion  of 
iiarbumt  of  copper. — Ed. 


COPPER.  191 

which  purpose^  in  the  present  case^  nitric  acid  deserves  the  pre- 
ference. After  having  dried  the  two  oxydes,  they  are  treated 
by  concentrated  and  fuming  nitric  acid,  as  has  been  said 
(page  162);  when  speaking  of  sulphuret  of  lead  alone.  The  whole 
is  evaporated  to  dryness^  and  the  sulphate  of  copper  is  sepa- 
rated from  the  sulphate  of  lead^  by  treating  the  slightly  ignited 
residuum  with  water  (page  183). 
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CHAPTER   XXIV. 

SILVER. 


DETERMINATION  OF  SILVER  AND  OF  OXYDE  OF  SILVER. 

OxTDE  of  silver  is  more  easily  separated  from  other  sub- 
stances^ and  is  quantitatively  determined  in  a  more  rigorous 
manner  than  many  other  oxydes.  When  it  is  contained  in  a 
solution^  it  is  precipitated  therefrom  by  muriatic  acid^  in  the 
state  of  chloride  of  silver^  which  is  insoluble.  The  only  precau- 
tion to  be  taken  during  this  operation^  consists  in  rendering  the 
solution  acid  before  precipitating  it^  which  may  be  done  by 
means  of  nitric  acid.  The  chloride  of  silver  produced  by  the 
reaction  is  not  so  easily  deposited  when  the  liquor  is  neutral^ 
and  it  must  not  be  ammoniacal^  for^  in  presence  of  an  excess  of 
ammonia,  not  a  single  particle  of  chloride  of  silver  would  be 
precipitated.  If  the  solution  of  oxyde  of  silver  is  very  concen- 
trated^ it  should  not  be  treated  by  very  strong  muriatic  acid^ 
because  an  excess  of  this  acid  might  dissolve  a  little  of  the 
chloride  of  silver,  which,  however,  would  be  immediately  repre- 
cipitated  by  dilution  with  water. 

Muriatic  acid  is  a  more  accurate  reagent  for  precipitating 
oxyde  of  silver,  than  chloride  of  potassium,  of  sodium,  or  mu- 
riate of  ammonia ;  the  latter  especially,  when  added  in  large 
quantities,  may  dissolve  the  last  traces  of  chloride  of  silver.  If, 
by  precipitating  chloride  of  silver,  it  is  impossible  to  prevent  the 
formation  of  a  large  quantity  of  muriate  of  ammonia,  or  of 
chloride  of  potassium,  or  of  sodium,  which  may  very  easily  take 
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place,  it  is  advisable^  according  to  Gay  Lussac  and  Liebig,  to 
begin  by  evaporating  the  liquor  filtered  from  the  chloride  of 
silver,  almost  to  dryness,  and  to  pour  nitric  acid  on  the  residuum; 
by  heating  the  whole,  the  chlorides  of  the  alkalisable  metals  are 
converted  into  nitrates,  whilst  the  small  quantity  of  chloride  of 
silver  remains  unaltered,  and  does  not  dissolve  by  diluting  the 
liquor  with  water. 

Before  filtering  the  liquor  from  the  chloride  of  silver,  it  is 
advisable  to  heat  the  whole  moderately,  because  the  chloride  of 
silver  deposits  better  then.  Yet,  even  without  heating,  the 
chloride  of  silver  is  completely  precipitated  after  some  time ;  in 
all  cases,  however,  the  whole  should  be  left  at  rest  about  twelve 
hours  before  filtering.  The  filtering  being  finished,  the  precipi- 
tate must  first  be  washed  with  water  to  which  a  small  quantity 
of  nitric  or  of  muriatic  acid  has  been  added ;  for  if  pure  water 
was  employed,  it  would  often  happen,  that  at  first  a  little  chloride 
of  silver  would  pass  through  the  filter,  and  form  a  white  cloud 
in  the  filtrate,  which,  however,  passes  clear  afterwards.  Yet 
the  water  employed  for  washing  does  not  always  turn  milky. 
This  does  not  take  place  when  the  liquor  has  been  strongly 
heated  before  filtering,  but  it  may  always  be  avoided  by  rendering 
the  first  water  used  for  washing  slightly  acidulous,  or,  better 
still,  by  filtering  the  liquor  from  the  chloride  of  silver,  pouring 
hot  water  on  the  latter  in  the  glass  in  which  it  has  been  precipi- 
tated, stirring  the  whole  well,  allowing  it  to  subside,  pouring 
the  water  on  a  filter,  and  again  pouring  hot  water  upon  the 
chloride  of  silver  until  it  is  completely  washed  in  the  glass  itself; 
when  it  is  then  thrown  upon  the  filter,  the  liquor  ordinarily 
passes  clear. 

Chloride  of  silver  must  be  washed  on  as  small  a  filter  as 
possible.  After  washing,  it  must  be  dried  with  great  care,  and 
introduced  into  a  counterpoised  porcelain  crucible,  and  the 
filter  is  scraped  as  clean  as  possible,  and  burnt  upon  the  cover  of 
the  platinum  crucible,  which  is  used  afterwards  to  close  the 
porcelain  crucible  into  which  the  chloride  of  silver  is  to  be  fused, 
and,  after  cooling,  it  is  weighed.     When  the  chloride  of  silver 
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has  not  been  thoroughly  dried,  a  projection  often  takes  phice 
during  the  ignition,  which  may  prove  a  source  of  loss.  From 
the  weight  of  the  chloride  of  silver  obtained,  the  quantity  of  the 
oxvde  of  silver,  or  of  the  silver,  is  calculated.* 


*  The  following  note  is  by  Af.  E.  Peligot : — 

"  The  chloride  of  silver  may  also  be  collected  and  dried  upon 
a  counterpoised  filter,  and  weighed  upon  that  filter;  but  as  the 
filtering  paper  often  loses  some  of  its  weight  by  washing  it  with 
acid  liquids,  by  reason  of  the  carbonate  of  lime  contained 
therein,  and  which  is  then  dissolved,  the  operator  must  take 
care  to  employ  a  filter  previously  washed  with  very  dilute  nitric 
acid ;  and  in  order  to  diminish  as  much  as  possible  the  error 
which  may  result  from  the  hygrometric  property  of  paper,  it  is 
advisable  to  employ,  as  a  counterpoise  of  the  paper,  another 
filter  of  the  same  paper  washed  with  the  same  acidulated  water, 
and  dried  in  the  same  manner.  The  chloride  being  collected, 
the  filter  containing  it  is  dried  at  the  same  time,  and  along  with 
the  filter  used  as  a  counterpoise.  This  method  is  not  very 
exact,  but  I  think  that  the  one  which  consists  in  burning  the 
filter,  as  has  been  just  developed,  may  be  a  source  of  greater 
error,  by  reason  of  the  reduction  and  volatilisation  of  a  portion 
of  the  chloride  of  silver ;  and,  moreover,  it  is  of  a  more  easy 
execution.  The  best  process  is  that  proposed  by  M.  Marignac, 
and  which  is  as  follows : — The  chloride  of  silver  is  collected  in  a 
counterpoised  tube  two  centimetres  in  diameter  [sec  at  the 
end  of  this  volume],  and  drawn  to  a  point  at  one  extremity. 
The  curdy  precipitate  is  soon  arrested  by  the  point  of  the  tube, 
yet  without  impeding  the  filtering;  the  liquor  passes  perfectly 
clear  if  the  operator  takes  care  to  add  a  little  nitric  acid  to  the 

'  According  to  M.  Hohr  the  chloride  of  sUrer  nuty  be  redaced  into  metallic  tStvet 
by  ignition  with  roein.  Chloride  of  silver  is  mixed  with  half  its  weight  of  roein,  and 
moderately  heated  in  a  crucible  until  the  flame  ceases  to  hare  a  greenish  bhie  colour ; 
the  fire  is  increased  towards  the  end,  in  order  to  fuse  the  reduced  silver  into  a 
metallic  button.^ — Ed. 
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liquor  used  for  washing.  The  tube  is  wrapped  in  black  paper^ 
and  the  chloride  remains  white  during  all  the  time  employed  in 
washing ;  when  the  washing  is  finished^  the  chloride  is  dried  by 
introducing  the  tube  which  contains  it  into  a  larger  tube  of 
metal^  which  is  heated  in  an  oil  bath^  and  when  dry  it  is 
weighed.  By  closing  with  the  spirit-lamp  the  drawn  out 
point  of  the  tube^  and  Aising  the  chloride  dried  as  just  said^ 
it  does  not  undergo  any  change^  provided  it  was  thoroughly 
dry.''— 


SEPARATION    OF    OXYDE    OF    SILVER    FROM    THE    OXYDES    OF    THE 

OTHER  METALS. 

By  muriatic  acid  not  only  can  oxyde  of  silver  be  completely 
precipitated  from  a  solution^  but  it  may  thus  be  separated  from 
all  the  oxydes  hitherto  treated  of,  for  all  the  metals  of  these 
oxydes  form  with  chlorine,  compounds  which  are  soluble  in 
water.  Even  protoxyde  of  lead  may  very  well  be  separated  from 
oxyde  of  silver  by  means  of  muriatic  acid,  but  the  solution 
must,  in  that  case,  be  diluted  with  a  very  large  quantity  of 
water  before  adding  the  muriatic  acid,  because  chloride  of  lead 
is  very  sparingly  soluble  in  water,  and,  moreover,  a  large 
excess  of  muriatic  acid  should  be  avoided,  because  chloride 
of  lead  is  much  less  soluble  in  that  acid  than  in  pure  water 
alone. 

♦  According  to  Dobereiner,  chloride  of  silver,  may  also  be 
separated  from  protoxyde  of  copper  by  means  of  a  formiate  of 
alkali,  when  these  two  oxydes  exist  in  the  state  of  nitrates  in  a 
suitably  diluted  solution.  The  whole  is  heated  until  carbonic 
add  is  no  longer  disengaged,  the  oxyde  of  silver  is  reduced  into 
metallic  silver,  which  is  put  aside,  and  the  protoxyde  of  copper 
remains  in  solution.* 


'  MM.  Haidlen  and  FreseniiiB  recommend  also  the  use  of  cyanide  of  potassium 
for  separating  rilver  from  copper,  as  follows  :  Cyanide  of  potassium  is  added  to  the 
sohition  of  the  two  metals  until  the  precipitate  redissolves.   A  current  of  sulphuretted 
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Oxyde  of  silver  may  be  completely  separated  from  an  acid 
solution  by  means  of  sulphuretted  hydrogen,  and  from  an 
ammoniacal  solution  by  means  of  hydrosulpliuret  of  ammonia. 
Yet  this  method  of  precipitating  oxyde  of  silver  is  ordinarily 
resorted  to  only  when  the  object  is  to  separate  it  from  substances 
which  will  be  subsequently  treated  of,  though  it  may  very  well 
be  separated  from  the  oxydes  of  uranium,  of  nickel,  of  cobalt,  of 
zinc,  of  iron,  and  of  manganese,  also  from  the  earths  and  from 
the  alkalies  by  means  of  sulphuretted  hydrogen,  when  the 
solution  which  contains  it  is  acid. 

The  sulphuret  of  silver  produced  by  sulphuretted  hydrogen, 
is  collected  on  a  filter,  dried,  weighed,  and  from  its  weight  the 
quantity  of  the  silver  is  calculated.  If,  however,  the  operator 
has  reason  to  think  that  sulphur  has  precipitated  with  the 
chloride  of  silver,  which  takes  place,  for  example,  if  the  solution 
contained  peroxyde  of  iron  at  the  same  time,  the  chloride  and 
the  filter  should  be  dissolved  in  pure  nitric  acid  until  all  the 
liberated  sulphur  has  acquired  a  yellow  colour;  the  solution  is 
then  filtered,  and  the  silver  is  precipitated  therefirom  by  means 
of  muriatic  acid  in  the  state  of  chloride  of  silver.  As  to  the 
sidphuret  of  silver,  precipitated  by  hydrosulphuret  of  ammonia^ 
it  should  always  be  treated  as  just  described. 

When  the  alloys  of  silver  with  other  metals  have  to  be 
analysed  in  the  humid  way,  they  may  be  completely  dissolved 
in  nitric  acid  and  the  oxyde  of  silver  may  be  precipitated  from 
the  solution  by  means  of  muriatic  acid,  or  else  aqua  regia  may 
at  once  be  employed ;  the  chloride  of  silver  remains  then  inso- 
luble, after  diluting  the  liquor  with  water. 

*  The  first  of  these  methods,  however,  is  preferable, — ^that  is 


hydrogen  is  now  passed  through  the  solution,  and  the  excess  of  the  gas  is  expelled 
by  heat,  and  a  little  more  cj-anide  of  potassium  is  then  added,  by  which  means  the 
whole  of  the  nlver  is  precipitated  whilst  the  copper  remains  in  solution.  Or  else  an 
excess  of  nitric  acid  is  added  to  the  solution  of  the  two  cyanides  in  cyanide  of  potas- 
sium, by  which  means  the  cyanide  of  silver  is  precipitated,  whilst  the  cyanide  of 
copper  is  thereby  decomposed,  the  copper  thereof  being  at  the  same  time  dissolved  ; 
the  liquor  is  boiled  until  all  the  hydrocyanic  aci'd  is  expelled,  and  Uie  copper  is  then 
precipitated  by  potash.— Ed. 
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to  say^  dissolving  first  the  metals  in  nitric  acid^  and  then  precipi- 
tating the  solution  by  muriatic  acid ;  for  when  an  alloy  con- 
taining a  pretty  large  quantity  of  silver  is  treated  by  aqua  regia^ 
it  becomes  immediately  covered  by  a  crust  of  chloride  of  silver^ 
which  altogether  prevents  the  aqua  regia  from  acting  on  the 
as  yet  unattacked  portions  of  the  alloy.  It  is  true  that  the  liquor 
might  be  decanted,  the  crust  of  chloride  of  silver  dissolved  by 
ammonia,  and  after  decanting  the  solution,  the  remainder  of  the 
alloy  might  be  treated  by  a  fresh  portion  of  aqua  regia,  but  as  the 
operation  would  have  to  be  repeated  a  great  number  of  times, 
which  would  make  the  operation  a  long  and  tedious  one,  it  is 
better  to  limit  this  method  to  such  alloys  only  which  contain 
little  silver. 

When,  however,  the  operator  has  to  determine  the  quantity 
of  silver  contained  in  certain  alloys,  especially  in  those  which 
this  metal  forms  with  copper,  lead,  and  other  comparatively 
valueless  metals,  the  method  called  cupellation  is  ordinarily 
resorted  to.  The  essential  object  of  cupelling  is  the  oxydisation 
of  the  baser  metals  alloyed  with  the  silver,  by  heating  the  alloy 
in  contact  with  the  air.  Pure  lead  is  added,  which  becomes 
likewise  oxydised,  and  which,  when  oxydised,  combines  with  the 
oxydes  of  the  other  metals,  so  as  to  form  a  fusible  mass,  which 
then  sinks  into  the  pores  of  the  cupel,  whilst  the  silver  remains 
in  the  reguline  state,  and  may  be  quantitatively  determined 
after  cooling.  This  method  often  yields  a  result  which  is 
sufficient  for  technical  purposes,  although  a  small  quantity  of 
silver  generally  penetrates  into  the  pores  of  the  cupel  with  the 
oxydes  of  the  baser  metals.  The  quantity  of  the  other  metals 
contained  in  the  alloy  cannot  be  thus  appreciated.  As  this 
method  is  very  complicated,  and  the  precautions  to  be 
observed,  when  put  in  practice,  are  indicated  in  a  great  many 
chemical  and  technological  works,  I  may  suppress  here  the 
details  of  this  operation,  the  more  especially  as  for  rigorously 
accurate  determinations  this  method  cannot  be  adopted,  because, 
iu  point  of  exactness,  it  is  much  inferior  to  that  in  the  humid 
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way.  When,  however,  a  very  complex  substance  contains  an 
extremely  feeble  quantity  of  silver,  the  most  exact  manner  of 
determining  it  is  by  cupellation,  especially  when  the  silver  in 
the  combination  is  only  in  an  exceedingly  minute  proportion.* 


*  According  to  MM.  Uaidlen  and  Fresenius,  silver  may  be  leparated  firam  kad 
bj  cyanide  of  potaflsiuin,  as  follows  : — Solution  of  c^-anide  of  potawwinm  is  added  to 
that  of  the  two  metals,  and  heat  is  applied.  The  lead  remains  as  reaidnam,  and  the 
silyer  is  reduced  in  the  state  of  double  cyanide  of  silver  and  <rf  potaannm,  which  is 
to  be  decomposed  by  nitric  acid  ;  nitrate  of  potash  is  formed,  and  cyanide  of  sUver 
is  precipitated,  from  the  weight  of  which  that  of  the  silver  is  estimated.— En. 
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CHAPTER    XXV. 

MERCURY. 


The  ordinary  way  of  determining  mercury  in  quantitative 
analysis  consists  in  reducing  it  from  its  solutions^  and  proto- 
chkmde  of  tin  is  the  reagent  ordinarily  employed  to  effect  this 
reduction.  A  solution  of  phosphorous  acid  is  however  a  more 
advantageous  reagent^  or  else  the  acid  which  results  from  the 
deliquescence  of  phosphorus  in  moist  air.  But  as  protochloride 
of  tin  is  more  easily  procurable  in  large  quantities  than  phos- 
phorous acid^  the  former  is  more  frequently  employed. 

Whether  the  mercury  exists  in  the  solution  in  the  state  of 
protoxyde  or  of  suboxyde,  of  chloride  or  bromide  of  mercury,  is 
a  matter  of  indifference.  The  liquor  might  also  contain  firee 
muriatic  acid,  dilute  sulphuric  acid,  or  other  acids,  without  incon- 
venience, but  it  must  not  contain  any  nitric  acid,  or  if  this  latter 
exists  in  it,  peculiar  precautions  must  be  observed.  It  is  not 
even  necessary  that  the  substance  which  contains  mercury  should 
be  soluble  in  water  or  in  muriatic  acid,  in  all  cases  protochloride 
of  tin  reduces  the  mercury  in  the  metallic  state  from  the  inso- 
luble salts  of  mercury,  but  not  from  the  sulphurets,  as  may  be 
easily  conceived. 

The  methods  employed  to  perform  these  operatiotis  are  the 
following: — If  the  substance  which  contains  the  mercury  is  inso- 
luble, it  must  be  put  in  amattras,  and  concentrated  muriatic  acid 
is  poured  upon  it,  and  a  concentrated  solution  of  protochloride  of 
tin,  previously  mixed  with  enough  muriatic  acid  to  rendei*  it 
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perfectly  clear,  is  added.  Instead  of  adding  muriatic  acid,  the 
solution  may  be  filtered.  The  whole  is  then  boiled,  but  the 
boiling  must  not  last  more  than  a  few  minutes,  because,  if 
continued  for  a  longer  time,  mercurial  fumes  might  be  disengaged 
with  the  aqueous  vapour.  The  flask  or  mattras  is  then  closed 
up,  and  the  whole  is  suffered  to  cool.  The  mercury  is  then 
completely  reduced  at  first  under  the  form  of  a  black  precipi- 
tate, consisting  of  extremely  divided  globules,  but  which,  by  a 
prolonged  ebullition,  coalesce  into  lai^er  ones. 

After  cooling,  the  clear  supernatant  liquor  is  decanted  firom 
the  globules  of  mercury,  which  are  then  to  be  washed,  without 
filtering,  with  water  slightly  acidulated  with  mimatic  acid,  and 
the  washing  is  continued  until  the  metallic  mercury  is  freed  firom 
all  foreign  substances.  The  moist  mercury  is  then  shaken  into 
a  small  counterpoised  platinum  crucible,  and  the  greatest  part 
of  the  moisture  at  the  surface  is  absorbed  with  blotting  paper, 
after  which  it  is  completely  dried  and  then  weighed.  The 
drying  must  be  performed  by  exposure  to  the  air  only^  and  not 
in  a  warm  place,  even  if  the  temperature  were  moderate. 

If  the  black  precipitate  will  not  unite  into  larger  globules, 
the  supernatant  liquor  is  decanted  and  boiled  for  some  time  with 
muriatic  acid,  which  will  immediately  determine  the  formation 
of  larger  globules.  It  very  frequently  occurs,  that  layers  of 
mercurial  globules  swim  at  the  surface  of  the  liquid ;  in  which 
case  the  operator  must  endeavour  to  wet  them  by  a^tation,  by 
which  means  they  are  made  to  sink  to  the  bottom.  The  liquors 
separated  by  decantation  from  the  reduced  mercury  are  put  aside 
in  a  glass,  with  the  water  used  for  washing,  from  which  it  often 
happens  that  traces  of  reduced  mercury,  which  were  held  in  sus- 
pension separate ;  these  traces  are  carefully  collected  and  added 
to  the  principal  mass  of  the  metal. 

*  When  the  vessels  in  which  the  reduction  of  the  mercury  is 
effected  by  means  of  protochloride  of  mercury  are  not  scrupu- 
lously clean,  and  if  their  inner  sides  are  covered  with  an  extremely 
thin  and  imperceptible  film  of  grease,  the  mercurial  globules 
obtained  have  not  a  metallic  appearance.     As  this  circumstance 
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may  frequently  take  place  in  laboratories^  it  is  advisable  to  rinse 
these  vessels  with  a  few  drops  of  solution  of  potash^  in  order  to 
remove  all  the  grease. 

If  mercury  is  contained  in  a  dilute  solution^  the  liquid  must 
first  be  acidified  by  adding  muriatic  acid  to  it^  after  which  a 
solution  of  protochloride  of  tin,  rendered  clear  by  means  of 
muriatic  acid,  is  poured  in,  and  the  whole  is  boiled  for  a  few 
minutes.  In  such  cases  the  mercury  seldom  unites  in  large 
globules,  and  ordinarily  it  only  forms  a  black  precipitate.  The 
clear  liquor  is  separated  from  the  mercury,  concentrated  muriatic 
acid  is  poured  upon  the  latter,  and  heat  is  applied;  large 
globules  of  mercury  are  ordinarily  formed  immediately  by  this 
treatment. 

The  black  precipitate  must  not  be  left  at  rest  for  more  than 
twenty-four  hours,  because  otherwise  large  globules  could  not 
be  obtained  by  treatment  with  muriatic  acid.  The  obstacle  to 
the  immediate  formation  of  large  globules  in  a  dilute  liquor, 
is  owing  principally  to  a  small  quantity  of  peroxyde  of  tin 
produced  during  the  operation,  and  which  is  precipitated  at 
the  same  time  with  the  mercury ;  concentrated  muriatic  acid 
dissolves  this  oxyde,  it  is  true,  but  it  is  difficult  to  effect  this 
solution  when  the  whole  has  been  left  at  rest  for  too  long  a  time. 

The  determination  of  mercury  by  this  method  becomes 
uncertain  when  the  liquor  contains  nitric  acid.  It  is  then 
necessary  gradually  to  add  muriatic  acid  to  the  solution,  and  to 
concentrate  it  by  heat.  The  nitric  acid  is  destroyed  thereby, 
chlorine  and  muriatic  acid  being  at  the  same  time  set  at  liberty 
and  volatilised.  The  addition  of  the  muriatic  acid  in  the  hot 
solution,  must,  therefore,  be  continued  so  long  as  an  odour  of 
chlorine  is  evolved.  A  solution  of  protochloride  of  tin  is  then 
poured  in  the  liquor,  and  the  operation  proceeds  as  we  have  just 
said. 

*  When  the  solid  compound  to  be  analysed  contains  mercury 
and  likewise  nitric  acid,  it  is  easy  to  destroy  it  (the  nitric  acid) 
by  means  of  concentrated  muriatic  acid ;  but  if  the  solution  from 
which  the  mercury  is  to  be  quantitatively  determined,  contains 
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a  considerable  proportion  of  mercury^  it  is  difficult,  in  spite  of 
all  possible  precaution,  to  obtain  the  quantity  of  the  metal 
in  an  exact  manner.  In  such  a  case  it  is  better  to  employ 
sulphuretted  hydrogen  for  the  purpose  of  precipitating  the 
mercury  in  the  state  of  sulphuret,  from  which  the  quantity  of 
the  metal  is  to  be  determined,  as  will  be  shown  subsequently. 

If  phosphorous  acid,  or  the  acid  which  results  from  the 
deliquescing  of  phosphorus,  is  employed  to  effect  the  reduction 
of  mercury,  the  process  is  about  the  same  as  when  protochloride 
of  tin  is  used,  but  the  large  globules  of  mercury  are  much  more 
easily  obtained  than  with  the  salt  of  tin.  Phosphorous  add  may 
also  be  used  when  the  liquor  operated  upon  contains  nitric  acid, 
provided  a  sufficient  excess  of  it  be  employed ;  for  nitric  acid  is 
more  readily  destroyed  in  the  hot  way  by  phosphorous  acid, 
than  by  muriatic  acid.  On  this  account  phosphorous  add 
should  always  be  preferred  to  protochloride  of  tin,  but  it  cannot 
be  procured  so  easily  in  great  quantity  as  the  latter  reagent. 

*  In  the  determination  of  mercury  as  metal,  an  unayoidable 
loss  always  takes  place,  and  which,  when  operating  upon  large 
quantities,  may  often  amount  to  nearly  one  per  cent.  A  better 
method  of  determining  mercury  in  compounds,  consists  in 
conyerting  it  into  subchloride  of  mercury,  which  may  be  dried 
upon  a  weighed  filter,  after  which  its  weight  may  be  yery 
accurately  determined. 

*  The  best  method  of  precipitating  mercury  in  the  state  of 
subchloride  of  mercury,  is  formiate  of  potash  or  of  soda,  this 
reagent  having  the  further  advantage,  that  the  presence  of  nitric 
acid  does  not  prevent  the  predpitation  from  taking  place.  If 
the  mercury  is  combined  with  a  metallic  compound,  it  should  be 
dissolved  in  aqua  regia.  If  it  exists  in  the  state  of  oxyde  in  a 
nitric  acid  solution,  muriatic  acid  should  be  added  thereto.  In 
dther  case  the  liquor  should  be  saturated  with  a  solution  of 
hydrate  of  potash,  but  in  such  a  way  that  it  stiU  remains  slightly 
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acid.  A  solution  of  formiate  of  potasli  or  of  soda  is  then  added^ 
and  tlie  whole  is  left  exposed  for  several  days^  at  a  temperature 
of  about  60°  or  80°  centig.,  under  the  influence  of  which, 
according  to  Bonsdorff,  the  mercury  separates  completely  in 
the  state  of  subchloride  of  mercury.  The  operator  should, 
however,  be  very  careful  not  to  elevate  the  temperature  beyond 
80°  centig.,  because  at  the  boiling  point  of  water  the  protoxyde  of 
mercury  would  be  /educed  into  metallic  mercury.  But  it  is 
safer  to  employ  a  lower  temperature,  for  example,  from  50°  to 
60°  centigrade,  only  the  separation  of  the  subchloride  of  mercury 
requires  a  longer  time. 

The  subchloride  of  mercury  obtained  is  collected  upon  a 
weighed  filter ;  some  formiate  of  alkali  is  added  to  the  filtered 
liquor,  which  is  still  left  for  twenty-four  hours  at  the  tempera- 
ture at  which  the  precipitate  has  been  produced;  by  which 
means  a  small  quantity  of  subchloride.  of  mercury  is  often  sepa- 
rated again,  which  is  added  to  the  other.  The  salt  should  not 
be  dried  before  the  operator  has  well  ascertained  that  the  liquor 
deposits  no  more  of  it.  In  order  to  be  sure  that  the  whole  of 
the  mercury  has  been  precipitated,  the  liquor  may  be  tested 
with  a  little  sulphuretted  hydrogen.  The  chloride  is  then 
dried  by  a  very  gentle  heat  until  its  weight  remains  constant. 

The  reduction  by  the  humid  way  is  the  best  and  most  exact 
method  of  determining  the  quantity  of  mercury  in  a  substance 
under  examination ;  the  other  methods  are  not  quite  accurate. 
Thus,  for  example,  peroxyde  of  mercury  cannot  be  completely 
precipitated  from  its  solutions  by  alkalies. 

The  quantity  of  mercury  contained  in  a  substance  may  often 
be  determined  by  separating  it  from  the  other  constituents  by 
distillation.  This  method,  however,  requires  many  precautions; 
and  even  then,  however  careful  the  operator  may  be,  it  does  not 
yield  results  so  accurate  as  by  the  humid  way.  The  operation 
should  be  conducted  as  follows : — The  substance  which  contains 
the  mercury  is  put  in  a  small  retort,  and  if  the  mercury  exists 
in  the  state  of  oxyde,  of  oxysalt,  or  of  sulphuret,  it  is  mixed 
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Mrith  carbonate  of  alkali  or  with  pure  lime ;  but  as  glass  is  mucb 
attacked  by  alkalies^  lime  is  preferable ;  it  is  best^  however,  to 
employ  both  lime  and  potash  conjointly^  bearing  in  mind  the  other 
substcmces  which  may  be  required  to  be  quantitatively  determined 
in  the  residuum.  This  being  done^  the  neck  of  the  retort  is  to 
be  drawn  out  into  a  long  tube^  which^  however^  must  not  be 
too  thin ;  and  it  is  then  introduced  into  a  small  receiver  con- 
taining a  sufficient  quantity  of  water^  so  that  the  neck  of  the 
retort  reaches  immediately  the  surface  of  the  liquid.  If  the 
neck  of  the  retort  were  to  plunge  into  the  water,  there  would 
be  danger  of  absorption,  and  the  water  would  ascend  into 
the  retort  if,  during  the  distilling  process,  the  heat  should  come 
to  decrease.  If  the  retort  is  very  small,  the  distillation  may 
be  carried  on  with  an  argand  spirit-lamp  j  yet  it  is  better  to 
employ  a  small  furnace,  but  then  it  is  necessary  to  moderate 
the  heat  so  as  not  to  soften  or  fuse  the  glass. 

The  distilled  mercury  condenses  at  the  bottom  of  the  receiver 
under  the  water  contained  therein.  When  the  operator  has 
taken  care  to  cool  the  exterior  of  the  receiver  during  the  opera* 
tion,  there  is  no  fear  of  losing  a  portion  of  the  metal  in  the 
state  of  fumes.  After  cooling,  the  neck  of  the  retort  is  cut  near 
the  body  of  the  retort,  and  the  globules  of  mercury,  which 
adhere  to  the  neck,  are  washed  down  by  a  stream  of  water. 
The  mercury  is  then  dried  in  the  air  and  weighed.  If  the  com* 
bination  containing  mercury  is  very  volatile, — for  example,  if  it 
consists  of  protochloride  of  mercury  [corrosive  sublimate]  or 
subchloride  of  mercury  [calomel]  it  almost  always  happens  that 
the  heat  volatilises  a  portion  of  the  substance  before  the  alkali 
has  had  time  to  effect  the  decomposition,  especially  if  the 
mixture  has  not  been  carefully  and  intimately  made.  In  such 
a  case,  it  is  advisable  after  having  mixed  the  mercurial  com- 
pound with  the  alkali  to  moisten  the  whole  thoroughly  with 
water,  and  to  leave  it  at  rest  for  some  time.  The  result  is  a 
decomposition,  owing  to  which  protoxyde  of  mercury  is  sepa- 
rated, which  the  action  of  heat  alone  decomposes  into  mercury 
and  oxygen. 
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Nothing  of  the  kind  need  be  apprehended  when  the  mercury 
exists  in  the  substance  in  the  state  of  oxyde  or  of  sulphuret. 
It  is  worthy  of  remark,  that  by  operating  in  this  manner  a  little 
more  mercury,  in  weight,  is  obtained  than  should  be. 

If  the  mercury  is  combined  in  a  metallic  compound  with 
metals  which  are  not  volatile,  the  quantity  can  very  often  be 
determined  in  an  accurate  manner  by  exposing  the  amalgam  to 
a  red  heat,  which  volatilises  the  mercury,  whilst  the  fixed  metals 
remain  behind,  and  their  weight  being  ascertained,  the  loss 
indicates  that  of  the  mercury.  If  the  metals  left  behind  are  not 
oxydised  by  exposure  to  the  air,  the  experiment  may  be  per- 
formed in  a  small  porcelain  crucible  by  means  of  an  argand 
spirit-lamp ;  if  they  are  oxydisable  by  exposure  to  the  air,  under 
the  influence  of  a  high  temperature,  the  ignition  should  be 
effected  in  a  small  retort,  the  neck  of  which,  after  the  volatili- 
sation of  the  mercury,  is  closed  by  fusing  it  whilst  the  body  of 
the  retort  is  still  red  hot. 


*  DETERMINATION  OF  SUBOXYDE  OP  MERCURY. 

If  this  oxyde  is  contained  in  a  solution  it  may  be  precipitated 
by  dilute  muriatic  acid,  and  determined  in  the  state  of  sub- 
chloride  of  mercury.  A  necessary  condition  here  is  that  the 
liquor  be  very  dilute  and  contain  as  little  free  nitric  acid  as 
possible,  because  this  acid  might  convert  a  small  quantity  of 
subchloride  into  perchloride  of  mercury,  which  would  remain  in 
solution. 


SEPARATION    OP    THE    OXYDES    OP    MERCURY    PROM    OXYDE    OP 

SILVER. 

Peroxyde  of  mercury  may  be  completely  separated  from  oxyde 
of  silver  by  means  of  muriatic  acid,  which  precipitates  only  the 
latter  of  these  two  oxydes.  After  having  filtered  the  liquor,  to 
separate  the  chloride  of  silver,  the  mercury  may  then  be  preci- 
pitated by  one  of  the  methods  which  have  been  just  described. 

When  a  combination  of  oxyde  of  silver  and  of  suboxyde  of 
mercury  has  to  be  analysed,  the  latter  should  be  converted  into 
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peroxyde  of  mercury^  which  in  most  cases  may  be  done  by 
digesting  the  dry  substance^  or  its  solution^  in  nitric  acid^  with 
the  help  of  heat. 

*  In  metallic  compounds^  and  even  in  certain  combinations 
of  oxydes,  the  mercury  may  be  volatilised  by  heat^  the  silver 
being  thus  left  behind  in  a  pure  state.* 

SEPARATION  OF    THE    OXYDES   OF    MERCURY  FROM  PROTOXYDE  OF 

COPPER. 

According  to  Bonsdorff,  the  best  method  of  separating  prot- 
oxyde  of  copper  from  the  oxydes  of  mercury  is  the  following : 
To  the  solution  of  the  oxydes  (if  the  mercury  exists  in  the  state 
of  suboxyde  of  mercury,  it  should  be  first  converted  into  peroxyde 
by  means  of  nitric  acid)  add  muriatic  acid^  and  saturate  the 
solution  by  potash,  after  which  the  mercury  is  precipitated  as 
subchloride  of  mercury,  as  we  have  said  (page  203).  A  solution 
of  potash  is  then  employed  to  precipitate  theprotoxyde  of  copper 
from  the  filtered  liquor. 

If  the  oxydes  are  in  the  dry  state^  and  accompanied  by  other 
substances,  it  is  very  easy  to  find  the  quantity  of  protoxyde  of 
copper  in  the  mixture,  by  igniting  a  given  weight  of  it  in  a  plati- 
num crucible ;  the  protoxyde  of  copper  remains  behind  and  the 
peroxyde  of  mercury  volatilises,  partly  as  metallic  mercury, 
and  partly  as  oxygen ;  from  the  loss  sustained,  the  quantity  of 
the  mercury  may  be  known. 

SEPARATION  OP  PEROXYDE  OF  MERCURY  FROM  PROTOXYDE  OF 

LEAD. 

K  the  operator  has  to  analyse  a  dry  compound  of  peroxyde  of 
mercury  {oxyde  mercurique)  and  of  one  of  the  oxydes  of  lead. 


1  Cyanide  of  potaflBiiim  may  also  be  used,  according  to  MM.  Haidlwi  and 
for  separatiDg  mercury  from  silver,  and  the  process  is  the  same  as  has  besA  alnea^F 
several  times  alluded  to,  namely  :  The  mercury,  if  not  already  in  that  state*  hmI 
be  converted  into  peroxyde  of  mercury,  and  to  its  sohiti<m  cyanide  of  fOtsMiua  is 
added,  until  all  the  precipitate  is  redissolved  ;  the  liquor  contains  Ikcsi  •  aistm  ef 
a  double  cyanide  of  silver  and  of  potassium,  and  of  cyanide  of  muimj  aad  of 
IKitaasium.     An  excess  of  nitric  acid  is  added  thereto,  which  dicii«ii|iM«ii  ilif  t«v 
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the  following  process  may  be  resorted  to  :  Muriatic  acid  is  to  be 
poured  on  the  compound^  and  the  whole  is  heated^  which  pro- 
duces chloride  of  lead  and  perchloride  of  mercury.  If  the 
compound  contains  any  peroxyde  of  lead  instead  of  protoxyde 
of  lead^  chlorine  is  disengaged.  Strong  alcohol  is  now  ad3ed^ 
which  dissolves  the  perchloride  of  mercury,  and  leaves  the 
chloride  of  lead,  which  Ls  then  collected  on  a  counterpoised  filter, 
washed  with  alcohol,  dried  and  weighed.  The  alcoholic  solution 
of  perchloride  of  mercury  is  then  diluted  with  water,  the  alcohol 
volatilised  by  applying  a  very  gentle  heat,  and  the  mercury  is 
then  precipitated  by  one  of  the  methods  which  have  been 
indicated  above. 

When  the  oxydes  of  lead  and  of  mercury  are  combined  in  a 
solution  with  an  acid  capable  of  being  expelled  by  muriatic 
add,  this  method  may  also  be  employed.  The  muriatic  acid  is 
then  poured  in  the  solution,  evaporated  to  dryness,  and  the 
residuum  treated  by  alcohol. 

Another  method  of  separating  oxyde  of  lead  from  peroxyde  of 
mercury  consists  in  adding  sulphuric  acid  to  the  solution  of  the 
two  oxydes,  which  forms  a  precipitate  of  sulphate  of  lead.  The 
quantity  of  sulphuric  acid  should  not  be  too  small,  for  in 
such  a  case  the  addition  of  water  would  produce  a  yellow  basic 
sulphate  of  peroxyde  of  mercury  which  is  not  dissolved  by  very 
dilute  sulphuric  acid.  When  this  basic  salt  has  formed,  the 
supernatant  liquor  should  be  decanted,  and  the  residuum  is 
heated  with  a  little  sulphuric  acid  diluted  with  only  from  three 
to  five  parts  of  water,  and  water  may  then  be  added.  The  sul- 
phate of  lead  produced  is  to  be  washed  with  water  mixed  with  a 
little  dilute  sulphuric  acid. 

Peroxyde  of  mercury  may  also  be  separated  from  oxyde  of 
lead  by  another  method,  which  will  be  spoken  of  farther  on. 

eyanidee,  and  conyerts  all  the  cyanide  of  potaflsium  into  nitrate  of  potash.  The 
cyanide  of  sSlver  is  precipitated, and  the  cyanide  of  mercury  remains  in  solution;  the 
fonner  is  separated  by  filtering,  and  the  mercury  is  precipitated  from  the  filtrate  by 
sulphuretted  hydrogen. — £d. 


2?w  »iHi:TrH.Y. 


aMf.;i£ic  himuntiL  aoii  (^adanxsm^  from  oLetailic  ausccniy.  Ifieae 
two  OTTifeji  not  b«m^  rciincihie  hj  proCucMiiriilie  *if  ^sii»  nor  ly 
pbrjNpfu'^mnfi  adiL  tie  pemxfde  of  mgrcnrj  Trrightr  tin»  le  xitxsc- 
whufA  m  tfu^  fnhficsnee  jmdee  exaaninacziTix.     Ilil  iiuxfi.  3.  izaoe. 

fsnifhrmXXeA  bj^ro^nt  Kaj  thai  be  RSGrted  to  iinr  pEed^icdsnis 
tiie  OTrdei  fif  fxsii(TE&  sod  of  caalBiFnim  from.  t&£  Qqmnr  tGbaneii 
firiMB  tbe  ftdattik  mcicmfj.  sad  tiicr  sur  thfli  be  re&Ki^nsos^ 
detensioed  br  one  fi^  tLe  medbods  deacribcd  faefijEe. 

*  Ox  jde  c^  cakdmiam  iiuet  be  ftccnntrir  seporscai  ipmL  ^mr- 
oxjde  of  m«Tcaj7  for  mems  of  fiivmiate  of  aTtalr  ci  tifioe  sme 
maimer  a*  for  feporatmg  it  firom  prQCoxrde  of  copper. 


«crABATf05  or  THS  OXTDE9   or   MCKCTBT  rmox  r«¥  oxn^Es 
or  CBAVfrx,  or  !(ic&ei-  or  cobalt,  or  n^c,.  or  ibox. 

AYD    or     MA5GA3rE9By    rBOX    THE    EABTHS   A!r9    rtti*7X   T6£ 
ALKALIES. 

Whether  merciuy  exists  in  a  solution  in  the  state  of  sabosrrie, 
of  peroxrde,  or  of  chloride,  it  may  be  completelT  pmnpcftssed 
therefrom  br  Mulpkuretted  hydrogen  eren  when  tbe  S^^y.x  is 
acid.  This  method  may  therefore  be  resorted  to  for  the  parrose 
of  separating  the  oxydes  of  mercury  from  those  of  orai^um,  of 
nickel,  of  cobalt,  of  zinc,  of  iron,  and  of  manganese,  ako  lfK>m 
the  earths  and  from  the  alkalies,  these  latter  substances  not 


'  MM.  Haidkn  mad  Tremmam  vparmte  lagfcui*  from  **^*— ^■^  aad  bcsndi  br 

mm  « 

CTsnide  of  pottaBam,  wlndi  b  to  bead^M  to  die  solotioD  of  theses  ahiiMiiltke  p««w 
eilKtftte»R«flBolTed;diliite  nitric  add  wtfaeii  added,  and  the  «^  TVr 

QTMiide  of  merwirj  is  not  thereby  decomposed,  wiabt  the  cymnide  of  1  sihnisin  and  th» 
CJMude  of  rnliMimii  are  eooverted  into  mtratea.  After  ha¥iaf  cfiBHUed  the 
bydrocyaaie  acid  the  fadmimn  is  pffcci|Mtatcd  by  carbooale  of  potash,  and  tbi^ 
merniry  is  separated  from  the  sohitioo  br  iolpfaaretted  hjdrogcs.— En. 
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being  susceptible  of  precipitation  from  an  acid  solution  by 
sulphuretted  hydrogen. 

If  the  solution  be  one  containing  suboxyde  of  mercury^  a 
black  precipitate  of  sulphuret  of  mercury  is  immediately  pro- 
duced^ but  those  which  contain  peroxyde  or  perchloride  of 
mercuiy  yield  the  pure  and  black  sulphuret  of  mercury  only 
when  the  current  of  sulphuretted  hydrogen  has  been  passed 
through  it  for  a  considerable  time ;  at  the  beginnings  combina- 
tions of  the  persalts  of  mercury  with  sulphuret  of  mercury, 
of  a  white  colour,  are  produced,  but  which  are  completely  con- 
verted into  sulphuret  of  mercury  by  a  larger  quantity  of 
sulphuretted  hydrogen. 

K  the  operator  is  sure  that  the  solution  contains  only  peroxyde 
or  perchloride  of  mercury,  and  no  suboxyde  of  mercury,  the 
quantity  of  the  mercury  may  very  well  be  calculated  from  that 
of  the  sulphuret  obtained ;  but  to  do  this,  it  is  absolutely 
necessary  that  the  solution  should  contain  no  peroxyde  of  iron, 
for  the  sulphuret  of  mercury  would  then  be  mixed  with  free 
sulphur.  The  sulphuret  of  mercury  obtained  is  then  dried  at  a 
very  gentle  heat,  until,  after  successive  weighings,  the  weight 
remains  constant. 

The  sulphuret  of  mercury  in  the  minimum  of  sulphur  which 
sulphuretted  hydrogen  precipitates  from  the  solutions  of  subsalts 
of  mercury  cannot  be  determined  with  the  same  accuracy, 
because  a  very  gentle  heat  is  already  suflBcient  partly  to  de- 
compose it,  and  to  convert  it  into  sulphuret  of  mercury  in 
maximum  of  sulphur  and  metallic  mercury.  Now,  as  metallic 
mercury  is  perceptibly  volatilisable  at  a  very  moderate  heat,  the 
precipitated  sulphuret  of  mercury  in  minimum  of  sulphur  always 
loses  a  little  of  its  weight  by  drying,  however  low  may  have 
been  the  heat  employed  to  eflFect  this. 

If  the  operator  is  not  quite  certain  that  the  precipitate  pro- 
duced by  sulphuretted  hydrogen  is  pure  sulphuret  of  mercury 
in  maximum  of  sulphur,  or  if  he  be  unwilling  to  determine  the 
quantity  of  the  mercury  from  the  weight  of  this  sulphuret,  the 
sulphuret  itself  must  be  submitted  to  analysis. 

VOL.  II.  p 
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The  best  method  to  effect  this  is  the  following : — The  siilphuret 
of  mercury  is  collected  on  a  small  filter^  the  paper  of  which 
must  not  be  too  thick^  and  it  is  washed  thereon ;  it  is  then  to 
be  introduced^  whilst  moist^  along  with  the  filter  in  a  pretty 
large  flask  with  a  wide  mouth  and  capable  of  being  closed 
with  a  glass  stopper ;  muriatic  acid^  slightly  diluted^  is  poured 
upon  it^  and  in  sufficient  quantity  to  fill  about  one-twelfth  part 
of  the  flask ;  a  slow  current  of  chlorine  gas  is  then  passed 
through  it^  which  gradually  decomposes  the  sulphuret  of  mer- 
cury completely.  The  mercury  combines  with  the  chlorine^ 
and  forms  perchloride  of  mercury^  which  remains  in  solution  in 
the  liquor,  whilst  a  portion  of  the  sulphur  is  converted  into 
sulphuric  add ;  another  portion  of  this  sulphur  remains  undis- 
solved, and  would  be  taken  up  only  by  continuing  the  action  of 
the  current  of  chlorine  gas  for  a  long  time ;  but  the  disengage- 
ment of  the  chlorine  is  stopped  as  soon  as  the  undissolved 
sulphur  has  assumed  a  yellow  colour.  The  disengagement-tube 
is  then  withdrawn  from  the  liquor,  washed  carefully  with  water, 
and  the  flask  is  exposed  to  a  very  gentle  heat,  which  dissi- 
pates the  free  chlorine.  After  cooling,  the  liquor  is  separated 
from  the  sulphur  by  filtering  and  the  latter  is  washed;  as 
to  the  filtered  solution,  the  mercury  which  it  contains  may  be 
determined  either  by  reduction  with  phosphorous  acid  or  proto- 
chloride  of  tin,  or,  better  stiU,  by  means  of  a  formiate  of  alkali. 

This  method  may  likewise  be  employed  when  the  liquor  which 
contains  mercury  contains  also  a  great  quantity  of  nitric  acid, 
which,  as  we  have  already  said  before,  interferes  with  the 
accuracy  of  the  immediate  determination  by  means  of  proto- 
chloride  of  tin. 

When  the  liquors  operated  upon  are  neutral  or  alkaline, 
the  mercury  may  be  completely  precipitated,  but  only  in  the 
cold,  by  hydrosulphuret  of  ammonia,  an  excess  of  which,  at  alow 
temperature,  does  not  dissolve  the  sulphuret  of  mercury.  Yet 
it  is  advisable  to  treat  the  mercury  thus  obtained  by  chlorine,  in 
order  to  convert  it  into  perchloride  of  mercury,  which  may  be 
next  reduced  into  subchloride  of  mercury  by  means  of  a  formiate 
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of  alkali ;  from  the  quantity  of  the  subchloride  that  of  the 
mercury  is  calculated.  In  such  a  case  the  calculation  of  this 
quantity  from  the  weight  of  the  sulphuret  of  mercury  would 
yield  a  less  accurate  residt. 

*  Mercury  may  be  easily  separated  from  all  the  non-volatile 
oxydes^  by  heating  the  mixture  as  we  have  said  above,  by  which 
means  the  peroxyde  of  mercury  becomes  converted  into  metallic 
mercury  and  oxygen,  both  of  which  are  volatilised  by  heat.  If 
the  oxydes  are  contained  in  the  liquor  in  the  state  of  dissolved 
salts,  they  might  be  precipitated  by  hydrosulphuret  of  ammonia 
in  the  state  of  sulphurets,  which  might  be  heated,  after  drying, 
in  a  small  porcelain  crucible,  in  order  to  volatilise  the  mercury, 
the  others  remaining  behind.  In  such  a  case,  the  operator 
cannot  obtain  immediately  the  mercury  from  the  oxyde  or  the 
sulphuret  of  mercury.  In  order  to  obtain  this  result,  they 
must  be  heated  in  a  small  retort,  and  even  then  the  exact 
determination  of  the  mercury  is  very  difficult. 

^  The  best,  in  such  cases,  consists  in  transforming  the  metallic 
sulphurets  into  metallic  chlorides,  and  chlorides  of  sulphur,  by 
means  of  gaseous  chlorine,  after  which,  the  perchloride  of  mer- 
cury may  be  volatilised  by  heat  from  the  non-volatile  metallic 
chlorides. 

*  This  experiment  is  performed  as  follows : — The  metallic 
sulphurets  obtained  are  collected  on  a  weighed  filter,  and 
washed  rapidly,  carefrdly  dried  at  a  gentle  heat,  and  weighed. 
It  IB  better  still  not  to  heat  the  sulphurets  at  first,  but  to  desic- 
cate them  with  the  filter  over  sulphuric  acid  in  vacuo.  When 
perfectly  dry,  they  are  to  be  very  gently  warmed,  in  order  to 
weigh  them.  The  oxydisation  of  a  small  portion  of  the  sulphurets 
is  thus  prevented,  which  otherwise  cannot  be  avoided  when  the 
moist  metallic  sulphurets  are  dried  in  contact  with  the  air. 

*  Having  taken  a  sufficient  quantity  of  the  dry  sulphurets,  it 
is  introduced  into  a  small  glass  bulb,  which  must  be  scru- 
pulously cleaned  with  a  feather.  The  bulb  is  first  weighed 
whilst  empty,  and  again  weighed  after  the  introduction  of  the 
sulphurets,  in  order  to  know  the  exact  quantity  operated  upon. 
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Chlorine  is  then  disengaged  from  bottle  c,  which  contains  a 
mixture  of  chloride  of  sodium,  and  of  peroxyde  of  manganese, 
upon  which  concentrated  sulphuric  acid,  mixed  with  its  own 
bulk  of  water,  is  gradually  poured  through  a  funnel,  until  a  slow 
and  regular  stream  of  chlorine  gas  is  established. 


*  Instead  of  the  safety  fimnel-tube  b,  an  ordinary  fannel-tube, 
with  a  long  stem,  may  be  employed,  similar  to  that  (page  128) ; 
the  only  precaution  to  be  taken  consists  then  in  introducing  a 
glass  rod,  which  reaches  only  so  far  as  the  beginning  of  the 
stem,  so  that  the  sulphuric  acid  poured  in  can  fall  only  drop  by 
drop  in  the  flask. 

*  When  the  whole  apparatus  is  full  of  chlorine,  the  metallic 
sulphurets  are  very  moderately  heated  in  the  bulb  e ;  chloride  of 
sulphur  is  at  first  disengaged,  which  flows  into  the  bottle  X:, 
where  it  is  decomposed  by  the  water  contained  therein,  with 
separation  of  sulphur.  The  metals  combine  also  with  the 
chlorine,  and  the  perchloride  of  mercury,  being  volatile,  may  be 
completely  eliminated  by  the  heat  alone,  from  the  other  non- 
volatile chlorides.  At  a  short  distance  from  the  right  angle  of 
the  glass  tube,  acicular  crystals  are  deposited,  which  consist  of 
metallic  chloride,  and  which  would  soon  obstruct  a  tube  of  a 
small  diameter ;  they  must  be  driven  by  the  flame  of  a  small 
spirit-lamp,  and  the  heat  is  removed  from  the  bulb  when  it  is 
perceived  that  the  subliming  of  new  crystals  has  ceased. 

*  After  the  complete  cooling  of  the  bulb,  the  operator  cuts  with 
a  file  that  portion  of  the  glass  tube  which  contains  the  crystal- 
line sublimate,  and  this  sublimate  is  washed  down  by  a  stream  of 
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water  into  the  bottle  k,  when  it  dissolves  in  the  water  contained 
therein.  The  bottle  is  then  closed  by  a  glass  stopper^  and  left 
in  a  moderately  warm  place^  and  after  complete  coolings  the 
undissolved  sulphur  is  separated  by  filtering.  When  the  disen- 
gagement of  chlorine  gas  has  been  continued  for  a  very  long 
time^  it  sometimes  happens  that  all  the  sulphur  is  dissolved^ 
and  converted  into  sulphuric  acid.  The  liquor  filtered  from  the 
sulphur  is  heated  in  contact  with  the  air  so  long  as  it  retains 
an  odour  of  sulphur^  and  as  soon  as  it  has  become  inodorous^ 
the  operator  proceeds  to  precipitate  the  sulphur  by  one  of  the 
methods  mentioned  before. 

*  The  bulb  e  contains  the  non-volatile  chlorides.  Generally, 
the  quantity  of  the  metal  contained  in  them  may  be  calculated 
from  their  weight,  when,  after  the  experiment,  the  bulb  is 
rapidly  weighed.  The  chloride  is  dissolved  in  water,  and  the 
bulb,  after  being  dried,  is  weighed. 

*  The  oxydes  of  silver,  of  lead,  and  of  copper,  may  likewise  be 
separated  from  peroxyde  of  mercury  in  this  manner,  when  the 
solution  has  been  precipitated  by  sulphuretted  hydrogen,  which 
method  is  especially  to  be  preferred  to  that  by  sulphuric  acid, 
when  the  object  is  to  separate  protoxyde  of  lead  from  peroxyde 
of  mercury.  After  having  precipitated  the  oxydes  from  the 
solution  by  sulphuretted  hydrogen,  it  is  not  necessary  to  dry 
the  sulphurets  obtained  in  vacuo ;  the  drying  may  be  performed 
in  the  open  air,  because  the  sulphurets  of  lead,  and  of  mercury, 
are  less  easily  oxydised  in  contact  of  the  air  than  the  other 
sulphurets.  When  sulphuret  of  lead  is  decomposed  by  gaseous 
chlorine,  the  operator  must  take  care  that  the  bulb  be  only  veyy 
gently  heated,  for  too  high  a  temperature  might  volatilise  a  little 
chloride  of  lead,  along  with  the  perchloride  of  mercury.  From 
the  weight  of  the  chloride  of  lead  obtained,  that  of  the  oxyde  of 
lead  may  be  calculated  more  accurately  than  in  any  other  way.* 

^  Cyanide  of  potaasium  may  be  employed  for  separatmg  mercury  from  lead  ;  an 
exeeae  of  cyanide  of  potassimn  is  to  be  poured  in  the  solution  of  the  two  metals  ; 
an  inaoluble  precipitate  is  formed,  which  contains  all  the  lead,  whilst  the  whole  of 
tlie  mercury  remains  in  the  solution,  from  which  it  may  be  precipitated  as  sulphiuret 
of  mercury.— Ed. 
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*  When  this  method  has  been  employed  for  separating  pro- 
toxyde  of  copper,  aud  peroxyde  of  miu^,  from  JLh  o«»"the 
quantity  of  the  first  of  these  peroxydes  cannot  be  calculated 
from  the  weight  of  the  chloride  of  copper  contained  in  the 
bidb  e,  because  it  is  a  mixture  of  subchloride^  and  of  pro- 
tochloride  of  mercury^  in  various  or  indefinite  proportions.  The 
stronger  has  been  the  heat  employed  for  heating  the  bidb^  the 
larger  the  quantity  of  subchloride  of  copper  in  the  bulb  is.  The 
bulb  is  therefore  plunged  in  water  containing  nitric  acid,  which 
dissolves  all  the  contents ;  and  by  pouring  a  solution  of  potash  in 
the  liquor  thus  obtained,  the  whole  of  the  copper  is  precipitated 
in  the  state  of  protoxyde  of  copper.* 

*  The  oxydes  of  iron  and  of  bismuth  cannot  be  separated  fh)m 
peroxyde  of  mercury  by  this  method,  because  the  chlorides  of 
these  two  metals  are  volatile. 


QUANTITATIVE  DETERMINATION  OF  PEROXYDE  AND  OP  SUB- 
OXYDE  OF  MERCURY,  WHEN  THESE  TWO  OXYDES  EXIST 
SIMULTANEOUSLY. 

If  a  solution  contains  peroxyde  and  suboxyde  of  mercury 
simultaneously,  and  the  operator  has  to  estimate  the  relative 
proportions  of  these  two  oxydes,  the  liquor  should  first  be  diluted 
with  a  large  quantity  of  water,  especially  if  it  be  acid,  and 
muriatic  acid  is  then  added  thereto,  which  precipitates  the  sub- 
oxyde of  mercury  in  the  state  of  subchloride  of  mercury.  This 
salt  is  collected  on  a  weighed  filter,  and  dried  at  an  extremely 
gentle  heat,  until  it  no  longer  loses  weight ;  it  is  then  weighed, 
and  from  the  weight  observed,  the  quantity  of  the  suboxyde  of 


^  Mercury  can  also  be  separated  from  copper  by  means  of  cyanide  of  potassium, 
in  the  manner  which  has  been  described  for  separating  silver  and  cadmium  from 
copper  ;  but  the  following  method  by  Bonsdorff  is  exceedingly  convenient.  If  the 
mercury  exists  in  the  solution  in  the  state  of  suboxyde,  the  operator  begins  by  con- 
verting it  into  peroxyde  by  means  of  nitric  acid  ;  muriatic  acid  is  then  added  to  the 
solution  of  the  two  oxydes,  and  the  solution  of  potash  is  poured  in  ;  if  a  solution  of 
formiate  of  alkali  is  now  added,  the  mercury  will  be  precipitated  in  the  state  of  sub> 
chloride  of  mercury,  which  is  to  be  separated  by  filtering,  and  the  copper  in  the 
filtrate  is  next  precipitated  by  solution  of  potash. — Ed. 
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mercury  is  calculated.  Take  now  the  liquor  filtered  from  the 
precipitate^  the  peroxyde  of  mercury  which  it  contains  is  preci- 
pitated by  one  of  the  methods  which  have  been  described^  and 
the  mercury  obtained  serves  to  calculate  the  quantity  of  the  per- 
oxyde of  mercury  contained  in  the  solution. 

*  In  precipitating  the  subchloride  of  merciuy,  the  operator 
must  not  omit  to  add  a  very  large  quantity  of  water  to  the 
liquor^  especially  if  it  contains  nitric  acid^  because  otherwise  a 
small  quantity  of  subchloride  of  mercury  might  be  converted 
into  perchloride.  It  is  likewise  necessary  to  take  care  not  to 
filter  immediately  the  subchloride  of  mercury  produced,  but  to 
wait  some  time  before  beginning  to  filter.  But  all  application 
of  heat  must  be  sedulously  avoided,  because  the  muriatic  acid 
would  be  sufficient  to  convert  the  subchloride  into  perchloride  of 
mercury^  which  is  accompanied  by  the  liberation  of  a  certain 
quantity  of  metallic  merciuy. 

*  If  the  substance  which  contains  suboxyde  and  peroxyde  of 
mercury  is  insoluble  in  water,  it  should  be  treated  in  the  cold  by 
very  dilute  mxuriatic  acid,  which  in  most  cases  leaves  the  sub- 
oxyde of  mercury  in  the  state  of  subchloride  of  mercury,  insoluble, 
whilst  it  dissolves  the  peroxyde  in  the  state  of  perchloride  of 
mercury.  The  mercury  in  solution  is  afterwards  reduced.  When, 
on  the  contrary,  the  substance  insoluble  in  water  contains  nitric 
add,  it  is  advisable  to  begin  by  dissolving  it  in  dilute  nitric  acid, 
and  then  to  add  muriatic  acid  to  the  solution.  If  this  acid,  even 
diluted,  were  put  in  contact  with  the  insoluble  substcoice  con- 
taining nitric  acid,  it  might  happen  that  a  little  subchloride  of 
mercury  would  be  converted  into  perchloride  of  mercury,  and 
dissolved. 
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CHAPTER    XXVL 

RHODIUM. 


DETERMINATION  OF  RHODIUM. 

When  rhodium  exists  in  a  solution  in  the  stmte  rf  oxyde  or  of 
chloride  of  rhodium^  the  best  method  of  determining  it  consists^ 
according  to  Berzelius^  in  pouring  an  excess  of  a  solution  of 
carbonate  of  soda  in  the  liquor,  evaporating  it  to  dryness,  and 
igniting  the  dry  residuum  in  a  platinum  crucible.  After  saturate 
ing  it  by  water^  peroxyde  of  rhodium  remains^  which  is  collected 
on  a  filter  and  washed^  first  with  muriatic  acid,  and  then  with 
water ;  it  is  then  calcined  along  with  the  filter,  and  treated  by 
hydrogen  gas,  which  reduces  it  easily.  The  metal  thus  obtained 
is  weighed.  This  reduction  by  means  of  hydrogen  gas  may  be 
effected  in  the  same  manner  as  that  of  oxyde  of  cobalt,  which  was 
described  page  128.  It  is  so  much  the  more  easily  accomplished, 
that  scarcely  any  heat  is  required. 

It  is  diflScult  to  separate  rhodium  from  the  other  metals  with 
which  it  may  be  mixed  in  solutions,  because  sulphuretted  hydrogen 
gas  precipitates  it  for  the  most  part,  but  yet  not  completely. 
There  are  few  substances,  amongst  those  which  have  been  hitherto 
treated  of,  with  which  it  is  found  combined  in  the  native  state ; 
wherefore  it  is  not  necessary  to  indicate  here  the  means  by  which 
it  could  be  separated  from  such  substances.  Rhodium  exists 
only  in  the  ores  of  platinum,  and  we  shall  see  farther  on,  when 
speaking  of  platinum,  how  the  metals  contained  in  these  ores 
can  be  separated. 
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SEPARATION    OF    RHODIUM    FROM    SEVERAL   OTHER    METALS. 

Rhodium^  in  the  metallic  state^  being  insoluble^  even  in 
aqua  regia^  might  be  separated  from  the  other  metals  by  means 
of  the  simple  acids^  yet  its  alloys  contain  it  very  often  in  such  a 
state  that  these  simple  acids  may  frequently  dissolve  it  along 
with  the  other  metals^  and  at  other  times  it  prevents  these  metals 
firom  dissolving  completely. 

According  to  Berzelius^  it  may  be  easily  dissolved  by  fusing 
it  with  bisulphate  of  potash.  Rhodium  dissolves  in  this  salt  at 
a  red  heat^  under  disengagement  of  sulphurous  acid ;  but  this 
solution  is  slowly  effected^  and  requires  that  the  operator  should 
take  care^  whilst  it  is  taking  place^  to  close  it  with  a  tight  cover^ 
in  order  to  retard  the  volatilisation  of  the  excess  of  acid.  As 
soon  as^  by  removing  the  cover^  the  saline  mass  sets  and 
crystallises  at  the  surface^  the  crucible  is  withdrawn  from  the 
fire,  and  suffered  to  cool ;  the  salt  is  then  dissolved  by  boiling 
water,  and  the  portion  which  resists  solution  is  treated  by  a 
fresh  quantity  of  bisulphate  of  potash.  When  the  fused  salt 
contains  but  little  rhodium^  it  is  red  and  transparent,  but  when 
it  is  nearly  saturated,  it  has  a  dark  or  a  black  tinge.  After 
cooling,  it  is  either  deep  or  light  yellow,  according  to  the  quan- 
tity of  the  metal  which  it  contains.  Cold  water  dissolves  it 
slowly,  but  it  is  easily  soluble  in  boiling  water.  The  solution  is 
yellow. 

So  long  as  the  salt  continues  to  acquire  a  colour,  it  must  be 
fused  again.  In  order  to  avoid  employing  a  considerable  quan- 
tity of  bisulphate  of  potash,  the  analyst  may,  when  this  salt 
appears  to  have  lost  the  greatest  part  of  its  free  acid,  add 
weighed  quantities  of  distilled  sulphuric  acid,  and  heat  the 
whole  cautiously,  imtil  the  water  of  the  acid  will  have  dissi- 
pated, and  then  continue  the  fusion.  That  which  remains 
insoluble  must  be  treated  in  the  same  manner,  so  long  as 
the  salt  receives  a  colour.  When  this  ceases  to  take  place, 
it  is  a  proof  that  the  salt  does  not  take  up  any  particle  of 
rhodium. 
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Thus  can  riiodinm  be  separated  from  the  metals  which  are 
combined  with  it,  and  which  are  not  attacked  by  Usulphate  of 
potash. 

SEPARATION    OF   KHODIUM  PKOM  COPPKm. 

When  a  solution  contains  liiodium  and  copper,  these  two 
metals,  according  to  Berxelins,  can  be  separated  firom  each  other 
in  the  following  manner : — The  liquor  is  poured  into  a  flask  pro- 
vided with  a  glass  stopper,  and  sulphuretted  hrdrc^en  is  passed 
through  it,  to  complete  saturation.     The  flask  is  then  closed, 
and  left  at  rest  for  twelre  hours  in  a  warm  place.     At  the  end 
of  that  time,  both  the  sulphuret  of  copper  and  the  sulphuret  of 
rhodium  have  fiidlen  down,  the  first  completely,  the  second  nearly 
so.     The  liquor  is  filtered,  heated,  and  evaporated,  by  which 
means  it  again  yields  a  portion  of  sulphuret  of  rhodium,  which 
is  added  to  the  other  metallic  sulphurets  already  obtained. 
They  are  then  roasted  whilst  still  moist,  in  a  platinum  crucible, 
until  sulphurous  add  is  no  longer  disengaged.     The  roasting 
being  finished,  concentrated  muriatic  add  is  poured  upon  the 
mass;  the  add  assumes  a  green  colour,  because  it  holds  a 
portion   of  basic  sulphate  of  copper  in  solution,  whilst  per- 
oxyde  of  rhodium  is  left   behind.     A   solution   of  potash  is 
poured  in  the  liquor,  in  order  to  predpitate  the  protoxyde  of 
copper. 

The  liquor  filtered  firom  the  metallic  sulphurets  contains  still 
a  little  rhodium,  which  may  be  obtained  by  fineeing  it  first  firom 
sulphiu*etted  hydrogen  by  heating  it,  and  then  treating  it  by 
carbonate  of  soda  in  the  manner  indicated  before.  The  peroxyde 
of  rhodium  obtained,  is  to  be  reduced  by  hydrogen  gas^  and  the 
metallic  rhodium  is  then  weighed. 

SEPARATION    OF    RHODIUM    FROM    IRON. 

Rhodium  is  met  with  in  analytical  research,  combined  not 
only  with  copper,  but  also  with  iron,  since  it  has  been  employed 
latterly  in  small  quantity,  to  alloy  it  with  steel.  According 
to  BerseliuSy  it  may  be  separated  from  iron  in  the  following 
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manner : — A  current  of  sulphuretted  hydrogen  is  to  be  passed 
through  th§  acid  solution,  in  order  to  precipitate  most  of  the 
rhodium  in  the  state  of  sulphuret  of  rhodium,  which  is  roasted, 
and  then  converted  into  peroxyde  of  rhodium.  The  hquor  filtered 
from  the  latter  is  mixed,  and  heated  with  nitric  acid,  by  which 
the  protoxyde  of  iron  is  converted  into  peroxyde,  which  is  pre- 
cipitated by  ammonia,  washed,  ignited,  and  weighed.  The 
peroxyde  of  iron  obtained,  contains  stiU  some  rhodium,  and  in 
such  a  state,  that  it  is  dissolved  along  with  the  peroxyde  of  iron 
by  muriatic  acid.  The  peroxyde  of  iron  is  reduced  by  hydrogen, 
and  the  metal  is  then  dissolved  by  muriatic  acid,  heat  being 
applied  towards  the  end.  The  small  portion  of  rhodium  remains 
in  a  state  which  is  not  yet  known,  yet  it  is  converted  into 
peroxyde  of  rhodium  by  igniting  it  in  the  air.  Its  weight  is 
deduced  from  that  of  the  peroxyde  of  iron,  from  which  the 
quantity  of  the  iron  is  calculated. 

The  liquor  from  which  peroxyde  of  iron  was  precipitated  by 
ammonia,  contains  still  a  little  rhodium,  which  may  be  sepa- 
rated by  adding  a  sufficient  quantity  of  carbonate  of  soda  to  the 
solution,  evaporating  to  dryness,  igniting  the  residuum,  and 
treating  it  by  hot  water,  peroxyde  of  rhodium  remains  insoluble. 
The  various  portions  of  peroxyde  of  rhodium  are  put  together, 
and  reduced  by  hydrogen  gas. 


SEPARATION  OF  RHODIUM  FROM  THE  METALS  OF  THE  ALKALIES. 

When  rhodium  is  combined  in  the  state  of  perchloride  of 
rhodium  with  chlorides  of  alkalies,  and  the  operator  wishes  to 
separate  them  from  the  metals  of  the  latter  salts,  it  may  be 
done,  according  to  Berzelius,  in  the  following  manner : — Take 
a  given  weight  of  the  metallic  chlorides,  and  introduce  it  in  an 
apparatus  similar  to  that  represented  (page  128),  and  heat  it  in 
a  current  of  hydrogen  gas  until  the  perchloride  of  rhodium  is 
reduced  under  disengagement  of  muriatic  acid  gas,  which  is 
known  when,  by  holding  a  glass  rod,  moistened  with  ammonia, 
at  the  extremity  of  the  apparatus,  white  clouds  cease  to  appear. 
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The  glass  bulb  conlahiiiig  ibe  sah  imder  fxaminarion  is 
weighed;  the  contents  are  now  treated  hr  water,  which  dissolTes 
the  salt,  and  kares  the  reduced  ihodiizni.  which  is  separated  br 
filtering;  it  is  then  dried,  ignited  in  a  cnrrent  of  hydrwen  gas, 
and  weighed.  The  filtered  liqnor  which  holds  the  chloride  of 
alkali  in  solution  is  ei^Kyiated  to  dryness^  the  lesidnnm  is 
ignited  and  weighed. 
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CHAPTER   XXVIL 

PALLADIUM. 


DETERMINATION  OF   PALLADIUM. 

The  best  method  of  precipitating  palladium  from  its  solution^ 
in  which  it  ordinarily  exists  in  the  state  of  protonitrate  or 
protochloride  of  palladiimi,  consists,  according  to  WoUaston,  in 
treating  it  by  a  solution  of  cyanide  of  mercury.  K  the  liquor 
contains  only  a  small  portion  of  palladium,  the  precipitate  pro- 
duced by  cyanide  of  mercury  does  not  appear  immediately,  the 
liquor  becomes  turbid  only  after  some  time,  and  yields  a  light- 
yellow  precipitate,  which  becomes  greyish-yellow  when  dry. 
This  precipitate  is  ignited,  and  metallic  palladium  remains,  the 
quantity  of  which  may  then  be  determined.  The  palladium 
becomes  blue  during  ignition,  but  its  weight  is  not  thereby 
augmented  in  an  appreciable  manner.  In  this  experiment  it  is 
necessary,  if  the  solution  be  acid,  to  neutralise  it  by  carbonate 
of  soda. 

*  When  palladium  has  to  be  precipitated  by  cyanide  of 
mercury  from  a  solution  which  contains  alcohol,  it  is  necessary 
first  to  ascertain  that  the  liquor  contains  no  other  metals,  for 
the  solution  of  cyanide  of  mercury  determines  in  that  of  some 
other  metals,  for  example,  in  solutions  of  platinum,  of  gold,  &c., 
when  they  contain  alcohol,  and  are  left  in  contact  with  it  for  a 
long  time  and  with  the  help  of  heat,  precipitates  which  resemble 
that  of  cyanide  of  palladium,  for  which  they  might  be  mistaken. 
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SEPARATION    OP   PALLADIUM    FROM    IRON    AND   OTHER   METALS. 

Palladium  may  be  precipitated  from  its  acid  solutions  by 
sulphuretted  hydrogen,  by  which  means  it  may  therefore  be 
easily  separated  from  iron  and  other  metals  which  are  not  pre- 
cipiUted  from  their  acid  solutions  by  this  gas.  The  snlpbLt 
of  palladium  thus  produced  is  converted  by  roasting  into  basic 
sulphate  of  palladium,  and  then  dissolved  in  muriatic  acid. 
This  solution  is  neutralised  by  soda,  and  by  pouring  a  solution 
of  cyanide  of  mercury  into  it  the  palladium  is  precipitated  in 
the  state  of  cyanide  of  palladium  which  may  then  be  ignited. 


SEPARATION    OF    PALLADIUM    FROM    COPPER. 

Palladium  may,  by  means  of  sulphuretted  hydrogen,  but  more 
especially  by  cyanide  of  mercury,  be  separated  firom  nearly  all 
the  metals  which  may  exist  in  solution  with  it,  except  copper, 
with  which  it  is  met  with  in  impure  platinum,  and  from 
which  it  may  be  freed,  according  to  Berzelius,  in  the  following 
manner : — The  two  metals  are  first  precipitated  in  the  state  of 
sulphurets  by  passing  a  current  of  sulphuretted  hydrogen  through 
the  acid  solution;  the  sulphurets  thus  produced  are  washed 
whilst  still  moist,  together  with  the  filter,  until  sulphurous 
acid  is  no  longer  disengaged.  They  are  thus  converted  into 
basic  sulphates  of  copper  and  of  palladium,  which  are  dissolved 
in  muriatic  acid.  The  solution  is  mixed  with  chloride  of  potas- 
sium and  nitric  acid,  and  evaporated  to  dryness.  A  saline  mass 
is  thus  obtained  of  a  deep  colour,  which  consists  of  chloride  of 
potassium,  potassio-chloride  of  copper,  and  potassio-chloride  of 
palladium.  The  two  first  of  these  salts  are  separated  by  means 
of  alcohol,  sp.  gr.  0*833,  and  the  salt  of  palladium,  which  is 
insoluble  in  this  menstruum,  remains  alone.  It  is  collected 
upon  a  weighed  filter  and  washed  with  alcohol;  it  is  then 
washed  and  dried.  It  contains  28*84  per  cent,  of  palladium. 
The  quantity  of  palladium  may  also  be  determined  by  dissolving 
the  saline  mass  in  boiling  water,  and  precipitating  by  cyanide  of 
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mercury ;  but  this  method  is  more  complicated^  yet  it  deserves 
the  preference^  when  the  quantity  of  chloride  of  potassium  to  be 
separated  by  alcohol  is  too  considerable. 

The  spirituous  solution  of  the  copper  salt  contains  a  trace  of 
palladium^  which,  however,  may  be  neglected.  This  liquor  is 
evaporated  to  volatilise  the  alcohol,  and  the  saline  mass  is  dissolved 
in  water,  from  which  the  oxyde  of  copper  may  be  afterwards 
precipitated  by  solution  of  potash,  and  the  quantity  determined. 

*  According  to  Dobereiner,  copper  may  likewise  be  separated 
from  palladium,  by  adding  to  the  nitric  acid  solutions  of  the  two 
metals  properly  diluted,  a  solution  of  formiate  of  alkali,  and 
boiling  the  whole  until  the  disengagement  of  carbonic  acid  has 
ceased.  The  protoxyde  of  palladium  is  reduced)  and  the  metal 
may  be  coUected  in  the  state  of  a  grey  powder,  or  often  also  of 
shining  spangles,  whilst  the  protoxyde  of  copper  remains  in 
solution. 

SEPARATION    OF    PALLADIUM    FROM    SILVER. 

If  the  two  metals  are  contained  in  a  nitric  acid  solution,  the 
silver  may  be  precipitated  in  the  state  of  chloride  by  means  of 
muriatic  add. 


SEPARATION    OF    PALLADIUM    FROM   THE    METALS  OF 

THE    ALKALIES. 

If  palladium  is  combined  in  the  state  of  chloride  with  chlorides 
of  alkalies,  from  which  it  has  to  be  quantitatively  determined, 
the  operation  is  the  same  as  for  separating  chloride  of  rhodium 
fi^m  the  chlorides  of  alkalies  (page  319).  Yet  palladium  may  be 
ignited  in  the  air,  and  does  not  require  that  the  operation  should 
be  performed  in  an  atmosphere  of  hydrogen  gas. 
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CHAPTER    XXVIIL 

iBiDmi. 


DETERMINATION  OF  IBmiOI. 

The  following  process  mar  be  resorted  to  for  precipitating 
iridium  from  its  solutions^  and  at  the  same  time  for  separating 
it  from  nearlr  all  the  other  metaUic  oxrdes  of  whidi  we  hare 
spoken  before.  The  solution  is  first  concentrated  and  a  concen- 
trated solution  of  chloride  of  potassium  or  otsalammomae  is  next 
added^  after  which  rerr  strong  alcohol  is  poured  into  it,  so  that 
it  may  contain  about  sixty  per  cent,  of  its  rolume  of  alcohol.  A 
precipitate  of  potash-chloride  or  ammonia-chloride  of  rhodium  is 
thus  produced,  insoluble  in  alcohol,  but  which  is  completely 
soluble  when  the  Uqnor  contains  a  slight  excess  of  chloride  of 
potassium  or  of  sal  ammoniac.  The  precipitate  is  washed  with 
spirits  of  wine.  If  the  operator  wishes  to  determine  the  quantity 
of  iridium  in  the  double  salt  which  has  formed,  and  if  the  latter 
has  been  precipitated  by  chloride  of  potassium,  it  is  treated  by 
hydrogen  gas,  in  the  same  manner  as  for  the  potash-chloride  of 
rhodium  (page  219).  When  the  double  salt  has  been  precipi- 
tated by  sal  ammoniac,  the  reduction  immediately  leaves  the 
iridium  in  the  metallic  state,  the  quantity  of  which  may  then  be 
determined.  Sal  ammoniac  and  muriatic  acid  gas  are  disengaged 
during  the  experiment. 

I  shall  describe  other  methods  of  separating  iridium  when  I 
come  to  speak  of  the  means  of  isolating  this  metal  from  osmium 
and  platinum. 
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SEPARATION    OP    IRIDIUM    PROM    OTUElS   METALS. 

Iridium  may  be  completely  separated  by  sulphuretted  hydro- 
gen from  its  acid  solutions.  Sulphurets  of  the  metal  are  thus 
produced^  the  degrees  of  sulphuration  of  which  correspond  to 
the  degrees  of  oxydisement  of  the  metal  in  the  liquor.  These 
sulphurets  are  of  a  brown  colour,  or  almost  black,  and  they 
perfectly  resemble  those  which  are  produced  by  platinum,  palla- 
dium, and  rhodium.  They  do  not  become  acid  by  drying.  By 
means  of  sulphuretted  hydrogen  iridium  is  easily  separated  from 
the  substances  which  this  reagent  does  not  precipitate  from  an 
acid  solution.  The  sulphuret  of  iridium  produced  dissolves  in 
nitric  add,  in  the  cold,  without  residuum,  and  when  the  solution 
18  concentrated  it  may  be  separated  therefrom  by  adding  muria- 
tic acid^  chloride  of  potassium,  or  sal  ammoniac  and  alcohol. 

As  sulphuret  of  iridium  is  soluble  also  in  hydrosulphiiret  of 
ammonia,  this  reagent  might  likewise  be  employed  for  sepa- 
rating iridium  from  several  metallic  oxydes  the  sulphurets  of 
which  are  insoluble  therein.  The  sulphuret  of  iridium  precipi- 
tated from  such  a  solution  by  an  acid  is,  according  to  Berzelius, 
soluble  to  a  certain  extent  in  water,  to  which  it  communicates  a 
reddish-brown  colour,  so  that  after  filtering  the  liquor,  the  water 
used  for  washing  becomes  strongly  coloured.  Yet  a  large  excess 
of  acid  impedes  the  solubility  of  iridium,  wherefore,  when  the 
liquor  is  evaporated,  the  dissolved  portion  separates  by  degrees, 
as  the  acid  becomes  gradually  more  concentrated,  though  the 
whole  is  not  thus  precipitated.  A  small  quantity  of  nitric  acid 
in  the  liquor  subsequently  oxydises  the  sulphuret  of  iridium 
whilst  the  liquor  is  evaporating,  and  transforms  it  into  sulphate 
of  iridium. 
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CHAPTER    XXIX, 

OSMITJIf. 


OF  osmoL 

The  quantitatiTe  determiiuition  of  osmium  pRwnts  manj 
difficulties,  on  account  of  the  Tolatilitr  of  osmic  acid. 

If  the  combination  under  examination  contains  metallic 
osmium,  and  if  this  combination  is  snscqitiUe  of  being  com- 
pletely dissolved  by  aqua  regia,  the  solution  is  thcai  to  be 
performed  in  a  glass  retort,  furnished  with  a  receiier.  The  acid 
being  then  distilled,  taking  care  to  coed  the  receiver,  the 
whole  of  the  osmium  is  found  in  the  product  contained  in  the 
receiver. 

The  quantity  of  the  osmium  in  this  product  may  be  ascertained 
in  various  ways.  If  the  quantity  thereof  is  very  small,  the  best 
is,  according  to  Berzelius,  to  dilute  the  distilled  liquor  with  water, 
and  to  saturate  it  with  ammonia,  or  with  another  alkali,  so 
that  the  acid  predominates  a  little.  The  liquor  is  then  poured 
in  a  flask  susceptible  of  being  closed,  and  of  such  a  capacity  as 
to  be  almost  filled  by  the  liquor.  A  current  of  sulphuretted 
hydrogen  gas  is  then  passed  through  it  to  supersaturation.  The 
flask  is  then  to  be  closed,  and  left  at  rest  until  all  the  sulphuret 
of  osmium  shall  have  settled,  which  requires  several  days*  The 
clear  liquid  is  then  decanted,  or  removed  by  means  of  a  syphon 
or  of  a  pipette,  the  sulphuret  is  placed  upon  a  weighed  filter, 
washed,  dried,  and  weighed.  It  contains  less  osmium  than 
should  rigorously  be,  because  it  retains  a  little  moisture,  and  is 
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slightly  oxydised  in  drying.     The  quantity  of  osmium  is  about 
50  or  52  per  cent. 

But  when  the  quantity  of  osmium  in  a  liquor  is  considerable, 
the  best,  according  to  Berzelius,  is  to  precipitate  it  by  mercury, 
previously  adding  to  the  solution  a  sufficient  quantity  of  muri- 
atic acid  to  enable  the  mercury  to  combine  with  the  chlorine. 
A  precipitate  is  thereby  produced,  which  consists  of  subchloride 
of  mercury,  of  a  pulverulent  amalgam  of  mercury,  and  of 
osmium,  and  of  mercury  containing  very  little  osmium.  The 
whole  is  heated  in  a  glass  bulb,  on  each  side  of  which  a  glass 
tube  is  soldered,  and  a  current  of  hydrogen  gas  is  passed  upon 
it.  Fumes  of  the  metallic  mercury,  and  of  the  subchloride  of 
mercury,  escape  with  the  hydrogen  gas,  whilst  the  osmium 
remains  behind  in  the  state  of  a  porous,  black  powder,  which 
has  not  a  metallic  appearance,  but  which  acquires  it  by  com- 
pression, or  firiction.  The  weight  of  this  powder  is  then 
determined. 

The  liquor  filtered  £rom  the  precipitate  contains  osmium 
still,  which  may  be  precipitated  by  digesting  it  for  a  long  time 
with  mercury ;  but  the  experiment  is  very  slow.  It  is,  therefore, 
better  to  saturate  the  acid  with  ammonia,  evaporate  the  liquor  to 
dryness,  and  heat  the  remaining  mass  in  a  retort.  Under  the 
influence  of  heat,  the  ammonia  decomposes  the  salt  of  osmium, 
and  the  mercury,  if  any,  volatilises  with  the  muriate  of  ammonia 
in  the  state  of  a  double  salt. 

♦  According  to  Dobereiner,  formic  acid  is  the  best  reagent 
for  separating  osmium  from  its  solutions,  even  from  that  of 
osmic  acid  in  potash ;  the  metal  precipitates  under  the  form  of 
a  deep  blue  powder. 

SEPARATION    OF    OSMIUM    FROM    OTHER    METALS,    AND 
PRINCIPALLY  FROM  IRIDIUM. 

Osmic  acid,  being  volatile,  may,  on  that  accoimt,  be  easily 
separated  from  the  other  metals  which  may  accompany  it, 
except  iridium,  because  it  forms  with  this  metal  a  particular 
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alloy,  which  is  fomid  in  natiire.  In  one  of  these  sDofs,  whidi 
has  a  light  colonr,  the  two  metals  are  united  with  a  wonderfol 
degree  of  intimacy.  However  repeatedlj  the  operatiur  mar  heat 
them  in  contact  with  the  air.  the  osmium  is  not  thereby  con- 
yerted  into  osmic  acid,  so  that  it  cannot  be  recognised  by  the 
characteristic  odour  of  the  latter  substance. 

The  best  method  of  performing  the  extremely  difficult  ana- 
lysis of  this  compound,  is  that  proposed  by  Beraebns.  The 
substance  is  first  pulyerised.  It  forms  more  or  less  bulky 
grains,  which  are  solid,  and  yery  hard.  They  cannot  be  broken 
in  a  stone  mortar,  because  they  cannot  be  struck  hard  enough 
therein.  It  is  best  to  use  a  steel  mortar,  or  a  steel  ring  with  a 
steel  plate.  The  grains  are  so  hard,  that  when  the  blows  are 
strong  enough,  they  sink  into  the  steel,  in  which  thqr  are  held 
fiut.  They  are  thus  broken  as  well  as  possible,  and  they  are 
subsequently  reduced  into  a  powder  which  must  be  fine  enough 
to  rub  between  the  fingers  like  plumbago.  After  haying  bndLen 
the  pieces,  they  are  pretty  easily  pulverised,  and  the  operator 
must  not  spare  any  trouble  to  triturate  well,  because  the  fine 
powder  is  promptly  decomposed,  whilst  a  coarser  powd^  is  but 
slightly  attacked. 

This  powder  is  boiled  with  muriatic  acid,  which  dissolves  with 
efieri^escence  the  iron  abraded  firom  the  tools,  the  solution  of 
iron  is  decanted,  and  the  powder  left  behind  is  well  washed, 
after  which,  it  must  be  mixed  with  somewhat  less  than  its  own 
weight  of  nitrate  of  potash  recently  fused,  and,  consequently, 
free  from  water.  The  mixture  is  introduced  into  a  small  porce- 
lain retort,  furnished  with  a  tubulated  receiver,  firom  which  a 
disengagement  tube  issues,  which  plunges  into  a  vessel  contain- 
ing dilute  ammonia.  The  retort  is  heated  at  first  veiy  slowly, 
and  taking  care  that  the  disengagement  of  the  gas  does  not 
proceed  too  violently,  because  the  mass  might  otherwise  be  pro- 
jected from  the  retort.  The  heat  is  increased  towards  the  end 
up  to  a  full  white  heat ;  when  gases  are  no  longer  disengaged, 
the  retort  is  sufiered  to  cool. 

The  contents  of  the  retort  are  then  treated  by  cold  water. 
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and  the  solution  thus  obtained  is  put  in  a  glass  stoppered  flask^ 
into  which  it  is  mixed  with  a  large  proportion  of  muriatic  and 
o^  nitric  acid^  so  that  it  should  be  strongly  acid.  It  then 
exhales  a  strong  odour  of  osmium.  The  clear  portion  of  this 
liquor  is  introduced  in  a  retort^  and  distilled^  taking  care  to 
lute  the  joints  well^  and  to  keep  the  receiver  constantly  cool. 
The  undissolved  portion  is  likewise  mixed  with  the  muriatic 
and  nitric  adds^  and  distilled  in  a  separate  retort.  The  product 
contains  osmium  also^  and  that  which  remains  in  the  retort  is 
iridium^  with  a  small  quantity  of  osmium. 

The  clear  liquor  must  be  separated  from  the  portion  which 
has  not  dissolved^  in  order  to  avoid  spirting  in  boiling  it^  which 
might  cause  a  little  of  the  solution  of  iridium  to  penetrate  into 
the  receiver.  The  alkaline  solution  must  not  be  filtered  through 
paper^  because  this  substance  would  partially  deoxydise  it,  and 
the  paper  would  then  be  coloured  green  by  protoxyde  of  iridium, 
and  the  liquor  would  pass  through  it  with  extreme  difficulty. 
The  nitric  add  is  put  in  excess,  in  order  to  destroy  the  double 
chlorides  of  osmium,  and  to  convert  this  metal  into  volatile 
osmic  acid. 

That  which  remains  in  the  two  retorts  after  distillation  is 
filtered,  mixed  with  chloride  of  potassium,  and  dried,  to  elimi- 
nate the  excess  of  the  muriatic  and  nitric  acids.  The  dry  saline 
mass  is  carefully  mixed  with  carbonate  of  soda,  and  the  whole  is 
heated  in  a  retort  in  the  same  manner  as  before,  and  the  oxyde 
of  osmium  which  is  disengaged  is  collected;  the  salt  is  then 
dissolved  in  water,  which  leaves  the  peroxyde  of  iridium  behind. 
Sometimes  it  contains  a  little  rhodium,  which  is  subsequently 
separated  by  fusion  with  bisulphate  of  potash,  following  the 
course  which  has  been  described  above  (page  217). 

After  all  these  operations  the  iridium  still  retains  a  certain 
quantity  of  osmium,  which  adheres  to  it  with  extraordinary 
firmness.  It  may  be  separated  firom  it  by  reducing  the  two 
metals  by  hydrogen  gas  at  a  very  gentle  heat,  and  keeping  them 
at  a  low  red  heat  in  the  air,  until  the  odoiir  of  osmic  add  is  no 
longer  perceived.     In  such  case  the  iridium  must  be  reduced 
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^iMJ  oxvdised  aenenl  times,  in  order  to  free  it  fitm  oanuiiiii, 
which  lesoh  ti,  bowerer,  attained  onhr  with  difficnhy,  and  very 
sIowIt.  TTben  iridium  is  heated  too  stitm^  to  a  white  heat, 
the  two  metab  miite  again,  ther  dirink,  and  the  nwnium  ceases 
to  bom. 

The  weight  of  the  iridium  is  detennined,  after  redoctian,  with 
hydrogen  gas.  The  osminm  is  separated  finom  all  the  aohitions 
which  contain  it,  in  the'manner  which  has  been  described  befi»e. 
The  small  quantity  of  the  metal,  the  oxyde  of  whidi  has  ToIa> 
tilised  pending  the  ignition  of  the  iridium,  is  ascertained  from 
the  difference  which  exists  between  the  weight  of  the  peroxyde 
of  iridium,  containing  a  Kttle  osminm,  after  the  first  reduction 
with  hydr(^:en  gas,  and  that  of  the  same  oxyde  after  the  last 
ignition  and  last  reduction  with  hydrogen  gas. 

In  that  which  remains  after  the  treatment  of  the  <»es  of  pla- 
tinum by  aqua  regia,  besides  the  shining  and  silTery  dystalline 
spangles  of  osmiuret  of  iridium,  which  are  met  with  in  the  pla> 
tinum  ores  of  the  Ural  mountains,  there  are,  according  to  Ber- 
zelius,  a  multitude  of  small  rounded  grains  of  an  uncTen  sur&ce, 
which  are  less  rich  in  osmium  than  the  crystalline  osmiuret  of 
iridium.  In  analysing  these  grains,  the  operator  finds  that 
besides  osmium  and  iridium,  ther  contain  several  substances 
which  exist,  it  is  true,  in  the  state  of  mixture  only,  and  not  as 
essential  constituents,  but  which  are  mixed  in  such  a  manner, 
that  they  cannot  be  separated  by  mechanical  means.  They  are, 
titanic  acid,  silicic  acid,  chromic  acid,  chromic  oxyde,  zirconia, 
and  peroxyde  of  iron.  Their  presence  is  evidently  referrible  to 
chrome-iron,  titanic  iron,  and  hyacynths,  which  cannot  be  dis- 
tinguished by  the  naked  eye  firom  the  grains  of  the  alloy  of 
osmium  and  iridium,  and  which  cannot  be  separated  from  it  by 
lerigation. 

For  the  purpose  of  analysing  these  grains,  Berzelius  proposed 
a  method  which  differs  from  that  which  we  have  just  described. 
After  fusing  the  mass  with  nitrate  of  potash,  it  is  mixed  with 
water,  in  order  to  dissolve  all  the  saline  substances.  The  mixture 
is  poured  in  a  tubulated  retort,  and  left  there  imtil  it  has  become 
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clear.  The  dissolved  portion  is  decanted.  The  residuum  is 
treated  by  a  fresh  quantity  of  water^  which  is  again  to  be  poured 
off  when  it  has  become  clear.  The  decanted  liquors  contain 
sulphate^  chromate^  silicate^  sesquioxyde  of  iridium,  and  a  little 
osmiate  of  potash.  By  distilling  them  in  a  retort  with  muriatic 
add  the  whole  of  the  osmium  contained  therein  is  obtained.  As 
to  the  means  of  determining  quantitatively  the  other  substances 
which  exist  in  the  solution,  we  shall  speak  of  them  farther  on, 
when  treating  of  these  substances. 

That  which  has  remained  undissolved  in  the  tubulated  retort 
is  mixed  with  muriatic  acid,  which  extracts  all  the  soluble 
portions  of  this  residuum.  The  liquor  is  then  distilled  by 
means  of  the  water-bath,  and  the  operation  is  continued  until 
a  small  portion  of  the  liquor,  being  withdrawn  by  the  tubular 
of  the  retort,  is  found  to  possess  no  odour  of  osmium.  The 
product  of  the  distillation  is  a  solution  of  osmic  acid  in  water, 
which  contains  a  little  chlorine.  The  residuum  in  the  retort 
being  treated  by  a  small  quantity  of  water,  yields  a  green 
liquor  of  a  more  or  less  deep  hue,  which  colour  is  due  to 
the  presence  of  protochloride  of  chromium.  When  washing 
the  undissolved  residuum  with  weak  alcohol,  the  whole  of  the 
protochloride  of  chromium  may  be  removed,  and  potash- 
chloride  of  iridium  remains  on  the  filter.  The  green  liquor 
and  the  spirituous  liquid  become  both  turbid,  when,  after 
diluting  them  with  water,  they  are  heated;  a  white  powder 
is  thus  precipitated,  which  resembles  titanic  acid,  but  which 
contains  at  the  same  time  silicic  acid  and  zirconia. 

*  The  analysis  of  the  alloy  of  osmium  and  iridium  may  be 
performed  in  a  more  exact  manner  by  determiniag  the  osmium, 
not  immediately,  but  from  the  loss  sustained. 

*  To  effect  this,  Berzelius  directs  to  proceed  as  follows : — 
The  alloy  of  osmium  and  iridium  is  first  reduced  into  fine  powder 
in  the  manner  described  before;  it  is  fused  with  hydrate  of 
potash  in  a  gold  crucible,  to  which,  however,  one  of  silver  may 
be  substituted.     The  hydrate  is  added  only  by  degrees  to  the 
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itftaffif  poMrdcr.  At  fim  tike  opeiBtar  €bIt: 
witk  it,  bat  witfcoitf  C0fcnii>§  iCy  fa^-  wiaA 
»  BBch  aecdenCal,  pnyndcd  tibe  sir  be  nimittwi  wm  fincif  wm 
poMbie.  A  Kttfe  cUflnte  of  potub  BUKf  abo  be  aUed  ;  boi 
the  tHerweactDCt  produced  by  the  diaqigigemeat  of  rihe  m,  i  gm 
gaw  pfcrento  tbe  use  of  tbii  reagent,  wboi  tihe  aBainii  it 
required  to  be  tcxj  aodDate,  tbcfoghit  coBaUevably  baatens  tlie 
•ohitimi  of  tbe  metalHc  powder.  Tbe  beat  Haat  bardhr  csoeeed 
incipaent  redness;  if  tbe  analyst  upeiatea  uptm  aboat  oooe 
fframme  of  powder,  tbe  beat  most  be  prolonged  for  an  boor  and 
a-haU^  taking  care  to  stir  tbe  mass,  firom  time  to  tim^  witb  a 
small  gold  spatnbu 

^  Despite  all  tbese  precaotionSy  it  often  bappens  tbat  tbe 
wbole  of  the  metallic  powder  is  not  oxydised,  wbidi  is  recog- 
nised by  dissolving  the  fused  mass  in  water.  Tbe  nndisscdTed 
portion  is  boiled  with  mnriatic  add,  and  the  bhie  o^de  of 
iridium  undissolved  is  carefully  separated  firom  tbe  metallic 
powder,  the  weight  of  which  is  deducted  firom  the  mass  experi- 
mented upon.  The  alkaline  liquor  is  supersaturated  with  mnri- 
atic acid,  which  produces  a  disengagement  of  osmic  acid.  A 
little  nitric  acid  is  further  added,  and  the  metal  is  en^iorated  to 
dryness  in  an  open  vessel.  The  saline  mass  is  dissolved  again 
in  water^  and  carbonate  of  soda  is  added  to  the  liquor,  until  it 
becomes  feebly  alkaline,  which  at  first  does  not  produce  any 
apparent  precipitate ;  the  liquor  is  then  evaporated  to  diyness, 
and  the  dry  residuum  is  ignited.  The  saline  mass  is  treated 
by  water.  If  the  solution  emits,  whilst  being  heated,  an  odour 
of  osmic  acid,  it  must  be  left  to  digest  until  that  odour  has  dis- 
appeared. It  is  then  filtered,  and  there  remains  on  the  filter 
an  oxyde  of  iridium  of  a  fine  bluish-black  colour  which  shoidd 
bo  washed  with  a  weak  solution  of  sal  ammoniac,  because,  if 
pure  water  were  used  to  wash  it,  it  would  pass  through  the 
paper.  The  oxyde  of  iridium  obtained,  being  treated  by 
aqua  rcgia,  must  be  insoluble  in  this  menstruum.  If  it  con- 
tains platinum,  it  will  dissolve  in  it,  in  which  case  chloride  of 
potassium  must  bo  added,   and  the  liquor  evaporated.      The 
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solution  ordinarily  contains  peroxyde  of  iron^  which  is  precipi- 
tated by  ammonia^  and  which  may  be  separated  from  a  certain 
quantity  of  palladium^  with  which  it  is  mixed^  by  means  of 
cyanide  of  mercury. 

*  The  oxyde  of  iridium  is  reduced  by  hydrogen  gas,  the  resi- 
duum is  weighed,  and  repeatedly  melted  with  bisulphate  of  potash, 
in  order  to  separate  the  rhodium  and  palladium  which  might  be 
mixed  with  it.  The  oxyde  of  iridum  is  next  treated  by  hydrogen 
gas,  and  from  the  difference  between  the  weight  now,  and  in 
the  preceding  experiment,  the  quantity  of  the  other  metals  is 
known.  The  oxyde  of  rhodium,  which  has  dissolved,  is  treated 
as  we  have  said,  page  216.  After  having  washed,  ignited  and 
weighed  it,  it  is  treated  by  aqua  regia,  which  might  dissolve  a 
little  palladium,  which  the  operator  would  precipitate  by  means 
of  cyanide  of  mercury. 

*  By  following  this  method,  the  quantity  of  osmium  contained 
in  the  compound  is  known  by  the  loss  sustained. 

*  In  order  to  fieudlitate  this  troublesome  decomposition  of  the 
native  alloy  of  iridium  and  osmium  in  the  residuum  of  platinum 
ores,  Wohler  proposed  the  following  method : — ^The  residuum, 
which  needs  not  be  reduced  into  fine  powder,  is  mixed  with  an 
equal  weight  of  decrepitated  and  well-pulverised  chloride  of 
sodium.  A  long  and  large  glass  tube  is  filled  with  this  mixture, 
and  placed  in  a  small  combustion  fomace  similar  to  that  used  for 
the  combustion  of  organic  substances  by  protoxyde  of  copper,  and 
a  drawing  of  which  will  be  represented  farther  on,  when  we  come 
to  treat  of  the  decomposition  of  organic  substances.  One  of  the 
extremities  of  the  tube  is  connected  with  an  apparatus  for  the 
disengagement  of  chlorine,  the  other  communicates  with  a  small 
balloon,  provided  likewise  with  a  disengagement  tube,  and  which 
balloon  serves  to  receive  the  volatilised  osmic  acid.  The  disen- 
gagement tube  of  the  balloon  plunges  into  a  flask  containing 
dilute  ammonia,  in  which  the  portions  of  osmic  acid  which 
have  escaped  condensation  are  dissolved. 

*  Ignited  pieces  of  charcoal  are  now  placed  under  the  tube. 
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chloride  of  oaminm  arefinrmed,  vhichare  both  aolafale  in 
tbe  titanioinm,  dnome-irm,  and  other  aabstaacea  not  being 
attacked^  remain  in  aolntion.  But  the  moiatnre  of  the  poeona 
chlorine  appears  to  deoompoae  the  chloride  of  oaaainn  in  a  con- 
tinnona  manner,  in  aodi  a  way  that  muriatic  acid  and  osmic 
acid  are  formed  whilat  metallic  oaminm  is  aeparated,  whidi  is 
thus  again  exposed  to  the  action  oi  the  gaseous  chloiine.  The 
operator  likewise  finds  generally  in  the  anterior  pait  of  the  tube 
a  certain  quantity  of  chloride  of  osmium,  ol  a  deep  green  or  red 
colour.  One  thing  is  certain;  it  is  that  the  greatest  part  of  the 
osmium  is  obtained  in  the  state  oi  osmic  acid. 

^  Tbe  metallic  osmium  is  subsequently  extracted  fitom  the 
osmic  acid,  from  the  chloride  of  osmium,  and  fitom  the  ammo- 
niacal  liquor,  by  following  the  course  mentioned  page  226. 

*  The  contents  of  the  tube  which  have  been  treated  by 
chlorine  gas  arc  slightly  agglutinated,  but  by  putting  the  whole 
tube  in  a  cylinder  full  of  water,  the  mass  maybe  easily  detached, 
and  all  that  which  is  soluble  is  thus  dissolved.  The  solution 
lias  a  deep  reddish-brown  colour,  and  consists  of  the  double 
salts  of  iridium.  This  liquor  smells  strongly  of  osmic  acid, 
which  is  due  to  the  decomposed  chloride  of  osmium.  The 
li(|uid  jmrtion  is  poured  off,  to  separate  it  firom  the  undLssolved 
portion,  which  still  contains  large  spangles  of  the  alloy  of 
iHiMilMm  and  iridium.  The  decanted  liquid  is  subjected  to 
itistillaiion,  in  order  to  obtain  the  osmic  acid  which  it  contains. 
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and  for  which  purpose  the  vapours  are  received  in  dilute 
ammonia.  When  about  half  the  liquor  has  passed  over^  the 
distillation  is  suspended^  and  the  liquor  is  filtered. 

*  The  liquid  is  then  poured  in  a  capsula  and  evaporated,  an 
excess  of  carbonate  of  soda  being  gradually  added  during  the 
evaporation,  by  which  a  precipitate,  which  at  first  is  brown,  but 
which  by  degrees  becomes  bluish-black  as  the  boiling  proceeds, 
is  obtained.  The  dried  mass,  which  is  black,  is  slightly  ignited, 
then,  after  cooling,  treated  by  hot  water;  there  remains  a 
powder  of  a  coal-black  colour,  which  consists  principally  of 
sesquioxyde  of  iridium  (oxyde  susirideux).  This  powder  is 
washed  and  dried ;  the  saline  solution  is  thrown  away,  for  it 
contains  nothing  else  than  chloride  of  sodium  and  carbonate  of 
soda,  mixed  with  a  little  chromate  of  alkali,  which  imparts 
a  yellow  colour  to  it. 

*  The  sesquioxyde  of  iridium  contains  not  only  osmium,  for 
the  extraction  of  which  a  particular  process  is  required,  but 
peroxyde  of  iron  also.  It  is  introduced  in  a  glass  vessel,  and  a 
current  of  hydrogen  is  passed  over  it.  Ordinarily  it  becomes 
red  hot  spontaneously,  so  that  heat  need  not  be  applied  exter- 
nally. It  is  best,  however,  to  heat  the  tube,  and  to  keep  the 
oxyde  at  a  low  red  heat,  exposed  to  the  stream  of  hydrogen,  so 
long  as  water  is  formed. 

*  The  metallic  iridium  thus  obtained  is  a  black  powder;  it 
contains  much  soda  which  was  in  a  state  of  chemical  combina- 
tion with  the  sesquioxyde  of  iridium,  and  which  must  be 
extracted  by  water.  Muriatic  acid  is  poured  upon  it,  with 
which  it  is  left  to  digest,  and  which  oxydises  the  iron. 

*  The  residuum  of  platinum  ores  is  not  exhausted  by  one 
treatment ;  it  must  be  mixed  with  half  its  weight  of  chloride  of 
sodium,  and  submitted  to  the  same  operation  a  second  time. 

*  According  to  Dbbereiner,  the  operator  may,  as  had  been 
indicated  by  Persoz  before,  decompose  the  alloy  of  osmium  and 
iridium  by  igniting  it  with  sulphuret  of  sodiimi  in  maximum  of 
sulphuration      the  product    being    ignited  with   one  part   of 
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carbonate  and  two  parts  oi  nitrate  of  potaah,  is  almost  entirely 
oxydised^  so  that,  by  treating  the  mass  by  water  first,  and  then 
by  dilute  nitric  add^  and  lastly  by  muriatic  acid,  there  remains 
only  an  insignificant  residuum  of  undeoomposed  osmiuret  of 
iridium. 

*  There  is  a  more  easy  method  of  decomposing  other  varieties 
of  the  alloy  of  osmium  and  iridium  which  differ  JErom  the  pre- 
ceding alloy  by  their  dark  colour^  but  which  are  found  associated 
with  it.  Besides  their  colour^  these  varieties  have  anotho' 
peculiarity,  which  distinguishes  them  from  the  ordinary  light- 
coloured  alloy  of  osmium  and  iridium  above  mentioned;  it  is 
this,  that  they  lose  their  metallic  lustre  by  exposure  to  heat, 
and  disengage  a  penetrating  odour  of  osmic  add. 

*  The  analysis  of  this  alloy  being  easy,  very  small  quantities 
of  a  few  centigrammes  only  may  be  taken,  whidi  precaution 
is  so  much  the  more  necessary  that  each  spangle  oi  wShy  may 
have  a  composition  differing  from  the  others. 

*The  modus  operandi,  according  to  Berzelius,  is  as  follows : — 
The  alloy  is  to  be  roasted  in  a  small  counterpoiBed  platinum 
crudble  at  a  white  heat.  In  the  course  of  a  quarter  of  an  hour, 
its  appearance  is  altered,  and  it  has  become  covered  with  a  layer 
of  deutoxyde  of  iridium.  The  loss  is  afterwards  veiy  trifling, 
though  it  continues  to  take  place.  The  roasting  is  accelerated 
by  dipping  a  glass  rod  in  rectified  essential  oil  of  turpentine, 
with  which  the  interior  of  the  red-hot  crudble  is  moistened. 
The  vapour  of  the  oil  not  only  reduces  the  iridium,  but  it  com- 
bines with  the  carbon  of  the  oil  under  a  disengagement  of  light, 
after  which,  when  the  oil  has  volatilised,  it  again  bums,  emitting 
at  the  same  time  an  odour  of  osmium.  This  operation  is 
repeated  imtil  all  further  diminution  of  weight  has  ceased.  The 
residuum  is  reduced  by  means  of  hydrc^en,  and  thereby  con- 
verted into  metallic  iridium. 
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CHAPTER    XXX. 

PLATINUM. 


DETERMINATION  OF  PLATINUM. 

A  OBEAT  number  of  substances  possess  the  property  of  preci- 
pitating platinum  from  its  solutions  in  the  metallic  state ;  but 
that  which  answers  the  purpose  best  is  mercury,  or  the  solution 
of  subnitrate  of  mercury.  The  precipitated  platinum  contains 
mercury ;  it  is  washed,  dried,  then  strongly  ignited  and  weighed. 

*  It  is  best,  however,  to  treat  the  solutions  of  platinum  like 
those  of  palladium  (page  2^3),  by  a  formiate  of  alkali. 

The  best  method  of  determining  platinum  quantitatively  from 
its  solutions  is  the  following : — ^The  acid  solution  of  this  metal 
is  first  concentrated,  and  a  very  concentrated  solution  of  sal 
ammoniac  is  then  poured  into  it,  taking  care  to  add  alcohol  in 
sufficient  quantity  to  induce  the  precipitation  of  the  ammonia- 
chloride  of  platinum  produced.*  This  salt  is  washed  with  weak 
alcohol,  to  which  a  little  sal  ammoniac  has  been  added.  It  is 
not  easy  to  determine  the  quantity  of  the  platinum  from  the 
weight  of  this  precipitate,  because  the  latter  may  contain  an 
excess  of  sal  ammoniac.  Wherefore  it  must  be  ignited,  after 
which  operation  metallic  platinum  remains  in  a  porous  state, 
and  its  weight  may  then  be  determined. 

1  Before  adding  the  sal  ammoniac,  the  solution,  if  acid,  should  be  almost  neutralised 
with  ammonia,  so  that  the  free  acid  should  remain  in  slight  excess  only.  The 
ammoniapchloride  of  platinum  produced,  requires  a  long  time  to  settle,  and  the  liq[uor, 
after  the  addition  of  the  alcohol,  should  therefore  be  left  at  rest  for  about  twenty- 
four  hours  before  proceeding  to  separate  the  precipitate  by  filtering. — Ed. 
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The  operator  most,  however,  proceed  very  carefanj  whencal- 
cming  thit  salt  for  qnantitatiTe  determinatioii,  becmoae  it  may 
happen  that  the  yaponrs  which  are  disengaged  woold  mechanically 
cany  away  a  little  platinum  in  a  fine  state  of  divisicHi.  In  order  to 
avoid  all  loss,  it  is  best  not  to  follow  the  nsnal  method  of  igniting 
precipitates,  and  which  consists  in  shaking  them  from  the  filter 
into  the  platinum  crucible;  the  salt  is,  on  the  contrary,  wn^ped  up 
in  a  piece  of  paper,  a  moderate  heat  is  applied  for  a  long  time  in 
a  crucible  closed  with  its  cover,  the  paper  becomes  thus  carbon- 
ised, and  when  the  heat  becomes  a  little  stronger,  chlorine  and 
muriate  of  ammonia  are  disengaged  without  mechanically  driving 
off  any  portion  either  of  undecomposed  salt  or  of  reduced  pla- 
tinum. The  crucible  is  then  half  uncovered,  and  the  charcoal 
of  the  filter  is  then  consumed  in  the  usual  way,  by  increasing  the 
heat.  This  process  presents,  it  is  true,  a  few  additional  diffi- 
culties and  is  a  little  longer  than  in  the  ordinary  way  of  calcining 
precipitates,  but  this  is  well  compensated,  because  all  loss  of 
platinum  is  thus  perfectly  avoided.  The  reduction  of  the  salt 
may  also  be  effected  with  hydrogen  gas,  by  means  of  an  appa- 
ratus similar  to  that  employed  for  the  reduction  of  chloride  of 
rhodium  (page  219).  Chloride  of  ammonium  and  muriatic  acid 
gas  are  disengaged,  and  metallic  platinum  remains. 

Chloride  of  potassium  precipitates  platinum  more  completely 
still  than  muriate  of  ammonia.  To  the  concentrated  solution  of 
platinum  in  aqua  regia,  a  sufficient  quantity  of  strong  alcohol  is 
added,  so  that  the  liquor  may  contain  about  sixty  per  cent,  of 
its  bulk  of  alcohol,  after  which  a  concentrated  aqueous  solution 
of  chloride  of  potassium  is  poured  in.'  The  precipitate  produced 
is  washed  with  spirits  of  wine,  containing  about  sixty  per  cent, 
of  its  bulk  of  alcohol,  and  to  which  a  smaU  portion  of  concen- 
trated aqueous  solution  of  chloride  of  potassium  has  been  added. 
T\m  precipitate,  when  not  considerable,  must  be  ignited  in  the 
same  mauuer  as  that  produced  by  muriate  of  ammonia ;  it  is 
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thereby  converted  into  a  mixture  of  metallic  platinum  and 
chloride  of  potassium.  The  ignited  mass  is  treated  by  water, 
which  dissolves  the  chloride  of  potassium,  and  leaves  the  pla- 
tinum ;  the  latter  is  then  ignited  and  weighed. 

If  the  quantity  of  the  precipitate  is  considerable,  that  is,  if 
more  considerable  than  a  few  decigrammes,  it  is  better  to  eflFect 
the  reduction  by  means  of  hydrogen  gas,  in  an  apparatus  similar 
to  that  which  is  used  for  the  reduction  of  the  potassio-chloride  of 
rhodium  (page  219). 


SEPARATION    OF    PLATINUM    FROM    SEVERAL    OTHER    METALS. 

By  properly  treating  the  peroxyde,  or,  rather,  the  per- 
chloride  of  platinum,  by  muriate  of  ammonia,  or  by  chloride  of 
potassium,  platinum  may  be  separated  from  a  great  number  of 
metals  in  solution,  especially  from  all  those  the  chlorides  of 
which  are  soluble  in  weak  alcohol,  such  as  manganese,  iron, 
cobalt,  copper,  mercury,  &c.  Although  a  small  portion  of 
another  metallic  combination  is  precipitated  along  with  the 
platinum  compound,  this  small  portion  may  be  easily  separated 
from  the  reduced  platinum  by  digesting  the  latter,  after  ignition, 
in  nitric  or  in  muriatic  acid,  which  acids  are  separately  without 
action  upon  platinum.  Thus,  for  example,  if  a  little  chloride  of 
lead  has  fallen  down  with  the  platinum  compound^  it  may  be 
separated  from  the  reduced  platinum  simply  by  water,  or  by 
digestion  in  muriatic  acid  if  a  portion  has  already  been  converted 
into  protoxyde  of  lead. 

*  When  chloride  of  potassium  has  been  employed  to  precipi- 
tate platinum  and  separate  it  from  these  metals,  it  should 
be  washed  in  the  manner  described  before,  untU  hydrosulphuret 
of  ammonia  no  longer  produces  a  precipitate  in  the  filtered  liquor. 

Sulphuretted  hydrogen  precipitates  platinum  from  its  acid 
solutions  in  the  state  of  sulphuret,  but  the  latter  is  very  easily 
oxydised  by  exposure  to  the  air.*     This  process  might,  however, 

^  Sulphuret  of  platinum,  by  exposure  to  the  ur  in  a  moist  state,  is  gradually  con- 
Terted  into  sulphuric  acid  and  metallic  platinum ;  ignition  reduces  it  altogether  into 
metallic  platinum. — Ed. 
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be  resorted  to  for  the  purpose  of  aeparmting  pbtmnm 
metallie  oxydes  whidi  mre  not  susceptible  of  being  pncipitBtBd 
firom  an  acid  sofaition  br  solphnretted  hydrogen. 

When  a  solution  of  platinum  is  rendered  neotrai  or  alfcaline 
by  adding  soda  thereto^,  and  an  excess  of  hydroso^kviet  of 
ammonia  is  'poured  in  it,  the  snlphuret  of  platinum  prod^eed 
dissolres  in  an  excess  ol  the  reagent.'  This  method  might  be 
employed  to  separate  the  metals  the  sulphurets  of  vhkh  are 
insoluble  in  an  excess  €t  hydrosulphuret  of  ammonia.  Yet  it  is 
better  in  aD  cases  to  precipitate  the  platinum  in  the  state  of 
potash-chloride  or  ammonia-chknide  of  platinum, — and  dins 
separate  it  from  the  other  oxydes  in  solution  with  it« 


\nien,  howerer,  platinum  is  met  with  in  the  mfiallir  state, 
combined  with  some  of  the  other  metals  of  whidi  we  hsre 
treated,  the  simplest  analytical  method  would  be  to  treat  the 
compound  by  nitric  acid,  which  would  oxydise  and  disaolre  aD 
the  metak  without  attacking  the  platinum.  Yet,  we  dioold 
remark,  that  when  platinum  is  combined  with  other  metals,  it 
Terr  often  happens  that  it  dissolres  in  the  nitric  acid  with  the 
other  metals.  Thus,  for  example^  platinum  and  sQrer  cannot 
be  separated  from  each  other  by  nitric  acid,  because  the  fenner 
is  partially  dissolved  by  the  acid  along  with  the  sihrer. 

Hulphuric  acid,  however,  may  be  employed  to  aqarate  pla- 
iirturn  from  Nilvcr.  If  this  acid  be  bofled  with  tke«  two  metals. 
it  (liMsiilvitM  the  silver  only,  with  which  it  fionns  sulphate  of 
silver,  and  leaves  the  platinum  untouched.  The  separation 
of  the  two  metals  may  also  be  obtained  by  treatment  with  aqua 
regia,  and  separating  the  silver  in  the  state  of  chloride  of  sih^er, 
from  the  dissolved  platinum. 


but  tomo  pbtumm  b  at  die  moot  time  weymU^. — Eo. 
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SE^ABATION  OF  PLATINUM  FROM   OSMIUM,  IRIDIUM,  PALLADIUM^ 

RHODIUM,  COPPER,  AND    IRON. ANALYSIS    OF    THE    NATIVE 

ORBS   OF   PLATINUM. 

The  separation  of  platinum  and  of  the  metals  with  which  it 
is  associated  in  its  ores  is  beset  with  many  and  great  difficulties, 
which  it  was  reserved  for  Berzelius  to  conquer.  The  method 
prescribed  by  him  for  the  analysis  of  the  ores  of  platinum  is  the 
following : — 

The  operator  first  picks  up  the  grains  of  the  ore  which  differ 
from  the  others  by  their  appearance,  and  examines  whether 
any  of  them  are  capable  of  being  attracted  by  the  magnet. 
Besides  the  small  spangles  of  native  iron  which  Osann  has 
detected  in  them,  the  platinum  sand  often  contains  combina- 
tions of  iron  and  platinum,  both  in  the  metallic  state,  which 
not  only  are  attracted  by  the  magnet,  but  even  possess  polarity. 
These  grains  have  a  different  composition  from  those  which 
are  not  magnetic.  They  may  be  separated  by  the  magnet,  and 
their  relative  proportion  is  determined. 

The  sample  is  next  treated  by  dilute  muriatic  acid.  The 
object  of  this  experiment  is  to  remove  the  crust  of  peroxyde 
of  iron  which  covers  these  grains,  and  to  dissolve  the  metallic 
iron.  This  done,  the  quantity  of  the  iron  which  has  thus  been 
found  in  the  sample  is  determined. 

The  latter,  that  is  the  sample,  must  not  be  ignited  with- 
out previously  weighing  it,  for  it  ordinarily  becomes  covered 
during  this  operation  with  a  pellicle  of  peroxyde  of  iron,  which 
augments  its  weight.  It  is  sufficient  to  dry  it  upon  a  hot 
sand-bath. 

The  plan  of  the  analysis,  properly  so  called,  should  vary 
according  to  the  quantity  and  nature  of  the  constituents  of  the 
platinum  ore ;  but  it  remains  the  same  for  all  the  ores  hitherto 
known,  as  well  for  those  from  Asia  as  those  from  America, 
because  they  all  contain  the  same  substances,  but  in  somewhat 
different  proportion  only.  These  substances,  enumerated  in  the 
order  of  their  relative  quantity,  are  platinum,  iron,  iridium, 
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copper,  rhodimiiy  paUadhmi,  and  osmium.  Iridhnn  and  osmium 
exist  in  tbe  ofes  of  platinnm  in  tvo  different  states,  either 
lealljr  aOojed  with  the  other  metals,  or  simphr  agglomerated 
in  their  mass  onder  the  form  of  small  partides  of  osmiuret  of 
iridium.  In  the  first  case  ther  dissolve  with  the  platinum;  in 
the  second  case  they  remain  insoluble  under  the  tana  of  small 
fTfifiiiig  and  bright  spangles  which  are  so  delicate  and  light 
that  they  may  be  spread  on  the  skin  like  plumbago.  When 
larger  grains  of  osmiuret  of  iridium  are  left  undissolved,  it  is 
a  proof  that  the  operator  has  not  carefully  picked  them  out. 
It  is  sometimes  important  to  determine  their  relatiTe  quantity, 
which  is  best  done  by  dissolving  the  remainder  of  the  ore. 

The  analyst  must  not  operate  upon  so  lai^  a  portion  of  the 
ore ;  five  grammes  are  rather  too  much,  and  Berselius  directs 
two  grammes  as  the  most  commodious  quantity.  Yet,  when  the 
object  in  view  is  to  determine  with  the  greatest  accuracy  the 
proportion  of  a  substance  which  exists  in  the  ore,  in  a  very 
small  proportion  only,  a  larger  quantity  of  the  ore  should 
be  dissolved,  aud  then  all  the  other  substances  may  be 
neglected  except  the  one  which  is  the  object  of  a  particular 
research. 

Berzelius  dissolves  the  weighed  portion  of  the  ore  by  means 
of  aqua  regia,  in  a  small  glass  retort  provided  with  a  receiver, 
which  must  be  kept  cool.  The  acid  which  distils  during  the 
solution  is  yellow.  This  colour  is  not  only  owing  to  the  jnesence 
of  chlorine,  but  to  some  of  the  constituents  of  the  solution 
which  during  the  effervescence  have  been  lifted  up  in  the  form 
of  a  thin  cloud,  and  which  the  disengagement  of  nitric  oxyde 
gas  prevents  from  falling  back  in  the  retort.  Even  spangles  of 
osmium  aud  iridium,  which  have  thus  been  driven  up,  are 
touietimcs  found  in  the  receiver.  The  acid  is  distilled  imtil 
the  liquor  has  acquired  a  syrupy  consistence,  and  stiffens  on 
cooling.  The  saline  mass  is  dissolved  in  the  smallest  possible 
(|iuintity  of  water,  and  tbe  solution  is  very  carefully  decanted. 
Thfti  ficid  which  has  distilled  over,  is  poured  back  upon  the 
uiiflisMolved  residuum,  and  it  is  redistilled;  thus,  that  which  had 
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reaiflted  solution  the  first  time^  is  ordinarily  dissolved  at  the 
second  operation.  The  liquor  is  Hkewise  concentrated  to  syrupy 
consistence.  When  the  product  of  the  distillation  is  not  colour- 
less^ it  must  be  redistilled  over ;  it  generally  contains  osmic 
wdA,  a  little  of  which  is  lost  by  redistilling^  but  the  quantity 
thus  lost  i8  generally  very  trifling. 

The  colourless  product  is  diluted  with  water^  and  saturated 
either  with  ammonia  or  with  hydrate  of  lime^  if  it  be  found 
that  the  use  of  the  volatile  alkali  is  too  costly ;  yet  it  is  neces- 
sary that  there  should  be  a  slight  excess  of  acid. 

The  object  of  this  saturation  is  to  prevent  the  sulphuretted 
hydrogen  gas  employed  subsequently  to  precipitate  the  liquor 
from  being  decomposed  by  the  influence  of  the  acids.  The 
precipitation  must  be  effected  in  a  flask  capable  of  being 
dosed^  and  which  must  be  almost  filled  with  the  liquor.  As 
soon  as  this  liquor  is  supersatiu*ated  with  sulphuretted  hydrogen^ 
the  flask  is  corked  up  and  left  at  rest  until  it  has  become  clear^ 
which  sometimes  requires  one  or  two  days.  The  clear  portion  is 
removed  with  a  syphon  or  with  a  pipette,  and  the  sulphuret  of 
osmium  is  collected  upon  a  weighed  filter ;  it  is  washed,  dried, 
and  weighed.  Theoretically,  the  sulphuret  of  osmium  thus 
obtained,  should  contain  60*6  per  cent,  of  metal;  but  it  cannot 
be  obtained  free  from  sulphur  and  moisture,  and  it  becomes 
thus  slightly  oxydised  in  drying.  After  several  trials  upon 
weighed  quantities,  Berzelius  found  that  the  sulphuret  resulting 
from  the  experiment  just  related,  contains  from  50  to  52  per 
cent,  of  osmium  (page  227).  But  the  quantities  of  osmium  are 
ordinanly  so  trifling,  that  an  error  of  a  few  hundredths  in  the 
calculation  of  the  osmium  contained  in  the  preparation  is  of 
very  little  consequence. 

With  respect  to  the  metallic  solution,  it  sometimes  happens 
that^  after  having  dissolved  the  saline  mass  in  water,  the  liquor 
exhales  the  odour  of  chloriiie.  This  is  owing  to  the  decompo- 
sition of  the  chloride  of  palladium.  The  solution  must  then  be 
digested  until  all  odour  of  chlorine  has  disappeared.  If  the 
liquor  should  become  turbid,  it  would  be  owing  to  a  precipitation 
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frwfiuwGUy  bb  v^AOijsiftsft  'A  i^  Ktant  cir.ini:risiniKir.  of  hiik^  w^  &aw 
ft|i«rA^A    xk^/ntf  22<  jpaB2t»  •of  W3if:.   <fc«r^   viock  cdiiiifl   use  de 

*Ji0jiauiA   ^fsJhkr  Xo  ciaatrjekL  u>£   m^ia^b  iatt  a  ttniSeanr  ^o 

fAiriiihith,  and  u  prodnoed  fnioccpiiiT  via  itlip  iK|aai  re^a 
i^fUlMtm  Ujtt  mocfa  nitnc  acid;  far  vim  tliie  saine  Mhsioa 
U:3r:/mi#?»  cjimtxuVnXtAj  the  iridiiim  b  oayfiscd  ai  &r  exfmue 
</f  thrr  lattCT  acid,  and  chknne  is  di9eiisa;»cd :  kence  an  ineoii- 
smuzuvAt,  filiiclj  it  ia  diffimlt  to  arodd,  namdr,  thai  thie  iiidiiim 
rrannol  U;  nefiaratcd  from  the  ooniiuref  of  indiimu  bccsaw  faoth 
KTi:  iiiMiluble  in  all  liquids,  oonseqnentlT  thec^terttorBBit,  £noin 
till!  U;^nning,  use  all  the  neoecnrr  piecantioDs  to  jHvrc&t  this 

The  filtered  solution  is  mixed  with  doable  its  bulk  of  alcohol  of 
%\\»  y;r,  O'H'M  ;  the  mixture  will  then  contain  60  per  cent,  of  it;$ 
bulk  of  alcohoL  A  concentrated  aqueous  solution  of  chloride  of 
[KitftSMiuni  In  added,  until  it  ceases  to  reproduce  a  precipitate.  The 
precipitate  consistM  of  potash-chloride  of  platinum,  and  potash- 
chloride  of  iridium,  containing  a  little  potash-chloride  of  rhodium, 
and  a  little  |>otash-chloride  of  palladium,  all  of  which  are  pre- 
cipitated nearly  in  the  same  manner,  and  all  the  cnrstals  further 
contiiin  a  little  of  the  mother  water.  The  precipitate  has  a  fine 
lemon-yellow  colour  when  it  contains  no  iridium;  in  the  con- 
trary I'AiHC,  it  may  have  all  the  various  tints  of  red  firom  deep 
oriin(<(*-y('ll()W  to  cinnabar-red.  It  is  collected  on  a  filter,  and 
wiibhed  with  Hpirit  of  wine,  containing  60  per  cent,  of  alcohol, 
to  whii'h  a  itnudl  quantity  of  concentrated  solution  of  chloride  of 
|H)iHiibiuni  luis  been  added.  The  washing  is  continued  until  the  fil- 
tering litjuor  cenHCM  to  be  precipitated  by  sulphuretted  hydrogen. 

Tlut  iiniilyti(*al  operations  are  then  divided  into  two  parts: 

A,  treat nitMit  of  the  washed  precipitate  ; 

Uj  truatment  of  the  alcoholic  liquor. 
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A.    TRBATMENT    OF    THE    WASHED    PRECIPITATE. 

The  double  salt,  after  having  been  washed,  is  dried,  and 
very  accurately  mixed  with  its  own  weight  of  carbonate  of  soda. 
The  filter  is  burnt  with  the  portion  which  cannot  be  detached 
from  it,  and  after  mixing  the  ashes  thereof  with  a  little  car- 
bonate of  soda,  it  is  added  to  the  rest.  The  whole  is  put  in  a 
porcelain  crucible,  and  very  gently  heated  until  the  mass  has 
become  black  throughout.  If  this  operation  were  performed  in 
a  platinum  crucible,  there  would  be  danger,  and  this  may  very 
easily  take  place,  that  un^r  the  influence  of  the  alkali,  some 
protochloride  of  platinum  may  be  produced  at  the  expense  of 
the  crucible,  and  mixed  with  the  perchloride  of  platinum,  which 
would  cause  an  unexpected  excess  in  the  analytical  result. 

Under  this  treatment,  the  double  salts  of  the  alkali  are 
decomposed,  and  the  platinum,  the  oxygen  of  which  is  carried 
away  with  the  carbonic  acid,  is  reduced,  whilst  the  rhodium  and 
the  iridium  remain  oxydised,  and  in  a  state  which  permits  the 
separation  of  the  platinum  from  them  by  solution.  When, 
instead  of  chloride  of  potassium,  muriate  of  ammonia  is  em- 
ployed, which  is  often  the  case,  to  precipitate  the  platinum,  it 
oftien  happens  that  in  heating  the  precipitate  in  a  crucible,  the 
rhodium  and  iridiimi  are  reduced  at  the  same  time  as  the  plati- 
num, and  that  they  are  subsequently  redissolved,  when  the 
whole  comes  to  be  treated  by  aqua  regia. 

The  heated  saline  mass  is  washed  with  water.  When  the 
greater  part  of  the  salt  has  thus  been  removed,  dilute  muriatic 
acid  is  added  for  the  purpose  of  extracting  the  alkali  contained 
in  the  oxydes  of  iridium,  and  of  rhodium,  after  which,  these 
oxydes  are  washed,  dried  and  ignited.  The  filter  may  be  burnt, 
and  the  ashes  deducted ;  but  care  must  be  taken  to  burn  the 
filter  by  itself,  in  order  to  prevent  the  reduction  of  the  oxydes 
by  the  combustible  gases  which  are  disengaged  from  the  paper. 
The  mass  is  then  weighed. 

This  being  done,  the  mass  must  be  mixed  with  five  or  six 
times  its  weight  of  bisulphate  of  potash,  and  fused  in  a  platinum 


cmcibie,   in   the   mannfr  indicated  in  peaking  of   rhodium, 

(page  217).    This  operatioii  b  repeated  seveial  timea  m  sacces- 
um,  until  the  flux  oeaaea  to  acquire  a  cokrar. 

The  qoantitjr  of  the  rhodium  maj  be  detcrmiDed  in  two 
different  ways.  The  nndinaohred  platinum  is  washed,  igniled, 
and  weighed;  the  loss  indicates  the  qnantkj  of  riiodiiim 
which  has  dissolved,  and  which  contains  71  per  ceiit.of  metaDie 
rhodium ;  or  else  the  solution  of  the  add  sah,  whidi  con- 
tains the  rhodium,  is  mixed  with  an  excess  ol  carbonate  of 
soda;  the  liquor  is  exsiccated,  and  the  salt  which  is  left  is 
ignited  in  a  platinum  crucible.  After  dis8<dTing  this  salt  in 
water,  the  oxyde  of  rhodium  remains;  it  is  ccdlected  aa  a 
filter,  washed,  burnt  with  the  filter,  and  reduced  by  hydrogen 
gas.  The  metal  thus  obtained  is  weighed.  It  is  best  to  employ 
the  two  methods.  The  rhodium  obtained  in  this  manner  some- 
times contains  palladium,  which  latter  metal  is  extracted  by 
aqua  regia,  and  after  neutralising  the  solution,  it  is  precipitated 
by  cyanide  of  mercury.  The  weight  of  the  palladium  obtained 
is  deducted  from  that  of  the  rhodium. 

After  having  extracted  the  rhodium,  the  metallic  mass  is 
treated  by  very  dilute  aqua  regia,  with  which  it  is  left  to  digest, 
in  order  to  remove  the  pure  platinum.  The  solution  has  a  very 
dark  colour,  owing  to  some  oxyde  of  iridium  held  in  suspension, 
but  when  it  has  become  clear,  its  colour  is  pure  yellow.  It  is 
then  to  be  decanted,  and  concentrated  aqua  regia,  to  which 
chloride  of  sodium  has  beeu  added,  is  poured  on  the  residuum, 
and  the  liquor  is  evaporated  to  dryness.  The  object  of  this 
addition  of  chloride  of  sodium  is  to  prevent  the  production  of 
protochloride  of  platinum.  A  little  iridium  dissolves  in  this 
more  concentrated  acid,  but  if  concentrated  add  were  not  used, 
a  notable  quantity  of  platiuum  would  remain  in  the  iridium. 
Upon  this  dry  mass  being  dissolved,  the  oxyde  of  iridium  remains 
behind.  When  it  is  washed  with  pure  water,  it  almost  always 
passes  through  the  filter ;  wherefore,  in  order  to  separate  it  from 
the  solution  of  platinum,  the  operator  should  always  wash  it 
with  a  weak  solution  of  chloride  of  sodium,  and  then,  in  order 
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to  expel  the  latter,  it  must  be  washed  with  a  weak  solution  of 
muriate  of  ammonia,  the  last  traces  of  which  are  to  be  finally 
expelled  by  ignition.  The  washed  residuum  is  burnt  with  the 
filter,  reduced  by  means  of  hydrogen  gas,  and  weighed.  The 
solution  of  the  soda-salt  containing  iridium  is  mixed  with  car- 
bonate of  soda,  dried,  and  ignited.  A  mixture  of  platinum  and 
of  peroxyde  of  iridium  is  thus  obtained,  which  is  purified  from 
the  salt  by  washing,  and  after  treatment  with  aqua  regia,  the 
peroxyde  of  iridium  remains  behind.  Ammonia  still  precipitates 
firom  the  solution  a  trace  of  brown  peroxyde  of  iridiimi,  which, 
however,  is  not  completely  free  troio^  platinum.  The  peroxyde 
of  iridium  is  reduced,  and  the  quantity  of  the  metal  is  added  to 
that  already  obtained  before.  In  order  now  to  obtain  the  weight 
of  the  platinum,  that  of  the  peroxyde  of  rhodium  must  be 
deducted  fi'om  the  joint  weight  of  the  platinum  and  of  the 
oxydes  of  rhodium  and  of  iridium.  To  the  weight  of  the  metallic 
iridium  obtained,  the  operator  must  add  12  per  cent,  of  its 
weight,  in  order  to  obtain  that  of  the  peroxyde  of  iridium,  which 
is  to  be  further  deducted  &om  the  weight  of  the  platinum.  The 
reduction  of  the  platinum  &om  its  solutions,  and  the  determi- 
nation of  its  weight,  would  only  lengthen  the  process,  without 
rendering  the  result  more  accurate. 

B.    TREATMENT    OF    THE    ALCOHOLIC    LIQUOR. 

This  liquor  is  poured  in  a  glass-stoppered  flask,  and  sul- 
phuretted hydrogen  is  passed  through  it  to  perfect  saturation. 
The  flask  is  then  closed,  and  left  at  rest  for  twelve  hours  in  a 
warm  place.  At  the  end  of  this  time  all  the  metallic  sulphurets 
are  precipitated.  Sometimes  the  liquor  has  a  red  colour, 
which  is  due  either  to  rhodium  or  to  perchloride  of  iridium. 
The  liquor  is  filtered,  and  the  alcohol  thereof  is  evaporated, 
during  which  operation  a  further  precipitation  of  metallic  sul- 
phuret  takes  place,  which  must  be  added  to  those  already 
produced.  This  mixture  of  sulphurets  consists  of  sulphurets  of 
iridium,  of  rhodium,  of  palladium,  and  of  copper,  whilst  the 
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liquor  retains  iron,  a  little  iridium  and  rhodium,  and  a  trace  of 
manganese.  Pending  the  evaporation  of  the  alcohol,  a  deposit 
of  a  metallic  sulphuret,  of  a  greasy  nature,  and  of  a  fetid 
smell,  takes  place  in  the  vessel,  which  cannot  be  removed  by 
washing.  After  having  suffered  the  solution  to  drain  weU,  a 
little  ammonia  is  added  in  the  capsula  containing  this  substance, 
by  which  it  is  dissolved.  This  solution  is  put  in  a  platinum 
crucible,  and  evaporated  to  dryness.  The  metallic  sulphurets, 
still  moist,  are  placed  upon  the  residuum,  and  the  whole  is 
roasted  in  the  crucible  until  sulphurous  acid  ceases  to  be  evolved. 
The  roasting  being  terminated,  concentrated  muriatic  acid  is 
poured  upon  the  mass,  which  assumes  a  green,  or  yellowish- 
green  colqpur,  because  a  basic  sulphate  of  protoxyde  of  copper, 
and  a  basic  sulphate  of  peroxyde  of  palladium  are  dissolved. 
The  oxyde  of  rhodiiun,  peroxyde  of  iridiiun,  and  a  little  platinum 
remain  undissolved. 

The  muriatic  acid  solution  is  mixed  with  chloride  of  potas- 
sium and  nitric  acid,  and  evaporated  to  dryness.  A  dark- 
coloured  saline  mass  is  thus  obtained,  which  consists  of  chloride 
of  potassium,  potash-chloride  of  copper,  and  potash-chloride  ot 
palladium.  The  two  first  of  these  salts  dissolve  in  alcohol  of 
sp.  gr.  0'S33,  and  may  thus  be  removed,  but  the  palladium-salt 
being  insoluble  in  this  menstruum,  is  collected  on  a  counter- 
poised filter,  and  washed  with  alcohol.  It  contains  28-84  per 
cent,  of  palladium.  The  saline  mass  may  Ukewise  be  dissolved 
in  l>oiling  water,  and  the  solution  precipitated  by  cyanide  of 
mercui^",  for  the  purpose  of  thus  determining  the  palladium 
which  it  contains,  but  this  method  is  more  complicated;  yet 
it  should  be  preferred  when  the  quantity  of  the  chloride  of 
potassium  to  be  extracted  by  the  alcohol  is  too  considerable. 

The  alcoholic  solution  of  the  salt  of  copper  contains  a  trace 
of  palladium,  which,  however,  may  be  altogether  neglected. 
This  solution  i$  e^Tiporatod  in  order  to  eliminate  the  alcohol, 
twul  the  iMpjH^r  is  precipitated  either  by  a  solution  of  pure 
potnnh.  or  hv  means  of  a  nxl  of  iron,  after  previously  adding 
pulphurio  Hoid.     If  the  |udladium  has  to  be  extracted  from  this 
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copper,  it  should  be  dissolved  in  nitric  acid;  the  solution  is 
neutralised  and  mixed  with  cyanide  of  mercury,  which  some- 
times produces  a  very  slight  precipitate  of  cyanide  of  palladium 
containing  copper,  which  is  to  be  collected  on  a  filter,  burnt 
along  with  the  filter,  and  the  weight  of  which  must  be  deter- 
mined. Ordinarily  the  quantity  is  so  inconsiderable  that  it 
cannot  be  weighed. 

Before  Berzelius  knew  potash-chloride  of  palladium,  he 
tried  to  precipitate  palladium  by  cyanide  of  mercury,  but  he 
found  that  by  this  process  a  solution  of  palladium  containing 
copper  yielded  a  greenish  precipitate,  assuming  a  dark  hue 
after  drying,  and  which  contained  copper.  He  could  not  find 
any  other  means  of  getting  rid  of  this  difficulty  thin  by  com- 
bining the  metals  with  sulphuric  acid,  drying  the  solution,  and 
gently  igniting  the  residuum  for  a  few  moments,  by  which  the 
salt  of  palladium  was  converted  into  a  basic  salt,  insoluble  in 
water.  But  this  operation  requires  great  care,  because  the  heat, 
if  too  strong,  decomposes  the  salt  of  copper,  and  if  too  feeble, 
leaves  the  salt  of  palladium  undecomposed. 

The  roasted  metallic  sulphurets  which  the  muriatic  acid  has 
not  dissolved,  are  fused  with  bisulphate  of  potash  until  the  flux 
ceases  to  acquire  a  colour.  They  contain  much  more  rhodium 
than  the  potash-chloride  of  platinum  precipitated  at  the  begin- 
ning of  the  analysis,  and  they  are  treated  in  the  manner 
described  when  we  spoke  of  the  latter,  even  respecting  a  small 
residuum  of  palladium,  which  is  frequently  met  with  in  such  a 
case.  The  mass  which  has  been  exhausted  by  repeated  fusions 
with  bisulphate  of  potash,  is  treated  by  aqua  regia  which  dis- 
solves a  little  platinum,  and  the  oxyde  of  iridium  is  left  behind. 

The  concentrated  and  boiled  liquor,  from  which  the  metallic  sul- 
phurets have  been  precipitated,  only  contains  iron  in  the  state  of 
protochloride  of  iron,  a  small  quantity  of  iridium  and  of  rhodium, 
and  a  trace  of  manganese.  A  sufficient  quantity  of  nitric  acid 
is  poured  into  it,  and  the  whole  is  boiled  until  the  iron  is 
completely  peroxydised,  of  which  the  peroxyde  of  iron  is  preci- 
pitated by   ammonia,    washed,   ignited,   and   weighed.      This 
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peroxjde  oC  iron  ooltaiapii  izidhun  and  xiiodiiim,  \kA  in  m  fltafte 
wliicli  mdxmti  of  llieir  difiBoihiiig  nidi  'Ae  pcatnrpdeof  ircA  m 
mnrialie  acid.      In  effacing  tfais  acdBtaaa,  a  sbgiit 


of  silkac  add  is  obtained,  wliidi  i»  dme  to  liie  ScoamfooAam.  of 
a  cilickNU  mmend  contained  in  the  ore  of  pSataHOB,  bust  die 
qoantitT  of  Bilica  if  generallrtoo  saudlto  be  tdcen  into  acxxsant. 
The  peroxrde  of  iron  is  reduced  by  hydrogen  ga%  tiie  selnl 
ifdiBBcdTed  in  muriatic  acid,  and  beat  is  aj^ptbed  towards  tiie  end. 
There  remains  tbrai  a  small  qnantitf  of  an  inaolnUe  Uack 
powder.  This  powder  contains  the  metak  in  a  stttte  whicb  is 
not  weU  known  yet,  because  a  very  moderate  be«t  is  anficient 
to  caose  them  to  decr^tate  with  a  disengage  mint  of  ligfat. 
Heated  in  dose  vesads,  it  gives  mnch  water,  bnt  does  not 
prodooe  any  disengagement  <rf  fight.  Aifter  ^nitionintbeopen 
air  it  is  weighed,  and  it  has  then  the  same  degree  of  oiydiae- 
ment  as  the  peroxyde  of  iron.  Its  weight  is  to  be  dedocted  finom 
that  of  the  peroxyde  of  iron,  and  firom  the  definitrre  wei^t  of 
the  latter  that  of  the  iron  is  ralmlati^. 

The  liquor  predpitated  by  ammonia  contains  still  iridinm  and 
rhodium.  After  baring  added  a  quantity  of  carbonate  of  soda, 
suffident  to  decompose  the  ammoniacal  salts,  it  is  eraporatedto 
dryness,  and  the  residuum  is  heated  to  indjHent  redness ;  the 
salt  is  then  dissolved  in  water,  which  leaves  the  metallic  oxydes 
in  an  insoluble  state.  If  the  residuum  be  heated  too  strongly, 
the  saline  liquor  becomes  yellow,  and  it  thai  contains  a  small 
quantity  of  the  oxydes.  This  mishap  may,  boweier,  be  avoided, 
by  using  only  a  moderate  heat.  The  quantity  of  manganese 
which  exists  in  the  metallic  oxydes,  is  scarcely  more  consider- 
able than  is  strictly  necessary  to  identify  this  metal,  and  if  the 
experiment  is  performed  upon  two  grammes,  it  is  imponder- 
able. It  is  extracted  firom  the  washed  oxydes  by  treating  them 
by  muriatic  acid. 

In  order  to  avoid  a  multiplidty  of  little  operations,  Bendius 
makes  a  reserve  of  the  oxydes  of  rhodium,  and  of  iridium 
obtained  firom  the  peroxyde  of  iron,  and  firom  the  saline  mass, 
and  adds  them    to   the  sulphurets  which  have    to  be  treated 
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wietmod  of  jouLFiFsiiip  Htc  orB*^  o:  pmunun.  Ihb 
)iaeD  iir^***"^  07'  l>obereiner  r  v^  .giYumdac  upori  tin>  timt 
wfiiimi  -f4MMfaifr,  oo^ncr.  iroi^  SIC  XL  fi  ^rTBKT  iixteiir  mHadram. 
■ir  precqHixtBC  fram  tkec  fioiiixiaii&.  xl  ttu  dsrk.  b}  niiUL  4M 
hta^,  or  bv  Ixm^masr.  nduk:  tni^  eftee:  t&kes^  piam  witl.  f^isti- 
mxm  anh-  ^dien  iJup  iiquor  is  cxiMaeQ  ix>  ^oisr  ii^;.. 

In  drder  tci  diMohne  tbe  core  a:  nfTimim.  Bnhfireiiier  prM««^ 
in  tlie  ardmsTT  wsy,  witL  tti&  diftereucr  onK.  rhnx  ht  ftt  nmsie 
"Ac  -viiiok  of  the  ninir  acid  winck  is^  apfiKTraith:  nenessssiirr 
-&£  tirju  inf?m  of  tbi  ore.  ami  add&.  ftuhivtqamitiy.  rbe 
matMc  gnantity  of  Tinrncir  acid,  hm  irradniifir.  ^'hmi  the 
latfeer  acid  ham  vaaiscpmt  eonnikstt'  decoxnpofotum.  that  is.  wban 
a&  its  cbkiniit  hat  beeii  taken  iq^<  br  tbr  iniujil,  rbr  heiil«td 
facMUmtit  of  ii»t  retan  \tssm  xr  ipsn.  unB.  evtfry  rhnr  this  tnket 
idaee,  it  »  a  pnMif  thai  mare  mnriatir  aci^  i$  want^.  7^ 
fKoimdt  of  l3ie  ditilhcifni,.  aftsr  iieizi|:  Tfirti&^  i{^  ahiKi$4  4ymi> 
pkteh-  aatnnoed  irixii  mi^  of  ImiCL  or  irith  an  alkah.  «r^  t^ifta 
treated,  irfaxhr  boiiixig.  hr  dEormiaS^e  of  alkali,  whicli  prcNhioc^  a 
diaenga^faDent  <£  oarbanir  acid,  and  tbe  defiosit  of  a  )>h»e 
povder,  wiad  is  iDfauJIir  osmiinn  (page  ^^7  V 

The  ■oliitkBi  of  the  ore  of  platumm  i$  £)tc9Yxi,  and  tW  rei»i- 
dmnn  in  tiie  retort  is  irai^Mid  ako  on  a  filter.  T^  matt>e>r 
remaining  on  tiie  £}ter  aiVer  mushing  and  dmng,  is  touted  hy 
ammonia,  in  order  to  see  whether  it  contains  anr  ehiivrid^  of 
aiher.  Shonki  it  contain  anT,  this  chlondc  should  be  extmcttn) 
hy  ammonia ;  the  residnam  should  then  bo  ignitt>d  with  t  ho 
filter^  and  weighed. 

The  filtered  solution  of  the  ore,  together  with  the  water  used 
for  washing,  is  mixed  in  a  dark  place,  with  a  thiu  nulk  of  Unie^ 
until  the  liquor  is  almost  neutral.  A  large  excess  of  Uiue^wnter 
is  then  added  to  it,  and  the  whole  is  filtered  as  rapidl}'  as  pos-. 
sible  in  a  dark  place,  washed  with  cold  lime-watori  and  the 
precipitate  is  collected  on  a  filter.    The  filtered  liquor  contains 


252 

all  the  chiorideof  pbdiram  pfx^daoed,  a  Htde  pratocUonde  of 
pallifc/iinin^  and  «o  BDiidi  dissc^Tcd  inne,  tlat,  irlnen  exposed  to 
•olar  light,  it  lesolTes  into  a  iiqaid  ooiilatining  dilaride  of  ctl- 
ciom,  and  ot  |4atinate  oi  lime.  It  is  di^tlT  aradifad  with 
muriatic  acid,  (whidi  remores  the  tnrindnesi^  if  aaj  was  pn>- 
doced,  and  it  is  pot  in  contact  with  nkesallic  aac,  in  a  vaim 
place.  After  the  complete  separation  of  the  {datinani,  whidi  is 
recognised  by  the  coloorless  state  q(  the  snprrnatant  liqQor,  the 
zinc  is  freed  firom  the  platinum  which  adheres  thereto,  hy 
means  of  a  feather,  and  dilute  muriatic  add ;  the  proc^itated 
platinum  is  likeinse  washed  with  muriatic  acid,  in  order  to  free 
it  from  the  zinc  which  might  remain  mixed  with  it,  after  which, 
and  without  throwing  the  platinum  on  a  filter,  whidi  might 
occasion  a  small  loss,  it  is  washed  in  the  resad  which  contains 
it,  with  boiling  water,  and  treated  by  nitiic  add,  whid&  must  be 
completely  free  from  muriatic  add :  the  paDadinm  is  thereby 
dissolved.  The  platinum  thus  separated  from  the  nitric  add 
liquor,  and  well  washed,  resembles  almost  cunpietely,  by  its 
properties,  that  which  is  obtained  by  redodng  a  solution  of 
platinum  by  means  of  organic  substances.  As  it  absorbs 
oxygen,  like  spongy  platinum,  though  in  a  less  degree;,  it  should 
be  Ignited,  which  operation  converts  into  carbonic  add  the 
carbon  which  it  contained,  and  which  it  derived  from  the  zinc 
employed.  The  ignition  must  take  place  in  a  covered  platinnm 
cnidble,  because  otherwise  the  deflagration  which  takes  place 
might  project  a  small  portion  of  substance  out  of  the  vessel.* 

Tlie  nitric  add  liquor  which  contains  palladium  is  almost 
neutralised  with  carbonate  of  soda,  and  predpitated  by  C3ranide 
of  mercuT}' ;  the  precipitate  is  washed  and  preserved  moist  upon 
the  filter,  until  the  time  has  come  to  add  thereto  the  cvanide  o^ 
palladium  and  that  of  copper,  which  will  be  obtained  at  a  later 
period. 

'  From  the  examination  to  which  M.  Clans,  J<mrm.  fir  PraeL  (Atwu  \\x\\ ,  has 
aubinitt«d  I>dbereiner*8  method,  it  would  appear  that  it  cannot  be  einp]o\*ed  where 
great  aceurac^r  is  required,  because  the  other  m^als,  and  eyqalhr  peroxyde  of  iron, 
¥ihuM  may  be  present  in  the  solution,  are  precipitated  along  with  the  oxrde  of 
pUtinum.  — Ed. 
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*  If  the  mixture  of  platinum  and  palladium  reduced  by  the 
zinc  has  not  been  well  washed  after  treatment  by  nitric  acid,  the 
presence  of  muriatic  acid  will  cause  a  small  portion  of  platinum 
to  be  dissolved,  which,  under  the  influence  of  a  salt  of  zinc,  is 
precipitated  by  cyanide  of  mercury  when  the  liquor  comes  to  be 
heated ;  wherefore  the  operator  shoidd  be  on  his  guard. 

*  The  precipitate  which  hydrate  of  lime  and  lime-water  produce 
in  the  solution  of  the  ore  of  platinum,  and  which  has  been 
washed  with  lime-water,  is  dissolved  whilst  still  moist  in  muriatic 
acid,  after  which  the  palladium  and  a  small  quantity  of  copper 
which  it  contains  are  precipitated  by  cyanide  of  mercury.  If 
the  solution  is  acid  it  must  flrst  be  neutralised  by  carbonate  of 
soda.  The  precipitate  produced  by  cyanide  of  mercury  is  added 
to  the  cyanide  of  palladium  previously  obtained ;  the  whole  is 
well  washed,  dried,  and  burnt  with  the  filter.  The  ignited  mass, 
which  consists  of  palladium  and  copper,  is  dissolved  in  nitric 
acid,  which  ordinarily  leaves  a  slight  residuum  of  carbon.  The 
acid  solution  is  to  be  nearly  saturated  with  carbonate  of  soda, 
and  heated  in  a  capacious  vessel  with  a  formiate  of  alkali  and  a 
little  free  acetic  acid,  by  which  the  palladium  is  reduced  in  the 
midst  of  a  very  tumultuous  disengagement  of  carbonic  acid. 
When  the  disengagement  of  the  gas  has  ceased,  and  a  fresh 
addition  of  formiate  of  alkali  fails  in  producing  an  effervescence, 
the  salt  of  palladiimi  is  completely  reduced.  The  palladium  is 
then  well  washed,  dried,  and  weighed.  As  to  the  copper  con- 
tained in  the  liquor  separated  from  the  palladium  by  means  of 
the  formiate  of  alkali,  it  may  be  determined  by  precipitating  it 
by  means  of  hydrate  of  potash. 

*  The  filtered  liquor,  after  precipitating  it  by  cyanide  oT 
mercury,  is  added  to  the  water  used  for  washing  the  precipitate, 
and  after  pouring  some  muriate  of  ammonia  into  it,  is  evapo- 
rated to  dryness.  The  residuum  is  treated  by  alcohol  of  sp.  gr. 
0-883,  in  which  the  ammonia-chlorides  of  iridium  and  of 
rhodium  are  insoluble,  when  the  liquor  contains  still  some  per- 
chloride  of  iron.  During  the  evaporation  of  the  aqueous  solution, 
crystals  of  ammonia-chloride  of  rhodium   mixed  with  a   yerj 
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CHAPTER   XXXI. 

GOLD. 


DETERMINATION  OF  GOLD  AND  OF  OXYDE   OF    GOLD. 

OoLD  is  determined  quantitatively  from  its  solutions  by 
reducing  it,  wbich  may  be  eflFected  in  various  ways.  This  reduction 
may  be  eflFected  by  means  of  the  solution  of  a  salt  of  protoxyde 
of  iron,  or  by  that  of  protochloride  of  iron.  The  solution  ordi- 
narily employed  for  the  purpose  is  that  of  protosulphate  of  iron, 
which  precipitates  gold  from  its  solutions  under  the  form  of  a 
fine  brown  powder.  When  the  solution  contains  only  perchloride 
of  gold,  muriatic  acid  should  be  added  in  order  to  keep  in' solu- 
tion in  the  free  acid  the  peroxyde  of  iron  produced  by  the 
prolonged  action  of  the  atmospheric  air  upon  the  solution  of  the 
protosalt  of  iron,  and  thus  prevent  its  being  precipitated  along 
with  the  reduced  gold.  The  solution  of  the  protosalt  of  iron 
reduces  gold  completely,  yet  it  is  good,  after  having  poured  it  in 
that  of  the  latter,  to  leave  the  whole  at  rest  for  some  time  in  a 
moderately  warm  place.  The  gold  is  then  collected  on  a  filter, 
gently  ignited  and  weighed.  The  ignition  may  take  place  in  a 
platinum  crucible. 

When  the  solution  of  gold  contains  nitric  acid  still,  which 
occurs  ordinarily,  because  it  is  customary  to  dissolve  gold  and 
many  of  its  alloys  in  aqua  regia,  the  reduction  of  the  metal  must 
be  carried  on  more  carefully,  for  it  might  happen  that  the  aqua 
regia  contained  in  the  solution  would  redissolve  a  small  portion 
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of  the  reduced  gold.  In  such  a  case  it  is  advisable,  before 
adding  the  protosulphate  of  iron  to  evaporate  the  liquor,  until 
all  the  nitric  acid  will  have  evaporated  and  chlorine  begins  to 
disengage.  Muriatic  acid  is  gradually  added  to  the  Hquor  whilst 
it  is  undergoing  concentration,  by  heating  it  for  a  long  time ;  the 
nitric  acid  is  thus  destroyed  and  chlorine  is  disengaged.  The 
solution  is  then  diluted  with  water,  and  a  sufficient  quantity  of 
protosulphate  of  iron  is  added.  If  the  liquor  has  been  evapo- 
rated to  dryness,  free  muriatic  acid,  as  well  as  water,  should  be 
added  to  the  dry  residuum.  If  some  gold  had  almost  separated 
from  the  liquor  during  the  evaporation,  and  before  the  solution 
of  protosulphate  of  iron  was  poured  in,  it  does  not  matter,  this 
always  taking  place  when  the  evaporation  is  carried  so  far 
that  chlorine  begins  to  be  disengaged,  and  subchloride  of  gold 
formed.* 

Gold  may  also  be  reduced  from  its  solution,  by  adding  a 
solution  of  subnitrate  of  mercury ;  this  method,  however,  is  not 
so  good  as  the  preceding.  It  is  necessary  in  such  cases  that 
the  solution  should  not  contain  too  much  nitric  acid,  and  the 
precipitate  produced  must  be  ignited  in  order  to  expel  all  the 
mercury. 

In  a  great  many  cases  the  reduction  of  gold  may  be  advan- 
tageously cflFected  by  means  of  oxalic  acid  and  of  the  oxaiates. 
When  a  solution  of  oxalic  acid  is  employed,  the  gold  is  reduced 
slowly  but  completely.  The  solution  of  gold  should  be  left  to 
digest  with  the  oxalic  acid  in  a  warm  place  for  a  long  time,  from 
24  to  48  hours  being  requisite.  So  long  as  the  reduction  of  the 
metal  is  taking  place,  there  is  a  disengagement  of  carbonic  acid, 

'  When  gold  exists  in  a  solution  which  contains  other  metals  as  well,  protosulphate 
of  iron  does  not  precipitate  the  gold  completely,  as  was  observed  by  M.  Eisner 
{Annalu  de  Chemie  et  de  Physique,  Janxiary,  1844).  Zinc,  however,  precipitates 
all  the  gold  completely  ;  but  if  copper,  silver,  tin,  tellurium,  antimony,  cadmium, 
platinum,  palladium,  rhodium,  iridium,  or  arsenic,  be  present,  they  may  be  precipi- 
tated at  the  same  time  ;  wherefore  the  processes  described  subsequently  for  the 
separation  of  the  gold  from  the  otlicr  metals  which  may  have  been  precipitated 
with  it,  must  be  resorted  to. — Ed. 
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on  which  account  the  operator  should  watch  the  process^  that 
nothing  may  he  lost  by  projection.  The  gold  reduced  by  this 
process  is  under  the  form  of  small  yellow  scales^  which,  when 
the  metal  is  not  abundant^  adhere  to  the  sides  of  the  vessel^  and 
is  not  precipitated  in  the  form  of  powder^  as  when  protosul- 
phate  of  iron  is  employed  to  efifect  the  reduction. 

If  the  operator  wishes  to  employ  an  oxalate  for  the  purpose 
of  reducing  gold^  he  can  employ  only  one  of  those  the  base  of 
which  forms  with  muriatic  acid  a  metallic  chloride  soluble  in 
water^  and  which^  in  presence  of  nitric  acid^  are  capable  of 
forming  salts  soluble  in  that  acid.  In  all  cases^  however^  the 
solution  must  contain  enough  free  muriatic  acid  to  be  able  to 
decompose  the  oxalate.  If  the  liquor  contains  too  much  nitric 
add,  it  may  happen^  as  when  protosulphate  of  iron  is  employed 
to  effect  the  reduction^  that  a  small  portion  of  the  reduced  gold 
dissolves  in  the  aqua  regia ;  it  should  therefore  be  treated  as 
we  have  said  above^  in  order  to  expel  the  nitric  acid. 

Many  other  substances^  especially  those  called  organic, 
may  precipitate  gold  in  the  metallic  state^  but  those  which  we 
have  mentioned  seem  to  claim  the  preference.  In  presence  of 
an  excess  of  potash^  almost  all  organic  substances  precipitate 
gold  firom  its  solutions  in  the  metallic  state^  and  under  the  form 
of  a  black  powder. 

When  a  solution  contains  nothing  but  gold,  unmixed  with 
any  other  metal,  it  might  be  evaporated  to  dryness,  and  the 
residuum  being  ignited,  would  consist  of  metallic  gold  only,  if 
no  other  substance  capable  of  resisting  the  action  of  the  fire 
was  present.  But  in  such  a  case  the  gold  being  spread  upon 
the  whole  surface  of  the  vessel,  cannot  be  detached  without 
much  trouble,  and  is  much  more  difficult  to  gather  than  when 
it  has  been  precipitated  by  a  substance  capable  of  reducing  it.' 

>  CSiloride  of  antimony  also  reduces  gold  from  a  solution  of  chloride  of  gold  ;  the 
gold  has  an  exceedingly  fine  metallic  coloor. — Ed. 
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SEPAEATION     OP    GOLD     AND    PEKOXYDE    OP    GOLD    PEOM    OTHEE 

METALS    AND    METALLIC    OXTDE8. 

*  Sei^eral  metbods  may  be  adopted  for  aepanting  gold  firom 
other  metals.  If  gold  be  contained  in  the  state  ci  panchloride 
or  peroxyde  of  gold  in  a  solution^  it  may  be  separated  firom  a 
great  number  of  metals  by  acidifying  the  said  solutions  by  means 
of  muriatic  add  and  pouring  therein  a  solution  of  protosolphate 
of  iron  or  of  oxalic  acid.  The  oxydes  of  the  metals  whidi  have  a 
great  affinity  for  oxygen  are  not  precipitated  by  these  reagents. 
In  the  majority  of  such  cases^  oxalic  acid  is  preferable  to  proto- 
sulphate  of  iron  for  reducing  gold^  because,  after  having  s^a- 
rated  the  reduced  metal  by  filtering  the  liquiNr,  it  is  more 
difficult  to  determine  the  oxydes  of  the  other  metals  when  that 
liquor  contains  in  solution  a  lai^  quantity  of  iron,  which 
should  first  be  eliminated. 

When  oxalic  acid  is  the  reagent  chosen  for  effecting  the 
separation  of  gold  from  other  metals  with  which  it  is  dissolved, 
the  operator  must  not  forget  to  add  a  sufficient  quantity  of 
muriatic  acid.  A  very  great  number  of  metallic  oxydes  form 
with  oxalic  acid,  combinations  which  are  insoluble,  or  very 
sparingly  soluble  in  water,  but  which  dissolve  in  muriatic  acid, 
provided  this  acid  be  in  sufficient  quantity. 

After  having  filtered  the  reduced  gold  from  the  liquor,  the 
substances  which  were  combined  with  the  gold  or  with  the 
peroxyde  of  that  metal,  are  determined  in  the  nfianner  described 
before.  Gt)ld  may  then  be  separated  from  copper,  uranium, 
bismuth,  cadmium,  nickel,  cobalt,  zinc,  iron,  manganese,  or 
from  the  oxydes  of  these  metals,  also  from  the  earths  and  firom 
the  alkalies.  This  method  cannot  be  resorted  to  when  gold  has 
to  be  separated  firom  large  quantities  of  silver  or  of  lead,  because 
the  chlorides  of  these  two  metals  are  insoluble,  or  very  sparingly 
soluble  in  acid  liquors.  Neither  can  oxalic  acid  be  recommended 
for  separating  gold  from  platinum;  though  the  latter  is  not 
capable  of  being  precipitated  in  the  metallic  state  by  oxalic 
acid,  as  is  the  case  with  gold. 
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Sulphuretted  hydrogen  precipitates  gold  completely  from  a 
dilate  acid  solution^  and  this  reagent  is  therefore  usefdl  for 
separating  it  from  substances  which  cannot  be  precipitated  from 
an  acid  solution  by  sulphuretted  hydrogen^  which^  howeyer^ 
should  not  be  passed  through  the  liquor  whilst  hot^  and  the 
black  sidphuret  of  gold  produced  must  be  rapidly  filtered, 
because  delay  would  convert  the  sulphur  of  the  sulphuret  into 
sulphuric  acid,  which  would  remain  in  the  liquor  whilst  the 
gold  would  separate  in  the  metallic  state.  The  sulphuret  of 
gold  is  dried,  and  roasted  in  a  platinum  crucible,  the  sulphur  is 
thus  volatilised,  and  gold  remains,  the  weight  of  which  may  be 
determined.  This  method  may  serve  to  separate  gold  from 
nickel,  .cobalt,  zinc,  iron,  manganese,  the  earths,  and  the 
alkalies,  which  might  exist  in  solution  with  it. 

*  Sulphuret  of  gold  being  soluble  in  an  excess  of  hydrosul- 
phuret  of  ammonia,*  this  reagent  may  be  resorted  to  for  separating 
gold  in  solution,  not  only  from  the  substances  which  have  been 
enumerated,  but  from  several  metals  which  are  precipitated  in 
the  state  of  metallic  sulphurets  by  hydrosulphuret  of  ammonia, 
fit>m  their  acidified  solutions,  and  which  sulphurets  are  not 
soluble  in  hydrosulphuret  of  ammonia,  such  as,  for  example, 
copper,  bismuth,  cadmium,  and  lead.  The  modus  operandi  is 
as  follows  : — !£  the  solution  be  dilute,  it  must  first  be  concen- 
trated ;  it  is  supersaturated  with  ammonia,  and  a  pretty  large 
excess  of  hydrosulphuret  of  ammonia  is  poured  upon  the  preci- 
pitate which  has  been  produced.  The  whole  is  left  at  rest  in 
the  vessel,  which  the  operator  must  keep  covered,  until  the  sul- 
phuret of  gold  which  will  have  formed  is  completely  redissolved. 
The  undissolved  metallic  sulphurets  are  collected  on  a  filter, 
and  washed  with  water  containing  a  little  hydrosulphuret  of 
ammonia.  The  gold  is  then  precipitated  from  the  solution  by 
supersaturating  it  with  dilute  muriatic  acid;  it  is  dried,  ignited, 

>  The  hydrosalphuret  of  ammonU,  however,  must  then  contain  an  excess  of 
tolphiir,  for  persolphuret  of  gold  is  insoluble  in  the  colourless  hydrosolpharet  of 
ammoQia. — Ed. 

s2 
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and  the  weight  of  the  metallic  gold  left  behind  is  determined. 
The  metals  of  the  metallic  sulphurets  dissolved  by  the  hydro- 
snlphuret  of  ammonia  are  separated  by  means  of  the  methods 
which  have  been  described  before. 

Considering  that  gold  is  not  soluble  in  the  simple  acids^  pure 
nitric  acid^  diluted^  and  in  some  cases^  pure  muriatic  acid^  might 
be  employed  for  separating  it  from  other  metals  with  which  it 
might  be  alloyed^  since  most  of  them  are  soluble  in  nitric  add^  and 
some  of  them  are  likewise  soluble  in  muriatic  acid.  The  operator 
should  not^  however^  use  too  strong  or  boiling  nitric  acid^  because 
the  nitrous  acid  which  is  then  produced  might  dissolve  a  very 
slight  proportion  of  gold. 

Tet  the  operator  must  not  lose  sight  of  this  fact^  that  several 
metals^  such  as  silver  and  lead^  are  easily  dissolved  by  nitric 
acid^  when  alone,  or  alloyed  with  other  metals,  but  the  alloys  of 
which  with  gold  are  difficultly  attacked  by  that  acid,  especially 
when  they  contain  a  large  proportion  of  this  metal,  and  the 
operator  has  omitted  to  reduce  them  into  thin  leaves.  It  is 
better,  therefore,  when  an  auriferous  alloy  has  to  be  quanti- 
tatively alloyed^  and  provided  such  an  alloy  does  not  contain 
much  silver  or  lead,  to  dissolve  it  in  aqua  regia,  to  expel  the 
nitric  acid  from  the  solution,  either  by  means  of  muriatic  acid, 
or  by  the  action  of  heat,  and  then  to  precipitate  the  gold,  to 
perform  which  operation,  as  we  observed  before,  oxalic  acid  is 
the  most  suitable  reagent. 

SEPARATION    OF   GOLD    FROM    PLATINUM. 

Odld  and  platinum  cannot  be  separated  firom  each  other, 
except  by  concentrating  their  aqua  regia  solution,  adding  60 
per  cent,  of  its  bulk  of  alcohol,  and  then  pouring  a  concentrated 
solution  of  muriate  of  ammonia,  or,  better  stilly  of  chloride  erf" 
potassium  into  it.  A  precipitate  of  potash-chloride  of  platinum, 
or  of  ammonia-chloride  of  platinum,  is  formed,  whilst  a  potash,  or 
ammonia-chloride  of  platinum  remains  dissolved  in  the  alcohol, 
without  being  reduced  by  it,  provided  the  liquor  does  not 
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accidentally  contain  an  excess  of  potash.  The  precipitate  is 
washed  with  weak  alcohol^  to  which  a  small  quantity  of  a  con- 
centrated solution  of  muriate  of  ammonia  or  of  chloride  of 
potassium  is  added^  after  which  the  quantity  of  platinum  which 
it  contains  is  determined  in  the  manner  described  before 
(page  239).  The  filtered  liquor  is  then  to  be  gently  heated^  in 
order  to  volatilise  the  greatest  part  of  the  alcohol^  and  the  gold 
is  precipitated  therefrom  by  means  of  a  solution  of  protosulphate 
of  iron,  or,  better  still,  by  oxalic  acid. 

*  Iridium  may  be  separated  from  gold  in  the  same  manner. 

*  This  method  is  preferable  to  that  which  consists  in  fusing 
the  alloy  of  gold  and  of  platinum  with  three  times  its  weight  of 
silver,  and  treating  the  product  by  nitric  acid.  After  fusion 
with  silver,  platinum  dissolves  in  nitric  acid,  whilst  the  gold 
remains  untouched.' 

SEPARATION    OF   GOLD    FROM    SILVER. 

The  separation  of  these  two  metals  is  of  very  great  importance 
in  a  technological  point  of  view,  and  may  be  efifected  in  various 
ways.  It  is  generally  executed  by  melting,  with  a  known 
weight  of  pure  silver,  the  alloy,  the  constituents  of  which  have 
been  approximately  ascertained  beforehand,  by  a  trial  with  the 
touchstone.  The  quantity  of  silver  contained  in  the  alloy, 
united  with  that  which  has  been  added,  must  be  about  three 
times  or  three  and  a  half  times  more  considerable  than  that  of 
the  gold.  The  fusion  is  performed  upon  a  cupel  in  a  cupelling 
furnace,  after  having  added  to  the  mass  three  or  four  times  its 
weight  of  pure  lead,*  because  the  heat  of  the  furnace  is  not 
powerful  enough  to  melt  completely  the  gold  and  the  silver. 


>  According  to  M.  Kemp,  the  separation  of  gold  and  of  platinum  may  be  effected 
very  easily,  by  means  of  oxalic  acid,  as  follows : — To  the  solution  containing  the 
g(dd  and  the  platinum  a  solution  of  oxalic  acid  is  added,  which  reduces  the  gold 
whilst  the  platinum  remains  in  solution.  The  precipitated  gold  being  removed, 
formic  acid  is  added  to  the  filtered  liquid,  which  reduces  the  platinum  and  preci- 
pitates it  completely. — Ed. 

3  The  lead  employed  should  be  reduced  from  litharge  or  acetate  of  lead. — Ed. 
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The  lead  is  then  cupdled,  taking  care  to  rabe  the  temperature 
as  little  as  powible,  in  order  that  the  protoxyde  at  lead  prodnced 
should  carry  as  little  gold  as  possible  in  the  cnpeL  The  opera- 
tion being  finished^  the  alloy  of  gold  and  silTer  produced  is 
beaten  into  a  thin  leaf,  which  is  to  be  rolled  up,  heated  to  red- 
ness, and  then  moderately  heated  in  a  matras  with  pure  nitric 
add,  diluted.  The  silver  only  is  dissolved,  whilst  the  gold 
remains.  When  the  acid  no  longer  dissolves  anything,  it  is 
decanted ;  pure  nitric  acid  of  a  greater  strength  is  poured  on 
the  residuum,  the  whole  is  boiled,  the  liquor  is  decanted,  the 
residuiun  is  repeatedly  washed  with  distilled  water,  and  the 
washing  is  to  be  continued  so  long  as  a  precipitate  of  chloride 
of  silver  is  produced  by  testing  with  muriatic  add.  The  gold 
which  remains  retains  the  form  which  the  alloy  possessed  before 
being  submitted  to  the  action  of  the  nitric  add.  It  is  to  be 
moderately  ignited,  in  order  to  give  it  more  solidity,  and  it  is 
then  weighed.     The  loss  indicates  the  quantity  of  silver. 

"^  It  is  necessary,  in  this  experiment,  to  operate  only  on  a 
very  small  quantity  of  the  alloy,  for  example,  half  a  gramme, 
for  when  the  analysis  is  performed  on  larger  proportions,  the 
result  is  less  accurate. 

"^  This  method,  kuowu  under  the  name  of  quariation,  is 
employed  only  when  the  alloy  under  examination  contains  a 
couiudenible  quantity  of  gold  proportionably  to  that  of  silver. 
It  isi  iu  eifect  the  only  case  in  which  silver  cannot  be  separated 
from  gold  by  nitric  acid  alone,  for  when  the  proportion  of  the 
gold  iu  the  alloy  is  small,  and  does  not  form  more  than  one- 
thiul  or  oue-tburth  of  that  of  the  silver,  the  alloy  may  be  treated 
bv  pure  uitric  nciil,  without  any  further  addition  of  silver,  after 
huvii^  hammered  or  laminated  it  as  we  said  above. 

^  bW  »<Heutifie  purposes,  the  analysis  is  performed  in  a 
sUUVvvut  mauuer.  If  the  alloy  contains  very  little  silver,  for 
sv\t%u^KU\  uv>t  more  than  about  15  per  cent.,  it  is  best  to 
Uu^ushU^  U«  wt>i|ch  it,  and  treat  it  by  aqua  regia,  heating  the 
w  \\\\\v  lUv  K  KMVjt  time.    The  gold  dissolves  completely,  and  the 
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silver  is  transformed  into  chloride  of  silver,  a  portion  of  which 
is  dissolved^  it  is  true^  by  the  strong  acid,  but  is  completely 
precipitated  by  adding  a  sufficient  quantity  of  water  to  the 
liquor ;  the  chloride  of  silver  produced  retains  the  form  of  the 
alloy  upon  which  the  experiment  was  performed.  It  is  carefully 
divided  with  a  glass  tube,  the  liquor  is  diluted  with  a  large 
quantity  of  water,  heat  is  applied,  and  when  all  the  chloride  of 
silver  has  settled  at  the  bottom,  it  is  collected  on  a  filter  and 
weighed.  The  filtered  liquor  is  evaporated  until  the  nitric  acid 
which  it  contains  has  disappeared ;  the  gold  is  precipitated  by 
means  of  oxalic  acid,  and  after  having  separated  it  by  filtering, 
the  oxydes  in  solution  in  the  liquor,  and  the  metals  which 
might  be  combined  with  the  gold  or  the  silver  in  the  alloy,  are 
determined.  These  metals  ordinarily  consist  in  native  alloys, 
of  only  small  proportions  of  copper  and  of  iron. 

*  This  method,  however,  cannot  be  advantageously  adopted 
when  the  quantity  of  the  silver  in  the  alloy  is  more  considerable, 
that  is  to  say,  when  it  is  above  15  per  cent.  When  such  an 
alloy  is  treated  by  aqua  regia,  even  after  having  hammered  it 
into  thin  leaves,  the  chloride  of  silver  produced  envelopes  the, 
as  yet,  unattacked  portion  so  completely,  that  it  altogether 
shelters  it  from  the  action  of  the  acid.  In  such  a  case  pure 
nitric  acid  must  be  employed  instead  of  aqua  regia,  but  the  use 
of  this  acid  is  suitable  only  for  the  analysis  of  alloys  containing 
much  more  silver  than  gold ;  that  is  to  say,  those  in  which  the 
latter  metal  is  not  above  about  20  per  cent.  The  compound 
is  to  be  flattened  without  rolling  it,  and  weighed ;  nitric  acid  is 
poured  upon  it,  and  when  the  acid  has  exhausted  its  action, 
which  should  be  promoted  by  applying  heat,  the  remaining  gold 
should  be  divided  as  much  as  possible  by  a  glass  tube  in  order 
to  be  certain  that  the  whole  of  the  silver  has  been  dissolved, 
whilst  in  the  assays  which  have  been  described  for  practical 
purposes,  the  operator  endeavours  to  preserve  the  form  of  the 
rolled  leaf,  in  order  to  economise  the  time  in  weighing.  The 
divided  gold  b  collected  on  a  filter,  well  washed,  dried,  ignited, 
and  weighed.  It  shotdd  also  be  dissolved  in  aqua  regia,  in  order  to 
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ascertain  that  the  solntion  is  perfectly  free  from  silver^  and  does 
not  yield  any  trace  of  chloride  of  silver^  by  dilating  it  with  water. 

*  To  the  solution  which  has  been  filtered  firom  the  gold,  ^ 
muriatic  add  is  added^  in  order  to  precipitate  the  silrer  in  the 
state  of  chloride  of  silver.  After  haying  collected  it  on  a 
filter,  the  oxydes  existing  in  the  liquor  and  the  metals  which 
existed  in  the  alloy  may  be  determined.  If,  however,  by  dis- 
solying  the  gold  in  aqua  regia,  the  operator  has  ascertained  that 
it  contains  silver  still,  this  solution  may  be  mixed  with  the 
liquor  filtered  from  the  gold,  which  precipitates  the  silver  in  the 
state  of  chloride  of  silver.  This  precipitate  is  then  collected  on 
a  filter,  the  gold  contained  in  the  filtered  liquor  is  reduced ;  in 
fine,  the  process  is  the  same  as  we  have  described  before  (after 
the  treatment  of  the  alloy  by  aqua  regia). 

*  When,  however,  an  alloy  contains  more  than  15  but 
less  than  80  per  cent,  of  silver,  neither  of  the  methods  which 
have  been  previously  described  can  be  employed  in  scientific 
analysis.  The  method  described  (page  262)  yields  results  which 
are  satisfactory  only  when  performed  by  practised  hands,  but 
which  otherwise  are  so  often  uncertain  that  they  are  of  no 
practical  value  even  for  commercial  purposes. 


*  When  we  wi;»h  to  make  a  rigorously  accurate  anatysis  of  an 
alloy  of  gold  which  contains  between  15  and  80  per  cent, 
of  silver,  the  metho<l  which  consists  in  fusing  it  with  an  exactly 
weighed  quantity  of  pure  silver,  and  treating  the  fused  mass  by 
pure  nitric  acid,  is  uot  applicable,  on  account  of  the  difficulty  of 
tXiniug  the  alloy  with  the  sibrer  in  a  small  crucible  in  a  furnace, 
for  iu  operating  iu  this  manner  the  sides  of  the  crucible  very 
ofteu  absorb  very  souaU  globules  of  the  fused  mass,  which  it  is 
th«^n  extrenie^v  difficult  to  eollecl  together,  neither  can  the  fused 
iUk\v  be  ftveti  from  all  trace  of  the  substance  of  the  crucible  by 
u^«^^u«  inf  a  ti)e»  beetiuse  it  is  absotutei^  urceosanr  that  the  whole 
s\t'  \  \w  t\\n\\  luetab  be  $ubmittetl  to  IIh^  aiu^yticid  process,  since 
iW  t\^^vsv^^  ^«  m^  miiliUnii.  and  tlie  e<Ma|^tioii  varies  in  different 
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parts  of  the  mass.  On  the  other  hand^  the  fusion  is  not  success- 
fully effected  without  lead,  upon  a  small  cupel  in  the  muffle  of  a 
cupelling  furnace^  because  the  heat  is  not  sufficient  for  the  purpose. 

*  It  is  therefore  preferable  to  employ  a  metal  more  fiisible 
than  silver  for  dissolving  the  alloy^  in  order  to  be  able  to  treat 
it  by  nitric  acid  alone.  The  most  suitable  metal  to  effect  this 
is  pure  lead^  which  may  be  procured  by  igniting  the  acetate  of 
lead  of  commerce.  According  to  my  brother^s  experiments,  by 
fusing  about  three  parts  of  this  lead  with  one  part  of  alloy  of 
gold  and  silver  in  a  small  porcelain  crucible  upon  an  argand 
spirit-lamp,  an  alloy  is  obtained  completely  decomposable  by 
pure  nitric  acid  without  it  being  necessary  to  laminate  it.  It  is 
treated  by  this  acid  until  nothing  remains  but  pure  gold,  which, 
for  greater  security,  should  be  redissolved  in  aqua  regia,  in  order 
to  make  sure  that  the  solution  contains  no  silver.  The  liquor 
filtered  from  the  gold  is  now  treated  so  as  to  precipitate  the 
oxyde  of  silver  dissolved  in  the  state  of  chloride  of  silver. 
When  dilute  muriatic  acid  is  employed  to  effect  this  precipi- 
tation, it  may  happen,  if  the  liquor  is  not  very  dilute,  that 
chloride  of  lead  will  fall  down  with  the  chloride  of  silver.  It  is 
true  that  it  may  be  eliminated  by  protracted  washings,  but  the 
separation  is  difficult.  It  is  therefore  more  convenient,  instead 
of  muriatic  acid,  to  employ  a  solution  of  chloride  of  lead  for  the 
purpose  of  precipitating  the  chloride  of  silver  from  the  liquor. 

*  If  a  small  quantity  of  chloride  of  silver  has  been  formed  whilst 
the  gold  was  dissolving,  it  is  collected  on  a  filter,  after  having  first 
diluted  the  liquor  with  water.  The  chloride  of  silver  which  is  sub- 
sequently precipitated  by  chloride  of  lead  from  the  liquor  filtered 
from  the  gold  may  be  collected  on  the  same  filter.  Considering 
that  the  solution  of  the  gold  in  aqua  regia  may  contain  a  very  small 
quantity  of  chloride  of  lead,  it  is  advisable  in  such  a  case,  after 
having  eliminated  the  nitric  acid,  to  precipitate  the  gold,  not  by 
oxalic  add,  but  by  a  solution  of  a  protosalt  of  iron ;  and  as  a  solu- 
tion of  protosulphate  of  iron  cannot  be  employed,  because  the 
gold  reduced  might  then  be  mixed  with  sulphate  of  lead,  the  best 
is  to  use  a  solution  of  protochloride  of  iron  to  effect  this  reduction. 
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*  By  this  method^  it  is  difficult  to  determine  the  small  quan- 
tities of  iron>  and  of  copper^  or  of  other  metals,  which  may  be 
contained  in  a  natural  alloy  of  gold,  or  of  silver.  When  we  wish 
to  ascertain  the  exact  quantity  of  these  metals,  it  is  well  to  treat 
a  portion  of  the  alloy  by  another  analytical  process,  which  does 
not  give,  it  is  true,  the  exact  quantity  of  silver,  but  which  at  any 
rate,  permits  the  operator  to  determine,  with  sufficient  precision, 
that  of  the  other  constituents.  The  alloy  is  hammered  into  a  very 
thin  leaf,  of  which  a  given  weight  is  treated  by  aqua  r^ia.  When 
a  crust  of  chloride  of  silver  has  formed  upon  the,  as  yet,  unat- 
tacked  portion  of  the  alloy,  and  the  action  of  the  acid  has 
ceased,  even  though  the  whole  be  strongly  heated,  the  liquor  is 
decanted,  that  which  remains  of  the  leaf  is  washed  with  water, 
and  the  crust  of  chloride  of  silver  which  adheres  to  its  8ur£Eu>e, 
is  dissolved  by  ammonia.  The  ammoniacal  sohttion  is  added  to 
that  previously  obtained  in  aqua  re^M,  whidi,  if  the  latter  be 
add,  precipitates  chloride  of  silver  from  it.  The  remainder  of 
the  kcd*  of  alloy  is  again  treated  by  aqua  regia,  then  by  ammo- 
uia>  and  these  two  operations  are  repeated,  until  the  whole  of 
th^"  alloy  be  di^ssolved.  After  having  put  all  the  liquors  toge- 
ther, axid  iUluted  them  with  water,  all  the  chlonde  of  silver 
fimiu^l  i«  collected  on  a  filter,  taking  care,  however,  to  ascertain, 
belftxi:vhau4>  that  the  solution  is  acid.  The  gold  is  then  reduced 
t\\>m  the  dltcred  liquor^  by  means  of  oxalic  add,  and  after 
ha\  i>ig  tUtcved  it  from  tlu»  metal^  the  small  quantities  of  the 
v^hcr  uHHaUic  o\vdes  which  may  still  exist  in  the  solution  are 
UvUH^uiiucvl. 

^  tluj^  uikcthod  U  xcry  compikated*  and  therefore  should  not 
W  i\\iv>*'K\l  Cv\  c\c^*v^  whctfc  ail  alU>y  of  gold,  or  of  silver,  con- 
WuvM  v4hcr  uK'Calsi  b^^ts^^  The  quaatttr  of  muriate,  and  of 
uam(v  nM'  amujKMUtti^  >»tuch  acv  formed  by  the  mixture  of  the 
Uiiusu^  ui  u<4  !iudicH^I  lo  pf^n^tate  the  dikwide  of  silver  in  a 
\  vKu^xlv  iv^  iUs^xK^*\  >fc  hcrcforv^  it  i»  pcuJeal  to  lake  another  por- 
UvuK  vvi  itw  4U\\,  .iuU  (v.>  auial^^  il  in  the  manner  which  has 
Ussw   vUv«v4\tH\l   tMvMw   thjAl  Uk   b>r  6i{iiii^  it  with  lead,  and 
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SEPARATION  OF  GOLD  FROM  COPPER. 

For  technical  purposes^  the  quantity  of  gold  contained  in  an 
alloy  of  gold  and  silver  is  determined  by  weighing  the  com- 
pound^ fiising  it  upon  a  cupel  in  a  cupelling  fiimace^  with  three 
or  four  times  its  weight  of  pure  lead^  and  subsequently  cupelling 
it.  The  remaining  gold  is  weighed^  and  the  copper  is  calcu- 
lated from  the  loss  sustained. 

*  K  the  alloy  under  examination^  besides  gold  and  copper 
contains  silver  also^  which  compounds  are  of  more  importance 
in  the  arts  than  those  which  contain  gold  and  copper  only^  the 
operator  takes  a  given  weight  of  the  alloy^  in  which  the  quantity 
of  the  gold  has  been  first  approximatively  determined  by  means 
of  the  touchstone ;  a  sufficient  quantity  of  pure  silver,  exactly 
weighed,  equal  to  three  or  four  times  that  of  the  gold,  is  added 
to  it,  and  the  whole  is  fused  with  three  or  four  times  its  weight 
of  pure  lead  upon  a  cupel,  in  a  cupelling  furnace,  and  the  fused 
mass  is  submitted  to  cupellation.  When  the  copper  and  the 
lead  have  been  completely  oxydised,  and  absorbed  by  the  cupel, 
the  remaining  alloy  of  gold  and  silver  is  weighed ;  the  loss  indi- 
cates the  quantity  of  the  copper.  In  order,  afterwards,  to  sepa- 
rate the  gold  firom  the  silver,  the  method,  by  means  of  nitric 
acid,  which  has  been  previously  described,  is  resorted  to,  and 
after  deducting  the  silver  which  has  been  added,  the  operator 
calculates  from  the  loss  the  quantity  of  that  which  was  con- 
tained in  the  alloy. 

*  As  these  methods  do  not  yield  very  accurate  results,  they 
cannot  be  employed  for  scientific  purposes,  though,  in  a  com- 
mercial point  of  view,  they  are  sufficiently  exact.  From  that 
which  I  have  said,  the  operator  may  know  how  to  separate  gold 
both  from  copper  alone,  and  from  silver  and  copper.* 

'  That  18  to  say,  gold  can  be  separated  from  copper  by  means  of  oxalic  acid,  as 
was  said,  or  else,  this  process  requiring  along  time,  the  acid  solution  of  the  gold  may 
be  neutralised  with  soda  or  potash,  and  sulphurous  acid  being  added  and  the  whole 
boiled,  the  gold  is  reduced  and  precipitates  in  the  form  of  spangles,  whilst  the  copper 
remains  in  solution. — Ed. 
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DETERMINATION  OF  TIN  AND  OF  ITS  OXYDES. 

When  tin  is  combined  in  the  metallic  state  with  other 
metals^  the  method  ordinarily  employed  to  determine  its  qnan- 
tity^  consists  in  boiling  it  with  nitric  acid^  in  order  to  convert  it 
into  peroxyde  of  tin^  which  is  insoluble  in  that  add.  When^  on 
the  contrary,  it  exists  in  the  state  of  protoxyde  of  tin  in  a 
solution,  nitric  acid  is  added  thereto,  and  the  liquor  is  concen- 
trated by  boiling ;  the  protoxyde  is  thus  converted  into  peroxyde 
of  tin,  which  is  insoluble,  both  in  nitric,  and  in  sulphuric  acids. 
If,  however,  the  liquor  contains  a  large  quantity  of  muriatic 
acid,  a  little  peroxyde  of  tin  is  dissolved  by  it.  In  such  a  case, 
a  sufficient  quantity  of  nitric  acid  is  added  to  the  solution,  and 
it  is  concentrated  by  evaporation,  until  the  muriatic  add  is 
partly  destroyed,  partly  volatilised.  The  insoluble  peroxyde  of 
tin  thus  obtained  is  collected  on  a  filter,  ignited,  and  weighed. 

The  process  is  the  same  when  the  solution  contains  peroxyde 
of  tin ;  it  is  likewise  boiled  with  nitric  add,  reduced  to  a  small 
bulk  by  evaporation,  and  the  peroxyde  of  tin  produced  is  sepa- 
rated by  filtering.  Even  when  the  liquor  contains  that  sort  of 
peroxyde  of  tin  which  is  obtained  from  perchloride  of  tin,  and 
which  is  partly  soluble  in  cold  nitric  acid,  by  boiling  it  with  nitric 
add,  the  other  modification  of  peroxyde  of  tin,  which  is  insoluble 
in  nitric  add,  is  obtained.  Yet,  this  result  requires  that  the 
mixture  of  nitric  add  and  of  the  solution  of  perchloride  of  tin 
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biflmiith^  it  is  adriiable  to  add  tome  nitric  acid  to  the  water 
used  for  washing,  in  order  to  prevent  the  admixture  of  a  basic 
salt  of  bismuth  to  the  peroxyde  of  tin«  Tin  may  be  thus  sepa- 
rated from  its  metallic  combinations  with  silver,  copper,  bismuth, 
lead,  cadmium,  nickel,  cobalt,  zinc,  iron,  and  manganese. 

If  the  alloy  contains  platinum  and  gold,  it  might,  perhaps,  be 
treated  by  chlorine  gas  in  an  apparatus  similar  to  that  described 
(page  212) ;  perchloride  of  tin  would  thus  be  produced,  which 
would  volatilise,  and  its  viq[K>urs  would  be  dissolved  by  the  water 
contained  in  the  flask.  The  gold  and  platinum  would  remain 
combined  with  more  or  less  chlorine,  according  to  the  tempera- 
ture at  which  the  experiment  may  have  been  performed. 

SEPARATION  OF  THE  OXYDE8  OP  TIN  PROM  THE  OXTDES  OF 
URANIUM,  OP  NICKEL,  COBALT,  ZINC,  IRON,  AND  MANGA- 
NESE,   FROM    THE    EARTHS    AND   THE    ALKALIES..  .'"* ^ 

All  those  substances  which  are  not  precipitated  by  sulphu- 
retted hydrogen  from  add  solutions,  may  be  separated  fi^m  the 
oxydes  of  tin,  not  only  by  nitric  acid,  but  likewise  by  sul- 
phuretted hydrogen.  Yet,  it  is  advisable  in  most  cases  to  use 
muriatic  acid  for  acidifying  the  solutions.  If  the  combinations 
of  the  oxydes  in  question  with  tin  are  in  the  solid  form',  the 
operator  should  try  to  disunite  them  by  muriatic  acid.  K  they 
be  insoluble  or  very  sparingly  soluble  in  this  add,  they  may,  in 
many  cases,  after  careful  pulverisation,  be  dissolved  in  concen- 
trated stdphuric  add,  diluted  with  a  small  quantity  of  water. 
The  solution  may  then  be  moderately  diluted  with  water,  and 
the  oxydes  of  tin  are  then  predpitated  by  sulphuretted  hydrogen. 
But  if  the  combination  is  likewise  insoluble  in  sulphuric  add, 
it  must  be  ignited  with  three  or  four  times  its  weight  of  car- 
bonate of  potash  or  of  soda,  after  which  the  mass  will  dissolve  in 
muriatic  add. 

For  analysing  an  alloy  of  tin  and  of  copper    (gun-metal 
bronze),  Sobrero  employs  dry  chlorine,  a  current  iA  which  is 
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*  When  the  quantity  of  the  tin  dissolved  in  the  state  of  snl- 
phuret  in  hydrosulphnret  of  ammonia,  is  not  very  considerable, 
and  the  liquor  contains  no  other  fixed  substances  besides,  it 
may  be  evaporated  to  dryness,  and  the  residuum  cautiously 
ignited,  by  which  means  the  sulphuret  of  tin  is  converted  into 
peroxyde  of  tin. 

If  the  solution  contains  peroxyde,  or  protoxyde  of  tin,  and 
oxyde  of  silver,  hydrosulphnret  of  ammonia,  or  nitric  add,  should 
be  used  to  separate  their  oxydes  from  each  other,  by  the  process 
which  has  been  described  before.  The  result  is  not  accurate 
when  muriatic  acid  is  poured  in  the  acid  liquor,  to  precipitate 
the  oxyde  of  silver  in  the  state  of  chloride  of  silver,  because  it 
often  happens  that  a  little  peroxyde  of  tin  fSEdls  down  with  the 
chloride  of  silver. 

DETERMINATION  OF  THE  RELATIVE  PROPORTIONS  OF  PROTOXTDE, 
AND  OF  PEROXYDE,  OF  TIN,  WHEN  THESE  TWO  OXTDES 
EXIST    SIMULTANEOUSLY. 

When  a  solution  contains  simultaneously  protoxyde  and 
peroxyde  of  tin,  or  protochloride  and  perchloride  of  tin,  and 
the  operator  wishes  to  determine  the  quantities  of  both,  the 
best  method  is  the  following : — The  solution  of  tin  is  gradually 
poured  in  a  solution  of  perchloride  of  mercury,  a  portion  of 
which  is  converted  by  the  oxyde  of  the  protochloride  of  tin 
into  subchloride  of  mercury,  which  separates  imder  the  form  of 
a  crystalline  scaly  precipitate.  This  precipitate  is  collected  on 
a  weighed  filter,  dried  at  a  very  gentle  heat,  and  weighed.  From 
this  weight,  it  is  easy,  with  the  help  of  the  tables,  to  calculate 
the  quantity  of  protoxyde,  or  of  protochloride  of  tin,  existing  in 
the  liquor. 

The  quantity  of  tin  contained  in  another  portion  of  the  liquor, 
is  determined  by  treating  it  by  one  of  the  methods  which  have 
been  indicated  before,  and  preferably  by  sulphuretted  hydrogen. 
It  is  tlien  easy,  from  the  quantity  of  the  tin  obtained,  to  calcu- 
late that  of  the  perchloride,  or  of  the  peroxyde  of  tin. 

In  precipitating  the  subcldoride  of  mercury,  it  is  necessary  to 
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pour  the  solution  of  tin  drop  by  drop^  in  that  of  the  perchloride 
of  mercury,  and  not  vice  versd.  It  is  also  necessary  that  there 
should  be  an  excess  of  perchloride  of  mercury,  because,  other- 
wise, the  subchloride  might,  in  either,  case,  be  reduced  into 
metallic  mercury.  Lastly,  it  is  necessary  to  heat  the  whole, 
and  to  suffer  a  long  time  to  elapse  before  collecting  the  sub- 
chloride  of  mercury. 
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CHAPTER    XXXIII. 

TITANIUM. 


DETERMINATION  OF  TITANIC  ACTD. 

Ammonia  is  the  best  reagent  for  precipitating  titanium  from 
the  solutions  in  which  it  exists  in  the  state  of  titanic  acid.  The 
precipitate  is  bnlky^  and  resembles  that  of  alamina.  A  large 
excess  of  ammonia  should  be  avoided^  which  might  leave 
extremely  small  traces  of  titanic  acid  in  solution  :  wherefore  it 
is  advisable,  after  having  precipitated  by  ammonia^  to  leave  the 
whole  at  rest  in  a  warm  place,  until  the  greatest  part  of  the 
excess  of  the  volatile  alkali  has  evaporated.  The  voluminous 
precipitate  of  titanic  acid  shrinks  very  much  in  drying.  When 
dry  it  is  ignited,  which  operation  is  accompanied  by  a  disengage- 
ment of  light,  and  weighed.  Ignition  imparts  a  great  lustre  to 
it,  and  a  slightly  brownish  hue.  The  weighing  must  take  place 
in  a  well  closed  platinum  crucible,  as  soon  as  it  has  cooled, 
because  otherwise,  the  titanic  acid  absorbing  moisture,  would 
increase  a  little  in  weight. 

Titanic  acid  has  very  often  been  precipitated  from  its  acid 
solutions  by  boiling  the  liquor  for  a  long  time,  by  which  means 
the  titanic  acid  became  insoluble  in  the  acid  in  which  it  was  in 
solution,  and  was  thus  obtained  in  the  form  of  a  heavy  precipi- 
tate. But  though  the  liquor  may  be  boiled  ever  so  long^  it 
always  retains  a  certain  quantity  of  titanic  acid,  which  can  be 
obtained  only  by  evaporating  the  whole  to  diyness.     In  filtering 


TITANIUM.  277 

the  titanic  acid  precipitated  by  ebullition^  the  liquor  passes  clear 
through  the  filter  so  long  as  it  is  acid^  but  the  moment  one 
attempts  to  wash  it  with  pure  water^  the  filtrate  becomes  milky^ 
and  ultimately  carries  all  the  titanic  acid,  so  that  at  last  none  of 
of  it  remains  on  the  filter,  even  though  it  may  be  made  of  strong 
paper.  This  difficulty  can  be  obviated  only  by  using  acidulated 
water  for  the  washing,  but  this  always  dissolves  a  little  titanic 
acid.  The  only  case  in  which,  according  to  Berzelius,  titanic 
acid  can  be  wholly  precipitated  by  boiling  when  the  iiquor  has 
been  diluted  with  a  great  quantity  of  water,  is  when  it  exists  in 
solution  in  sulphuric  acid. 

The  reasons  just  mentioned  oppose  the  separation  of  titanic 
acid  from  other  substances  by  boiling  the  acid  solution  in  which 
these  other  substances  remain  dissolved.  Even  though  the  titanic 
acid  may  have  been  totally  precipitated,  which  is  not  the  case, 
this  method  of  analysis  could  not  be  adopted.  Some  chemists 
have  proposed  to  wash  the  titanic  acid  precipitated  by  ebulli- 
tion with  solution  of  ammoniacal  salts,  asserting  that  this  pre- 
vented the  liquor  from  passing  milky  through  the  filter ;  but 
this  does  not  prevent  it,  or  else  the  titanic  acid  blocks  up  the 
pores  of  the  filtering  paper,  so  that  the  washing  cannot  be 
carried  on.  By  adding  a  little  ammonia  to  the  water  so  used 
for  washing,  its  passage  through  the  filter  may  be  facilitated, 
but  when  the  substance  which  has  to  be  separated  from 
titanic  acid  is  capable  of  being  precipitated  by  ammonia,  this 
addition  evidently  annihilates  the  object  which  this  washing  was 
intended  for. 

It  has  abobeen  proposed,  after  having  precipitated  the  titanic 
acid  by  ebullition,  to  evaporate  the  acid  solution  to  dryness,  or 
nearly  so,  and  to  treat  the  residuum  with  pure  water  or  with 
acidified  water ;  but  all  these  methods  are  too  imperfect  to  give 
results  even  approximatively  accurate. 

Wherefore,  when  titanic  acid  has  to  be  quantitatively  sepa- 
rated from  foreign  substances  another  method  must  be  adopted ; 
but  this  separation  is  often  attended  with  so  many  difficulties. 
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iimt  it  is  yet  fiu*  fixm  being  effected  in  a  ligonns  and  aocunte 

maojier. 

*  When  titaxne  acid  has  been  ignited,  it  is  as  eampLabtiy 
insoluble  in  moriatic  acid  as  Hiat  found  in  nature  under  Hie 
name  of  rutiie ;  if  it  is  not  then  per&c!tl j  pare  and  die  quantity 
of  foreign  substances  mixed  with  it  has  to  be  determined,  it 
should  be  le^igated^  mixed  in  a  platinum  crudble  with  three  or 
four  times  its  weight  of  carbonate  of  potash  or  of  aoda,  and  the 
whole  is  ignited.  The  calcining  must  be  effected  dowljr  and 
with  moderation^  for  if  the  heat  were  too  strong  and  applied  too 
rapidly^  the  titanic  acid  would  expel  the  carbonic  add  firom  the 
alkaline  carbonate  too  rapidly,  and  a  loss  might  be  sustained  by 
projection.  In  fusing  titanic  with  the  alkaline  carbonates  the 
same  precaution  must  be  taken  as  during  the  fusion  of  sflidc 
acid  or  of  the  silicates  with  these  substances.  We  shall  describe 
*  fully  these  precautions  farther  on.  The  titanate  of  alkali  which 
is  thus  obtained  is  completely  soluble  in  dilute  muriatic  acid ; 
heat  must  be  eschewed  during  this  solution. 

*  The  titanic  add  and  the  substances  which  were  combined 
with  it  is  determined  in  the  liquor. 

In  order  to  render  calcined  titanic  add  soluble  in  adds,  it  may 
also  bo  heated  with  concentrated  sulphuric  add  diluted  with  its 
own  bulk  of  water,  and  when  the  titanic  has  dissolved,  the 
solution  is  diluted  with  water.  This  process  may  be  employed 
to  dissolve  rutile,  and  in  general  all  the  combinations  of  titanic 
Hoid  wliieli  arc  insoluble  in  acids. 


Ulfik'AHiTlON  OK  TITANIC  ACIU  FROM  THE  0XTDE8  OF  TIN,  OF 
OOtU,  OP  PLATINUM,  OP  OSMIUM,  OF  IRIDIUM,  PALLADIUM, 
MKHCURY,  SILVER,  COPPER,  BISMUTH,  LEAD,  AND    CADMIUM. 

As  tituuie  acid  is  not  precipitated  from  acid  solutions  by 
sulphuretted  hydrogen,  it  may  be  separated  from  all  the  above 
(uytltM  hv  mtmns  of  this  reagent,  which  predpitates  them  from 
thuir  Hind  solutions  in  the  state  of  metallic  sulphurets. 
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SEPARATION    OF    TITANIC    ACID    FROM    THE    OXYDES    OF    COBALT^ 
OF    ZINC,    OF    IRON,    AND    OF    MANGANESE. 

The  following  method  may  be  employed  to  separate  titanic 
acid  from  the  oxydes,  which,  like  those  of  cobalt,  zinc,  iron, 
manganese,  are  precipitated  from  a  neutral  or  alkaline  solution 
by  hydrosulphuret  of  ammonia  in  the  state  of  metallic  sul- 
phnret.  To  the  solution,  which  ordinarily  is  acid,  a  solution 
of  tartaric  acid  is  added,  which  prevents  not  only  titanic  acid, 
but  nearly  all  the  oxydes  by  which  it  may  be  accompanied,  from 
being  precipitated  by  ammonia.  The  solution  is  then  supersa- 
turated by  ammonia,  which  produces  no  precipitate  provided 
enough  tartaric  acid  has  been  employed.  To  this  ammoniacal 
liquor  hydrosulphuret  of  ammonia  is  added,  which  precipitates 
the  other  oxydes  in  the  state  of  metallic  sulphurets  whilst 
the  titanic  acid  remains  in  the  solution.  The  metallic  sulphur 
rets  are  collected  on  a  filter,  and  washed  with  water,  to  which 
a  little  hydrosulphuret  of  ammonia  has  been  added.  The 
quantity  of  the  oxydes  contained  in  the  solution  may  be  deter- 
mined from  these  sulphurets  in  the  manner  which  has  been 
described  before. 

It  is  now  more  difficult  to  determine  the  quantity  of  the  titanic 
acid  contained  in  the  filtered  liquor.  If  this  liquor  contains 
no  other  fixed  substance  besides  titanic  acid,  the  excess  of 
hydrosulphuret  of  ammonia  needs  not  be  destroyed  by  the 
addition  of  an  acid ;  it  is  immediately  evaporated  to  drynes8> 
and  the  residuum  is  ignited  in  contact  with  the  air  in  a  platinum 
crucible,  or  capsula  of  a  known  weight,  until  all  the  volatile 
substances  have  evaporated,  and  the  carbon  of  the  tartaric  acid 
is  completely  burnt.  There  remains  titanic  acid  only,  the 
weight  of  which  may  be  determined.  It  is  difficult,  however, 
to  bum  the  carbon  completely  in  a  platinum  crucible  by  an 
argand  spirit-lamp ;  but  this  combustion  is  easily  and  completely 
efifected  by  putting  the  counterpoised  platinum  crucible  in  the 
muffle  of  a  small  assay  furnace.  If  the  tartaric  acid  employed 
contained  dry  lime,  which  is  always  the  case  with  that  obtained 
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DETERMINATION  OF  TIN  AND  OF  ITS  OXYDES. 

When  tin  is  combined  in  the  metallic  state  with  other 
metals^  the  method  ordinarily  employed  to  determine  its  quan- 
tity, consists  in  boiling  it  with  nitric  acid,  in  order  to  convert  it 
into  peroxyde  of  tin,  which  is  insoluble  in  that  acid.  When,  on 
the  contrary,  it  exists  in  the  state  of  protoxyde  of  tin  in  a 
solution,  nitric  acid  is  added  thereto,  and  the  liquor  is  concen- 
trated by  boiling ;  the  protoxyde  is  thus  converted  into  peroxyde 
of  tin,  which  is  insoluble,  both  in  nitric,  and  in  sulphuric  acids. 
If,  however,  the  liquor  contains  a  large  quantity  of  muriatic 
acid,  a  little  peroxyde  of  tin  is  dissolved  by  it.  In  such  a  case, 
a  sufficient  quantity  of  nitric  acid  is  added  to  the  solution,  and 
it  is  concentrated  by  evaporation,  until  the  muriatic  acid  is 
partly  destroyed,  partly  volatilised.  The  insoluble  peroxyde  of 
tin  thus  obtained  is  collected  on  a  filter,  ignited,  and  weighed. 

The  process  is  the  same  when  the  solution  contains  peroxyde 
of  tin ;  it  is  likewise  boiled  with  nitric  acid,  reduced  to  a  small 
bulk  by  evaporation,  and  the  peroxyde  of  tin  produced  is  sepa- 
rated by  filtering.  Even  when  the  liquor  contains  that  sort  of 
peroxyde  of  tin  which  is  obtained  from  perchloride  of  tin,  and 
which  is  partly  soluble  in  cold  nitric  acid,  by  boiling  it  with  nitric 
acid,  the  other  modification  of  peroxyde  of  tin,  which  is  insoluble 
in  nitric  acid,  is  obtained.  Yet,  this  result  requires  that  the 
mixture  of  nitric  acid  and  of  the  solution  of  perchloride  of  tin 
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should  have  been  brought  by  evaporation  to  a  somewhat  high 
state  of  concentration.  The  separation  of  the  insoluble  peroxyde 
of  tin  then  takes  place  under  disengagement  of  ruddy  fiimes  of 
nitrous  acid. 

*  Peroxyde  of  tin  may  also  be  precipitated  tolerably  well  from 
a  solution^  by  saturating  the  latter  with  ammonia,  and  adding  a 
solution  of  succinate  of  ammonia.  The  precipitate  may  be  col- 
lected on  a  filter,  and  completely  washed  with  cold  water.  It  is 
ignited  in  the  air,  and  is  thereby  converted  into  peroxyde  of  tin. 

*  When  a  solution  contains  no  other  constituents  than  prot- 
oxyde  or  peroxyde  of  tin,  it  is  advisable,  after  having  treated  it 
by  an  excess  of  nitric  acid,  to  evaporate  it  to  dryness,  and  to 
calcine  the  dry  mass  in  a  platinum  crucible.  After  ignition,  pure 
peroxyde  of  tin  remains,  because  the  action  of  the  fire  has 
dissipated  the  acids  when  they  are  of  a  volatile  nature  in  the 
free  state. 

*  Even  sulphuric  acid  may  be  completely  eliminated  fix)m 
peroxyde  of  tin  by  calcining.  Yet  it  is  advisable,  after  having 
ignited  the*  peroxyde  of  tin  in  a  platinum  crucible  and  weighed 
it,  to  place  upon  it  a  small  piece  of  dry  carbonate  of  ammonia 
and  to  ignite  it  again  strongly,  and  to  weigh  the  oxyde  a  second 
time.  By  adopting  this  precaution  the  last  traces  of  sulphuric 
acid  or  of  any  other  volatile  acid  are  driven  ofif. 

*  Whether  tin  exists  in  the  state  of  protoxyde  or  of  peroxyde 
in  a  solution,  it  may  be  completely  separated  therefix)m  by  means 
of  sulphuretted  hydrogen,  taking  care  first  to  dilute  it  with  a 
sufiScient  quantity  of  water  when  it  is  neutral,  or  when  it  con- 
tains a  free  add.  Sulphuretted  hydrogen  determines  in  solutions 
of  protosalts  of  tin  a  brown  precipitate,  which  is  a  protosul- 
phuret  of  tin,  and  in  solutions  of  persalts  of  tin,  a  yellow  pre- 
cipitate of  persulphuret  of  tin.  The  latter  settles  much  more 
slowly  than  the  other.  When  peroxyde  of  tin  has  been  precipi- 
tated from  a  solution  by  sulphuretted  hydrogen,  and  the  liquor 
is  fully  saturated  with  the  gas,  the  portion  of  the  gas  in  the  free 
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state  retains  in  solution  a  small  quantity  of  sulphuret  of  tin^ 
which^  however^  is  totally  predjAtated  when  the  liquor  is  left  to 
digest  at  a  gentle  heat  until  it  does  not  exhale  the  slightest 
smell  of  sulphuretted  hydrogen.  K  the  solution  contained 
protoxyde  of  tin  only,  the  sulphuret  of  tin  produced  when  the 
liquor  is  saturated  by  the  gas,  settles  much  more  rapidly,  and 
should  be  collected  on  a  filter  whilst  the  liquor  exhales  the  odour 
of  the  gas. 

*  The  sulphuret  of  tin  obtained  in  this  manner  might  be 
collected  on  a  filter,  and,  after  having  dried  it,  the  quantity  of 
peroxyde  or  the  protoxyde  of  tin  might  be  determined  from  its 
weight.  Wlien,  however,  the  operator  does  not  know  the  degree 
of  oxydisation  of  the  tin  in  the  solution,  or  when  the  liquor 
contained  a  mixture  of  both  oxydes,  this  method  is  inapplicable. 

*  The  best  and  the  simplest  method  of  determining  how  much 
tin  the  sulphuret  of  tin  contains,  consists  in  converting  it  into 
peroxyde  of  tin,  from  the  weight  of  which  that  of  the  metal  may 
be  calculated.  The  modus  operandi  is  as  follows : — ^After  drying 
the  precipitate,  which  needs  not  be  completely  done,  the  sul- 
phuret of  tin  is  put  in  an  open  platinimi  crucible  and  gently 
heated  therein,  until  the  odour  of  sulphurous  acid  can  no  longer 
be  perceived.  Wlien  this  moment  has  arrived,  the  heat  is  then 
increased  to  redness.  K  the  yellow  sulphuret  were  at  once 
strongly  heated,  it  would  lose  half  its  sulphur  and  be  converted 
into  black  sulphuret,  which  fuses  easily,  powerfully  attacks  the 
platinimi  crucible,  and  is,  aft«r  ftision,  difQcultly  converted  into 
peroxyde  of  tin,  whilst  this  conversion  is  completely  effected 
when  the  roasting  is  carried  on  very  slowly,  and  at  too  low  a 
temperature  to  fuse  the  sulphuret. 

There  is  no  harm  in  not  converting  the  whole  of  the  black 
sulphuret  into  peroxyde  of  tin,  for  these  two  substances  have 
nearly  the  same  atomic  weight.  The  only  real  inconvenience  is 
the  damage  to  the  platinum  crucible. 

A  small  piece  of  carbonate  of  ammonia  is  placed  upon  the  per- 
oxyde obtained,   which  must  have   a  white   colour,  and   the 
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cmcible  is  strongly  heated.  If  this  produces  a  small  loss  of 
weight  the  operation  must  be  repeated,  until  after  igniting  and 
weighing  it  twice  successively  the  weight  remains  the  same. 
The  carbonate  of  ammonia  expels  from  the  peroxyde  of  tin  the 
last  traces  of  the  sulphuric  acid  produced  by  the  roasting. 

Peroxyde  of  tin  is  found  in  nature,  mixed  with  a  very  small 
proportion  of  foreign  substances,  but  in  such  a  state  of  density 
that  it  is  insoluble  in  acids.  This  is  the  case  with  the  artificial 
peroxyde  of  tin  after  ignition.  When  the  operator  wishes  to 
determine  quantitatively  the  small  proportion  of  foreign  sub- 
stances mixed  with  the  native  peroxyde  of  tin,  the  compound 
must  be  levigated  and  mixed  with  three  times  its  weight  of 
carbonate  of  potash  or  of  soda,  and  the  whole  must  be  ignited. 
Carbonic  acid  is  disengaged  from  the  alkaline  carbonate,  owing 
to  which  the  mixture  should  be  gradually  heated.  The  same 
precautions  must  be  observed  as  for  the  fusion  of  silicic  acid, 
or  of  the  silicates  with  the  alkaline  carbonates,  and  which  I  shall 
fully  describe  farther  on.  After  fusion  with  the  alkali  the 
peroxyde  of  tin  has  become  soluble  in  acids.  The  quantity  of 
peroxyde  of  tin  in  the  solution  may  then  be  determined,  as  well 
as  that  of  the  foreign  substances  by  which  it  was  accompanied. 

SEPARATION    OF   TIN    FROM    OTHER    METALS. 

The  separation  of  tin  from  other  metals  is  not  very  difficult. 
If  it  be  an  alloy  it  is  boiled  vrith  nitric  acid.  All  the  metals 
which  have  been  hitherto  enimierated,  vrith  the  exception 
of  those  called  noble,  such  as  platinum,  gold,  &c.,  are 
oxydised  by  nitric  acid,  and  the  oxydes  dissolve  in  this  acid, 
except  peroxyde  of  tin.  The  best  is  to  evaporate  the  nitric 
acid  solution  with  the  undissolved  peroxyde  of  tin,  imtil  the 
excess  of  nitric  acid  is  mostly  volatilised ;  water  is  added,  the 
peroxyde  of  tin  is  collect;ed  on  a  filter,  and  its  quantity  is 
determined  as  we  have  said.  The  oxydes  dissolved  in  the  liquor 
are  determined  by  the  methods  which  have  been  indicated  for 
each  of  them  in  the  preceding  pages.      K  the  alloy  contained 
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bismuth^  it  is  advisable  to  add  some  nitric  acid  to  the  water 
used  for  washing,  in  order  to  prevent  the  admixture  of  a  basic 
salt  of  bismuth  to  the  peroxyde  of  tin.  Tin  may  be  thus  sepa- 
rated from,  its  metallic  combinations  with  silver^  copper^  bismuth^ 
lead^  cadmium^  nickel^  cobalt,  zinc,  iron,  and  manganese. 

If  the  alloy  contains  platinum  and  gold,  it  mighty  perhaps,  be 
treated  by  chlorine  gas  in  an  apparatus  similar  to  that  described 
(page  212) ;  perchloride  of  tin  would  thus  be  produced,  which 
would  volatilise,  and  its  vapours  would  be  dissolved  by  the  water 
contained  in  the  flask.  The  gold  and  platinimi  would  remain 
combined  with  more  or  less  chlorine,  according  to  the  tempera- 
ture  at  which  the  experiment  may  have  been  performed. 

SEPARATION  OF  THE  OXTDES  OF  TIN  FROM  THE  OXTDES  OF 
URANIUM,  OF  NICKEL,  COBALT,  ZINC,  IRON,  AND  MANGA- 
NESE,   FROM    THE    EARTHS    AND    THE    ALKALIES..  .'"* ^ 

All  those  substances  which  are  not  precipitated  by  sulphu- 
retted hydrogen  from  acid  solutions,  may  be  separated  from  the 
oxydes  of  tin,  not  only  by  nitric  acid,  but  likewise  by  sul- 
phuretted hydrogen.  Yet,  it  is  advisable  in  most  cases  to  use 
muriatic  acid  for  acidifying  the  solutions.  If  the  combinations 
of  the  oxydes  in  question  with  tin  are  in  the  solid  form',  the 
operator  should  try  to  disunite  them  by  muriatic  acid.  K  they 
be  insoluble  or  very  sparingly  soluble  in  this  acid,  they  may,  in 
many  cases,  after  careful  pulverisation,  be  dissolved  in  concen- 
trated sulphuric  acid,  diluted  with  a  small  quantity  of  water. 
The  solution  may  then  be  moderately  diluted  with  water,  and 
the  oxydes  of  tin  are  then  precipitated  by  sulphuretted  hydrogen. 
But  if  the  combination  is  likewise  insoluble  in  sulphuric  acid, 
it  must  be  ignited  with  three  or  four  times  its  weight  of  car- 
bonate of  potash  or  of  soda,  after  which  the  mass  will  dissolve  in 
muriatic  acid. 

For  analysing  an  alloy  of  tin  and  of  copper  (gun-metal 
bronze),  Sobrero  employs  dry  chlorine,  a  current  of  which  is 
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passed  upon  a  given  weight  of  the  combination ;  perchloride  of 
tin  is  produced,  which  is  volatile,  and  protochloride  of  copper 
remains. 

SEPARATION  OP  THE  OXYDE8  OF  TIN  FROM  THE  OXYDES  OF 
MERCURY,  OF  SILVER,  OF  COPPER,  OF  BISMUTH,  OF  LEAD, 
AND   OF   CADMIUM. 

These  oxydes  being  capable  of  being  precipitated  from  their 
acid  solutions  by  sulphuretted  hydrogen,  may  be  separated  from 
the  oxydes  of  tin,  by  first  supersaturating  the  solution  with 
ammonia,  and  then  pouring  an  excess  of  hydrosulphuret  of 
ammonia  into  it,  which  dissolves  the  sulphuret  of  tin  only, 
whilst  the  other  metallic  sulphurets  are  left. 

Persulphuret  of  tin  is  much  more  soluble  in  hydrosulphuret 
of  ammonia,  than  protosulphurct  of  tin.  Could  hydrosulphuret 
of  ammonia  be  obtained  perfectly  free  from  all  excess  of  sulphur, 
the  latter  might,  perhaps,  be  insoluble  in  it.  The  best  is  to 
introduce  the  whole  in  a  matras  imperfectly  closed  with  a  cork, 
and  to  leave  it  to  digest  at  a  very  gentle  heat.  The  metallic 
sulphurets,  which  are  insoluble  in  hydrosulphuret  of  ammonia 
separate,  and  the  solution  of  the  sulphuret  of  tin  is  more  easily 
efifected.  If  the  tin  existed  in  the  solution  in  the  state  of  prot- 
oxyde  of  tin,  pulverised  sulphur  is  added  to  the  hydrosulphu- 
ret of  ammonia,  which  converts  it  into  persulphuret  of  tin, 
which  is  very  soluble  in  this  reagent.  The  metallic  sulphurets 
which  have  refrised  to  dissolve,  are  separated  by  filtering ;  they 
are  washed  with  water,  containing  a  little  hydrosulphuret  of 
ammoniay  after  which,  they  are  examined  by  the  methods  which 
have  been  indicated  before,  for  the  purpose  of  determining  the 
quantity  of  the  metals  which  they  contain.  To  the  filtered 
liquor,  diluted  with  water,  enough  muriatic  acid  is  added  to 
render  it  slightly  acid ;  sulphuret  of  tin  separates  under  a  disen- 
gagement of  sulphuretted  hydrogen.  The  Uquor  is  left  to  digest 
at  a  gentle  heat,  until  it  no  longer  exhales  the  odour  of  the  gas, 
and  the  sulphuret  of  tin  is  separated  by  filtering,  which  is  to  be 
converted  into  peroxyde  of  tin,  in  the  manner  described  above. 
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*  When  the  quantity  of  the  tin  dissolved  in  the  state  of  snl- 
phuret  in  hydrosulphuret  of  ammonia,  is  not  very  considerable^ 
and  the  liqaor  contains  no  other  fixed  substances  besides,  it 
may  be  evaporated  to  dryness,  and  the  residuum  cautiously 
ignited,  by  which  means  the  sulphuret  of  tin  is  converted  into 
peroxyde  of  tin. 

If  the  solution  contains  peroxyde,  or  protoxyde  of  tin,  and 
oxyde  of  silver,  hydrosulphuret  of  ammonia,  or  nitric  acid,  should 
be  used  to  separate  their  oxydes  from  each  other,  by  the  process 
which  has  been  described  before.  The  result  is  not  accurate 
when  muriatic  acid  is  poured  in  the  acid  liquor,  to  precipitate 
the  oxyde  of  silver  in  the  state  of  chloride  of  silver,  because  it 
often  happens  that  a  little  peroxyde  of  tin  falls  down  with  the 
chloride  of  silver. 

DETERMINATION  OF  THE  RELATIVE  PROPORTIONS  OF  PROTOXYDE, 
AND  OF  PEROXYDE,  OF  TIN,  WHEN  THESE  TWO  OXYDES 
EXIST    SIMULTANEOUSLY. 

When  a  solution  contains  simultaneously  protoxyde  and 
peroxyde  of  tin,  or  protochloride  and  perchloride  of  tin,  and 
the  operator  wishes  to  determine  the  quantities  of  both,  the 
best  method  is  the  following : — The  solution  of  tin  is  gradually 
poured  in  a  solution  of  perchloride  of  mercury,  a  portion  of 
which  is  converted  by  the  oxyde  of  the  protochloride  of  tin 
into  subchloride  of  mercury,  which  separates  under  the  form  of 
a  crystalline  scaly  precipitate.  This  precipitate  is  collected  on 
a  weighed  filter,  dried  at  a  very  gentle  heat,  and  weighed.  From 
this  weight,  it  is  easy,  with  the  help  of  the  tables,  to  calculate 
the  quantity  of  protoxyde,  or  of  protochloride  of  tin,  existing  in 
the  liquor. 

The  quantity  of  tin  contained  in  another  portion  of  the  liquor, 
is  determined  by  treating  it  by  one  of  the  methods  which  have 
been  indicated  before,  and  preferably  by  sulphuretted  hydrogen. 
It  is  then  easy,  from  the  quantity  of  the  tin  obtained,  to  calcu- 
late that  of  the  perchloride,  or  of  the  peroxyde  of  tin. 

In  precipitating  the  subchloride  of  mercury,  it  is  necessary  to 
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pour  the  solution  of  tin  drop  by  drop^  in  that  of  the  perchloride 
of  mercury,  and  not  vice  versd.  It  is  also  necessaiy  that  there 
should  be  an  excess  of  perchloride  of  mercury^  because,  other- 
wise, the  subchloride  might,  in  either,  case,  be  reduced  into 
metallic  mercury.  Lastly,  it  is  necessary  to  heat  the  whole, 
and  to  sufiTer  a  long  time  to  elapse  before  collecting  the  sub- 
chloride  of  mercury. 


T    ^ 
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CHAPTER    XXXIIL 

TITANIUM. 


DETERMINATION  OF  TITANIC  ACID. 

Ammonia  is  the  best  reagent  for  precipitating  titaninm  finom 
the  solutionB  in  which  it  exists  in  the  state  of  titanic  acid.  The 
precipitate  is  bulky^  and  resembles  that  of  alumina.  A  lai^ 
excess  of  ammonia  should  be  avoided^  which  might  leave 
extremely  small  traces  of  titanic  acid  in  solution  :  wherefore  it 
is  advisable,  after  having  precipitated  bv  ammonia,  to  leave  the 
whole  at  rest  in  a  warm  place,  until  the  greatest  part  of  the 
excess  of  the  volatile  alkali  has  evaporated.  The  voluminous 
precipitate  of  titanic  acid  shrinks  very  much  in  drving.  When 
dry  it  is  ignited,  which  operation  is  accompanied  by  a  disengage- 
ment of  light,  and  weighed.  Ignition  imparts  a  great  lustre  to 
it,  and  a  slightly  broinnish  hue.  The  weighing  must  take  place 
in  a  well  closed  platinum  crucible,  as  soon  as  it  has  cooled, 
because  otherwise,  the  titanic  acid  absorbing  moisture,  would 
increase  a  little  in  weight. 

Titanic  acid  has  very  often  been  precipitated  firom  its  add 
solutions  by  boiling  the  liquor  for  a  long  time,  by  which  means 
the  titanic  acid  became  insoluble  in  the  acid  in  which  it  was  in 
solution,  and  was  thus  obtained  in  the  form  of  a  heavy  precipi- 
tate. But  though  the  liquor  may  be  boiled  ever  so  long,  it 
always  retains  a  certain  quantity  of  titanic  acid,  which  can  be 
obtained  only  by  evaporating  the  whole  to  dryness.     In  filtering 
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the  titanic  acid  precipitated  by  ebullition^  the  liquor  passes  clear 
through  the  filter  so  long  as  it  is  acid^  but  the  moment  one 
attempts  to  wash  it  with  pure  water^  the  filtrate  becomes  milky, 
and  ultimately  carries  all  the  titanic  acid,  so  that  at  last  none  of 
of  it  remains  on  the  filter,  even  though  it  may  be  made  of  strong 
paper.  This  difficulty  can  be  obviated  only  by  using  acidulated 
water  for  the  washing,  but  this  always  dissolves  a  little  titanic 
acid.  The  only  case  in  which,  according  to  Berzelius,  titanic 
acid  can  be  wholly  precipitated  by  boiling  when  the  liquor  has 
been  diluted  with  a  great  quantity  of  water,  is  when  it  exists  in 
solution  in  sulphuric  acid. 

The  reasons  just  mentioned  oppose  the  separation  of  titanic 
acid  from  other  substances  by  boiling  the  acid  solution  in  which 
these  other  substances  remain  dissolved.  Even  though  the  titanic 
acid  may  have  been  totally  precipitated,  which  is  not  the  case, 
this  method  of  analysis  could  not  be  adopted.  Some  chemists 
have  proposed  to  wash  the  titanic  acid  precipitated  by  ebulli- 
tion with  solution  of  ammoniacal  salts,  asserting  that  this  pre- 
vented the  liquor  from  passing  milky  through  the  filter;  but 
this  does  not  prevent  it,  or  else  the  titanic  acid  blocks  up  the 
pores  of  the  filtering  paper,  so  that  the  washing  cannot  be 
carried  on.  By  adding  a  little  ammonia  to  the  water  so  used 
for  washing,  its  passage  through  the  filter  may  be  facilitated, 
but  when  the  substance  which  has  to  be  separated  from 
titanic  acid  is  capable  of  being  precipitated  by  ammonia,  this 
addition  evidently  annihilates  the  object  which  this  washing  was 
intended  for. 

It  has  also  been  proposed,  after  having  precipitated  the  titanic 
acid  by  ebullition,  to  evaporate  the  acid  solution  to  dryness,  or 
nearly  so,  and  to  treat  the  residuum  with  pure  water  or  with 
acidified  water ;  but  all  these  methods  are  too  imperfect  to  give 
results  even  approximatively  accurate. 

Wherefore,  when  titanic  acid  has  to  be  quantitatively  sepa- 
rated from  foreign  substances  another  method  must  be  adopted ; 
but  this  separation  is  often  attended  with  so  many  difficulties. 
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that  it  is  yet  far  from  being  effected  in  a  rigorous  and  accurate 
manner. 

*  When  titanic  acid  has  been  ignited^  it  is  as  completely 
insoluble  in  muriatic  acid  as  that  foimd  in  nature  under  the 
name  of  rutile ;  if  it  is  not  then  perfectly  pure  and  the  quantity 
of  foreign  substances  mixed  with  it  has  to  be  determined,  it 
should  be  levigated,  mixed  in  a  platinimi  crucible  with  three  or 
four  times  its  weight  of  carbonate  of  potash  or  of  soda,  and  the 
whole  is  ignited.  The  calcining  must  be  effected  slowly  and 
with  moderation,  for  if  the  heat  were  too  strong  and  applied  too 
rapidly,  the  titanic  acid  would  expel  the  carbonic  acid  from  the 
alkaline  carbonate  too  rapidly,  and  a  loss  might  be  sustained  by 
projection.  In  fusing  titanic  with  the  alkaline  carbonates  the 
same  precaution  must  be  taken  as  during  the  fusion  of  silicic 
acid  or  of  the  silicates  with  these  substances.     We  shall  describe 

*  frilly  these  precautions  farther  on.  The  titanate  of  alkali  which 
is  thus  obtained  is  completely  soluble  in  dilute  muriatic  acid ; 
heat  must  be  eschewed  during  this  solution. 

*  The  titanic  acid  and  the  substances  which  were  combined 
with  it  is  determined  in  the  liquor. 

In  order  to  render  calcined  titanic  acid  soluble  in  acids,  it  may 
also  be  heated  with  concentrated  sulphuric  acid  diluted  with  its 
own  bulk  of  water,  and  when  the  titanic  has  dissolved,  the 
solution  is  diluted  with  water.  This  process  may  be  employed 
to  dissolve  rutile,  and  in  general  all  the  combinations  of  titanic 
acid  which  are  insoluble  in  acids. 


SEPARA.TION  OF  TITANIC  ACID  FROM  THE  OXTDES  OP  TIN,  OF 
GOLD,  OF  PLATINUM,  OF  OSMIUM,  OF  IRIDIUM,  PALLADIUM, 
MERCURY,  SILVER,  COPPER,  BISMUTH,  LEAD,  AND    CADMIUM. 

As  titanic  acid  is  not  precipitated  from  acid  solutions  by 
sulphuretted  hydrogen,  it  may  be  separated  from  all  the  above 
oxydes  by  means  of  this  reagent,  which  precipitates  them  from 
their  acid  solutions  in  the  state  of  metallic  sulphurets. 
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SEPARATION    OF    TITANIC    ACID    FROM    THE    OXYDES    OF    COBALT^ 
OF    ZINC,    OF    IRON,    AND    OF    MANGANESE. 

The  following  method  may  be  employed  to  separate  titanic 
acid  from  the  oxydes,  which,  like  those  of  cobalt,  zinc,  iron, 
manganese,  are  precipitated  from  a  neutral  or  alkaline  solution 
by  hydrosulphuret  of  ammonia  in  the  state  of  metallic  sul- 
phnret.  To  the  solution,  which  ordinarily  is  acid,  a  solution 
of  tartaric  acid  is  added,  which  prevents  not  only  titanic  acid, 
but  nearly  all  the  oxydes  by  which  it  may  be  accompanied,  from 
being  precipitated  by  ammonia.  The  solution  is  then  supersa- 
turated by  ammonia,  which  produces  no  precipitate  provided 
enough  tartaric  acid  has  been  employed.  To  this  ammoniacal 
liquor  hydrosulphuret  of  ammonia  is  added,  which  precipitates 
the  other  oxydes  in  the  state  of  metallic  sulphurets  whilst 
the  titanic  acid  remains  in  the  solution.  The  metallic  sulphur 
rets  are  collected  on  a  filter,  and  washed  with  water,  to  which 
a  little  hydrosulphuret  of  ammonia  has  been  added.  The 
quantity  of  the  oxydes  contained  in  the  solution  may  be  deter- 
mined from  these  sulphurets  in  the  manner  which  has  been 
described  before. 

It  is  now  more  difficult  to  determine  the  quantity  of  the  titanic 
acid  contained  in  the  filtered  liquor.  If  this  liquor  contains 
no  other  fixed  substance  besides  titanic  acid,  the  excess  of 
hydrosulphuret  of  ammonia  needs  not  be  destroyed  by  the 
addition  of  an  acid ;  it  is  immediately  evaporated  to  dryness^ 
and  the  residuum  is  ignited  in  contact  with  the  air  in  a  platinum 
crucible,  or  capsula  of  a  known  weight,  until  all  the  volatile 
substances  have  evaporated,  and  the  carbon  of  the  tartaric  acid 
is  completely  burnt.  There  remains  titanic  acid  only,  the 
weight  of  which  may  be  determined.  It  is  difficult,  however, 
to  bum  the  carbon  completely  in  a  platinum  crucible  by  an 
argand  spirit-lamp ;  but  this  combustion  is  easily  and  completely 
effected  by  putting  the  counterpoised  platinum  crucible  in  the 
muffle  of  a  small  assay  furnace.  If  the  tartaric  acid  employed 
contained  dry  lime,  which  is  always  the  case  with  that  obtained 
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from  chemical  works,  the  whole  of  this  lime  remains  with  the 
titanic  acid,  the  weight  of  which  is,  of  course,  apparently  very 
much  reduced  thereby.  In  such  a  case,  the  titanic  acid  obtained 
should  be  mixed  with  three  or  four  times  its  weight  of  dry 
carbonate  of  potash  or  of  soda^  and  the  whole  fused  in  a  platinum 
crucible.  Dilute  muriatic  acid  is  then  poured  upon  the  fused 
mass,  which  dissolves  completely  in  it,  provided  heat  has  been 
avoided.  The  solution  is  diluted  with  water,  and  the  titanic 
acid  is  precipitated  therefrom  by  ammonia. 

This  method  is  principally  applicable  to  separate  titanic  add 
firom  the  oxydes  of  iron,  with  which  it  is  met  with  in  native 
compounds.  But  as  titanic  acid  is  ordinarily  united  both  with 
proto  and  peroxyde  of  iron  simultaneously,  the  analysis  must 
be  executed  upon  two  distinct  portions  of  the  compound.  After 
having  levigated  and  dried  these  two  portions,  the  weight  of 
which  must  be  previously  ascertained,  they  are  put  in  a  flask 
hermetically  closed  with  a  glass  stopper,  and  they  are  dissolved 
therein  by  strong  muriatic  acid;  the  residuum  left  is  very 
small,  and  consists  of  impure  titanic  acid.  A  solution  of  soda- 
chloride  of  gold  is  added  in  order  to  calculate  from  the  quantity 
of  the  gold  which  precipitates  that  of  the  protoxyde  of  iron 
contained  in  the  substance,  according  to  the  method  which  has 
been  described  (page  111).  The  precipitated  gold  is  weighed 
and  dissolved  in  weak  aqua  regia,  which  leaves  impure  titanic 
agid;  this  residuum  is  ignited,  its  weight  is  determined,  and 
deducted  from  that  of  the  mass,  as  if  it  were  an  unessential 
part  of  the  combination.  To  the  other  solution,  one  of 
sulphuretted  hydrogen  is  added  in  order  to  determine  the 
quantity  of  peroxyde  of  iron,  as  we  said  (page  107).  The 
sulphur  obtained  is  weighed  upon  a  counterpoised  filter,  and 
burnt.  A  small  quantity  of  impure  titanic  acid  is  left,  the 
weight  of  which  is  determined  and  deducted  both  from  that  of 
the  sulphur  and  from  that  of  the  compound  experimented  upon. 
The  liquor  separated  firom  the  sulphur  by  filtering  is  mixed  with 
tartaric  acid,  supersaturated  with  ammonia,  and  then  hydro- 
sulphuret  of  ammonia  is  poured  in,  by  which  the    iron   is 
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precipitated  in  the  state  of  sulphuret^  which  is  afterwards  con- 
verted into  peroxyde  of  iron  according  to  the  process  described 
(page  84)^  and  firom  which  the  quantity  of  the  iron  in  the 
substance  is  determined.  The  quantity  of  iron  thus  found 
must  agree  with  that  which  is  indicated  by  calculations  in  proto 
and  in  peroxyde  of  iron.  The  titanic  acid  may  be  afterwards 
determined  in  the  liquor  filtered  from  the  sulphuret  of  iron. 

*  Mosander  follows  another  method  of  analysis  for  the  com- 
bination of  titanic  acid  with  the  oxydes  of  iron.  Aflier  having 
levigated  the  combination  and  dried  the  powder  thus  obtained, 
he  weighs  a  portion  of  the  latter,  introduces  it  in  a  porcelain 
tube  and  ignites  it  therein  in  the  midst  of  a  stream  of  pure 
hydrogen  gas,  previously  exsiccated  by  chloride  of  calcium,  until 
water  ceases  to  be  produced  by  the  decomposition  of  the  oxydes 
of  iron,  which  period  may  be  easily  ascertained  by  means  of  a 
glass  tube  connected  with  that  of  porcelain,  and  in  which  the 
aqueous  vapours  carried  ofi^  by  the  hydrogen  gas  are  condensed. 
The  tube  is  maintained  at  a  red  heat  for  half  an  hour  after  the 
moment  when  it  is  observed  that  water  ceases  being  produced. 
The  experiment  is  completed  in  about  two  hours  and  a  half  or 
three  hours.  The  combination  being  withdrawn  from  the 
porcelain  tube,  must  be  put  in  a  porcelain  capsule,  for  if  one  of 
platinum  were  employed  a  small  portion  of  the  reduced  iron 
would  combine  with  the  platinum.  The  loss  of  weight  sus- 
tained by  the  combination  indicates  the  quantity  of  the  oxygen 
disengaged  therefrom. 

The  residuum  which  is  left  to  cool  in  the  stream  of  hydrogen  is 
found  slightly  agglomerated.  It  is  weighed,  treated  by  dilute 
muriatic  acid,  by  which  the  iron  is  dissolved  under  disengage- 
ment of  hydrogen  gas.  Yet  it  was  necessary  to  employ  stronger 
muriatic  acid,  and  to  leave  the  whole  to  digest  in  a  warm  place, 
in  order  to  extract  the  last  portions  of  the  iron,  because  the 
presence  of  titanic  acid  prevented  the  reagent  from  coming 
in  close  contact  with  the  metal.  The  titanic  acid  remains 
insoluble. 
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The  iron  in  the  muriatic  acid  solution  is  determined  in  the 
usual  manner.  If^  besides  the  oxydes  of  iron  and  titanic  acid, 
the  combination  contains  other  substances,  they  may  be  disen- 
gaged from  the  oxydes  of  iron  by  the  methods  which  have  been 
described  before.  After  having  evaporated  to  dryness  the 
solution  from  which  the  peroxyde  of  iron  has  been  precipitated, 
and  ignited  the  dry  mass,  a  small  quantity  of  residuum,  insoluble 
in  muriatic  acid,  is  sometimes  obtained,  which  consists  of  titanic 
acid  mixed  with  a  little  silicic  acid. 

The  titanic  acid  undissolved  by  muriatic  acid  is  never  per- 
fectly pure,  and  has  a  more  or  less  lead-grey  colour.  Ignited  in 
the  open  air,  after  having  been  first  dried,  it  assumes  a  more  or 
less  deep  rusty  colour,  and  loses  about  one-half  per  cent,  of  its 
weight.  The  grey  colour  is  therefore  owing  to  the  presence  of 
a  small  quantity  of  carbon. 

The  titanic  acid  is  afterwards  dissolved  by  ebullition  in  con- 
centrated sulphuric  acid  diluted  with  a  little  water.  This  acid 
sometimes  leaves  a  small  quantity  of  silicic  acid. 

The  acid  solution  is  evaporated  in  order  to  expel  the 
excess  of  sulphuric  acid.  The  residuum  is  dissolved  in  water, 
and  the  solution  is  treated  by  sulphuretted  hydrogen,  which 
precipitates  a  small  quantity  of  sulphuret  of  tin.  Tartaric  acid 
is  then  added  to  the  liquor,  and  supersaturated  with  ammonia ; 
hydrosulphuret  of  ammonia  precipitates  therefrom  slight  traces 
of  sulphuret  of  iron  and  sometimes  of  sulphuret  of  manganese. 

According  to  Berthier,  titanic  acid  may  be  separated  from  the 
oxydes  of  iron,  and  also  from  those  of  manganese,  of  zinc,  of 
cobalt,  of  nickel,  and  of  uranium,  by  the  method  which  is 
employed  for  separating  zirconia  from  the  oxydes  of  iron 
(page  93). 

SEPARATION    OF   TITANIC    ACID    FROM    ZIRCONIA. 

The  greatest  difficulties  are  met  with  when  the  object  in  view 
is  the  separation  of  titanic  acid  from  substances  which  cannot  be 
precipitated  in  the  state  of  metallic  sulphurets  by  sidphuretted 
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hydrogen^  or  by  hydrosulphuret  of  ammonia^  but  which  are 
precipitated  like  titanic  acid  by  ammonia.  Titanic  add  is  often 
met  with  in  nature^  combined  with  some  of  these  substances^ 
especially  with  zirconia.  We  are  as  yet  in  possession  of  no 
method  by  which  the  two  oxydes  may  be  quantitatively  separated 
from  each  other^  on  account  of  the  many  properties  which  are 
common  to  both  of  them. 

SEPARATION    OF    TITANIC    ACID    FROM    THE     OXYDES    OF    CERIUM 

AND    FROM   YTTRIA. 

Titanic  acid  is  likewise  difficult  to  separate  from  the  oxydes 
of  cerium  and  from  yttria,  which  two  substances  it  is  often 
met  with  in  a  combined  state  in  nature.  The  only  way  of  sepa- 
rating it  from  these  substances  is  by  boiling  the  solution  for  a 
long  time  in  sulphuric  acid  diluted  with  water^  by  which  means 
the  titanic  acid  is  precipitated.  After  having  collected  the  latter 
upon  a  filter,  the  oxydes  of  cerium  and  the  yttria  are  separated 
from  the  filtered  liquor  in  the  manner  which  has  been  described 
(page  63).  The  separation  cannot  be  effected  by  means  of 
carbonate  of  ammonia,  because  titanic  acid  is  not  absolutely 
insoluble  in  that  reagent. 

SEPARATION     OF    TITANIC    ACID     FROM    GLUCINA    AND    ALUMINA. 

Titanic  acid  may  be  separated  from  glucina  and  alumina  in 
the  same  manner.  The  separation  cannot  be  effected  by  solution 
of  pure  potash,  because  titanic  acid  is  not  entirely  insoluble 
therein. 

SEPARATION    OF    TITANIC    ACID    FROM    MAGNESIA. 

Titanic  acid  may  be  separated  from  magnesia  by  means  of 
ammonia,  afl^er  having  added  muriate  of  ammonia  to  the  liquor 
in  sufficient  quantity  to  prevent  the  precipitation  of  the 
magnesia. 
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SEPARATION    OF   TITANIC    ACID    FROM    LIME. 

Titanic  acid  may  very  well  be  precipitated  from  lime  by  means 
of  ammonia.  Titanic  acid  is  found  combined  with  lime  in  tbe 
mineral  called  sphene  or  titanite.  It  is  only  necessary,  pending 
the  filtering,  to  shelter  the  precipitated  titanic  acid  from  the 
contact  of  the  air,  in  order  to  prevent  its  being  contaminated  by 
carbonate  of  lime. 

SEPARATION  OF  TITANIC  ACID  FROM  STRONTIA  AND  FROM  BARYTA. 

Titanic  acid  may  be  separated  from  these  earths  by  sulphuric 
add,  by  which  the  latter  substances  are  both  precipitated. 

SEPARATION    OF   TITANIC    ACID    FROM   THE    ALKALIES. 

Ammonia  is  the  reagent  employed  to  separate  titanic  acid 
from  the  fixed  alkalies. 

*  When  titanic  acid  is  combined  with  the  ^ed  bases,  these 
combinations  are  soluble  in  muriatic  acid,  even  after  ignition. 
This  takes  place,  for  example,  with  the  combinations  of  titanic 
acid  with  protoxyde  of  iron,  peroxyde  of  iron  and  lime  which  are 
found  in  the  native  state.  The  combinations  of  titanic  acid  with 
potash  and  soda  which  are  manufactured,  are  soluble  likewise 
in  muriatic  acid,  even  after  ignition,  provided  they  do  not  con- 
tain too  little  alkali  and  too  large  a  proportion  of  titanic  acid.  In 
order  to  render  the  native  titanates  soluble  in  this  acid  they 
should  be  reduced  to  fine  powder  by  levigation,  and  dried  at  a 
gentle  heat ;  they  are  then  weighed,  and  strong  muriatic  acid  is 
poured  upon  them  in  a  flask  capable  of  being  hermetically 
closed  with  a  glass  stopper.  They  are,  it  is  true,  dissolved  thereby 
very  slowly,  but  yet  completely.  Ordinarily  there  remains  a 
small  quantity  of  impure  titanic  acid,  the  quantity  of  which  is 
determined.  By  applying  a  very  moderate  heat,  these  titanates 
dissolve  more  rapidly  in  muriatic  acid,  but  great  caution  is  then 
required,  because  a  stronger  heat  would  precipitate  the  dissolved 
titunio  acid  in  an  insoluble  state. 
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The  combinations  which  are  not  very  soluble  in  muriatic  acid 
are  rendered  more  easily  soluble  therein,  by  reducing  them 
into  very  fine  powder  and  fusing  them  with  carbonate  of  potash 
or  of  soda,  and  treating  the  fused  mass  by  muriatic  acid, 
or  by  digesting  them  in  concentrated  sulphuric  acid,  as  we 
said  before. 
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CHAPTER   XXXIV, 

ANTIMONY. 


DETERMINATION   OF   ANTIMONY  AND   OF  ITS  OXYDES. 

Whether  antimony  exists  in  solutions  in  the  state  of  oxyde  of 
antimony^  antimonious^  or  antimonic  acid^  it  cannot  be  precipi- 
tated therefrom  in  a  complete  manner  except  by  passing  a  current 
of  sulphuretted  hydrogen  through  the  diluted  acid  liquor^  by  which 
an  orange-red  precipitate  of  sulphuret  of  antimony  is  produced. 
When  the  solution  contains  oxyde  of  antimony^  the  precipitate 
has  a  brick-red  colour;  if  it  contains  antimonious  or  antimonic 
acid,  the  colour  of  the  precipitate  inclines  to  yellow,  but  these 
tinges  depend  upon  the  greater  or  less  state  of  dilution  of  the 
liquor,  so  that  in  certain  circumstances  a  precipitate  of  sulphu- 
ret of  antimony  obtained  from  a  solution  of  antimonic  acid  may 
be  altogether  red,  which  happens  especially  when  the  solution 
of  the  antimonic  acid  has  been  eflfected  by  organic  acids  only, 
and  not  by  muriatic  acid,  in  which  case,  that  is,  if  muriatic  acid 
is  altogether  absent,  the  antimony  is  difficultly  precipitated 
in  a  complete  manner  from  the  solution,  by  sulphuretted 
hydrogen,  and  not  less  difficultly  washed  with  pure  water. 

As  the  concentrated  acid  solutions  of  antimony  are  generaUy 
decomposed  and  yield  a  white  precipitate  by  dilution  with  water, 
it  is  advisable  before  pouring  water  to  add  pure  tartaric  add 
thereto  in  sufficient  quantity.  After  this  addition  they  may  be 
diluted  to  any  degree  without  their  becoming  milky.  It  is  pru- 
dent to  adopt  this  precaution  as   much  as  possible,  for  it  is 
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always  better  to  pass  sulphuretted  hydrogen  through  a  clear 
solution  than  through  a  milky  liquor,  because  in  the  latter  case 
it  may  often  happen  that  a  portion  of  the  precipitate,  especially 
when  it  is  heavy,  escapes  the  action  of  the  sulphuretted  hydrogen. 

After  having  passed  sulphuretted  hydrogen  to  perfect  super- 
saturation,  so  that  it  smells  strongly  of  the  gas^  it  is  left  at  rest 
in  a  moderately  warm  place  until  the  odour  of  sulphuretted 
hydrogen  has  disappeared.  This  precaution  is  indispensable, 
because  the  liquid  saturated  with  sulphuretted  hydrogen  retains 
in  solution  pretty  considerable  traces  of  sulphuret  of  antimony, 
which  are  entirely  precipitated  when  the  whole  of  the  sulphu- 
retted hydrogen  has  escaped.  This  is  especially  the  case  when 
the  solution  contained  antimonious  or  antimonic  acid,  but  less 
so  when  it  is  oxyde  of  antimony.  The  sulphuret  of  antimony  is 
collected  upon  an  exactly  counterpoised  filter,  washed  with  pure 
water,  and  dried  at  an  extremely  gentle  heat  until  it  ceases  to 
lose  weight,  and  it  is  then  weighed. 

It  is  only  in  a  very  small  number  of  cases  that  the  quantity 
of  antimony  can  be  calculated  from  the  weight  of  the  sulphuret 
of  antimony.  It  can  be  done  only  when  the  operator  knows  in 
a  positive  manner  that  the  metal  existed  in  the  solution  in  the 
state  of  oxyde  of  antimony.  Now  this  is  the  case  only  when 
oxyde  of  antimony,  or  the  sulphurets  of  that  metal,  have  been 
dissolved  in  concentrated  muriatic  acid ;  but  even  then  the  sul- 
phuret of  antimony  contains  a  certain  quantity  of  sulphur  in 
excess  which  has  separated  from  the  solution,  and  which  comes 
from  the  free  sulphuretted  hydrogen  dissolved  therein,  and 
which  the  air  decomposes,  so  that  in  such  a  case  the  determina- 
tion of  antimony  as  sulphuret  is  uncertain.  In  aqua  regia 
solutions  the  product  is  always  a  mixture  of  several  degrees  of 
oxydisation  of  antimony,  and  in  presence  of  tartaric  acid  the 
precipitate  obtained  from  the  solutions  of  antimonious  acid  is  a 
sulphuret  of  antimony  which  does  not  correspond  to  this  degree 
of  oxydisation  of  the  metal,  but  one  which  corresponds  to  that 
of  antimonic  acid. 

When,   however,  the  quantity  of  antimony  or  of  oxyde  of 
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antimony  has  to  be  determined  from  the  weight  of  a  dry  sul- 
phuret  of  antimony  precipitated  firom  a  solution  of  antimonic 
acid^  the  operator  must  never  neglect  to  treat  a  small  quantity  of 
it  by  concentrated  muriatic  acid ;  if  it  dissolves  completely  in  this 
acid  Tfith  disengagement  of  sulphuretted  hydrogen^  we  may  be 
certain  that  it  corresponds  to  peroxyde  of  antimony,  but  if  a  resi- 
duum of  sulphur  is  obtained,  the  operator  must  examine  how 
much  antimony  a  known  weight  of  sulphuret  contains,  and  de- 
termine from  it  the  total  quantity  of  the  metal.  This  research 
must  always  be  made  when  the  antimony  existed  at  a  higher 
degree  of  oxydisation  in  the  liquor  from  which  it  has  been  pre- 
cipitated by  sulphuretted  hydrogen  gas. 

There  are  two  methods  of  determining  how  much  antimony 
the  sulphuret  obtained  contains,  between  which  the  operator 
may  choose.  One  of  these  methods  is  the  following :  After 
having  weighed  accurately  the  dry  sulphuret  with  the  filter,  as 
much  of  it  as  can  be  removed  firom  the  filter  without  rubbing  it, 
is  put  in  a  matras ;  the  filter  is  then  weighed  with  that  which  may 
still  adhere  to  it,  in  order  to  ascertain  with  precision  the  quantity 
of  sulphuret  upon  which  the  experiment  will  be  performed. 

Fuming  nitric  acid  is  poured  in  the  matras  drop  by  drop, 
and  with  the  utmost  care,  so  as  to  avoid  the  projection  which 
might  result  firom  too  violent  an  action  of  the  acid.  A  larger 
proportion  of  nitric  acid  is  then  poured  in,  and  as  much  muri- 
atic acid  as  is  sufficient  to  dissolve  the  antimony  in  a  complete 
manner  is  added.  If  instead  of  fimiing  nitric  acid  a  weaker 
nitric  acid  or  moderately  strong  aqua  regia  was  used,  it  might 
happen  that  a  slight  trace  of  sulphuretted  hydrogen  would  be 
disengaged  from  very  fine  particles  of  the  sulphuret  of  antimony 
in  a  great  state  of  division,  which  should  be  carefiilly  guarded 
against .  A  weaker  nitric  acid,  however,  may  be  employed  to  oxy disc 
the  sulphuret  of  antimony,  only  the  operator  must  in  that  case 
heat  it  almost  to  ebullition  before  pouring  it  on  the  sulphuret ; 
muriatic  acid  is  subsequently  added,  in  order  to  dissolve  in  a 
complete  manner  the  antimony  which  has  thus  been  oxydised. 
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The  aqua  regia  is  then  left  to  digest  on  the  sulphuret  until 
the  sulphur  remains  of  a  pure  yellow  colour,  or  until  it  is  alto- 
gether dissolved.  Ordinarily  the  sulphur  is  oxydised  in  a  com- 
plete manner  when  strong  fuming  nitric  acid  has  been  employed, 
or  if  any  of  it  remains,  the  quantity  is  always  very  slight ;  a 
suitable  quantity  of  muriatic  acid  is  then  added  to  the  liquor ; 
it  is  then  diluted  with  water,  and  the  sulphur  which  may  have 
remained  undissolved  is  collected  upon  a  very  small  filter,  dried 
with  care  at  an  extremely  gentle  heat,  and  its  weight  is  deter- 
mined. A  solution  of  chloride  of  barium  is  poured  in  the 
filtered  liquor  until  it  ceases  to  produce  a  precipitate;  the  whole 
is  then  very  moderately  heated,  in  order  that  the  precipitated 
sulphate  of  baryta  may  settle  well.  It  is  collected  on  a  filter 
and  washed.  In  this  case  the  washing  of  the  sulphate  of  baryta 
produced  requires  a  long  time,  on  account  of  the  presence  of 
nitric  acid ;  warm  water  should  be  used  for  the  purpose.  When 
the  salt  is  dry  it  is  ignited  and  the  weight  is  determined,  from 
which  the  operator  calculates  the  quantity  of  sulphur  which  it 
contains.  When  some  sulphur  has  remained  in  an  insoluble 
state  during  the  treatment  of  the  sidphuret  by  aqua  regia,  its 
quantity  is  added  to  that  which  exists  in  the  sulphate  of  baryta. 
The  whole  of  the  sulphur  is  then  deducted  from  the  quantity  of 
sulphuret  upon  which  the  experiment  has  been  performed,  and 
the  operator  thus  learns  how  much  antimony  this  sulphuret 
contained. 

*  If  the  quantity  of  tartaric  acid,  added  to  the  solution  of 
oxyde  of  antimony,  is  very  considerable,  the  precipitated  sul- 
phate of  baryta  contains  a  little  tartrate  of  baryta,  which  cannot 
be  eliminated,  even  by  the  most  careful  washing.  This 
tartrate  is  converted  into  carbonate  of  baryta  by  ignition. 
Wherefore,  in  rigorously  accurate  analysis,  it  is  necessary,  if 
the  quantity  of  the  sulphate  of  baryta  is  at  all  considerable,  to 
digest  it  in  dilute  muriatic  acid,  after  previously  igniting  and 
weighing  it.  The  solution  is  filtered,  and  by  adding  a  few 
drops  of  sulphuric  acid,  the  baryta  in  solution  is  precipitated  in 
the  state  of  sulphate,  the  weight  of  which  is  ascertained  and  from 
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which^  that  of  the  carbonate  may  then  be  known  and  deducted 
from  that  of  the  sulphate  of  baryta^  obtained  in  the  first 
instance. 

The  other  method  of  determining  the  quantity  of  antimony 
contained  in  the  sulphuret,   consists  in   weighing  a  certain 
quantity  of  sulphuret^   and  heating  it  in  an  atmosphere  of 
hydrogen^  by  which  means^  metallic  antimony  is  obtained^  the 
weight  of  which  is  determined.     In  order  to  effect   this,  an 
apparatus  similar  to  that  for  the  reduction  of  oxyde  of  cobalt, 
represented,  page  128,  is  employed.     After  having  dried  the 
sulphuret  of  antimony  upon  a  weighed  filter,  and  weighed  the 
sulphuret  itself,  the  greatest  portion  of  it  is  introduced  into  an 
accurately  weighed  apparatus,  consisting  of  a  glass-bulb,  on 
each  side  of  which  a  glass  tube  is  soldered.     The  whole  portion 
is  introduced  into  the  bulb,  and  the  tubes  on  each  side  of  the 
glass  bulb  are  cleaned  with  the  feather  of  a  pen.    The  apparatus 
is  then  weighed,  in  order  to  ascertain  the  weight  of  the  sul- 
phuret  about  to  be  treated.     Everything  being  ready,  a  current 
of  dry  hydrogen  gas  is  passed  through  the  apparatus,  and  when 
filled  with  it,  the  bulb  containing  the  sulphuret  of  antimony  is 
gradually  heated.     If  the  composition  of  the  latter  is  such  that 
it  corresponds  to  that  of  oxyde  of  antimony,  the  whole  of  the 
sulphur  is  converted  into  sulphuretted  hydrogen^  and  the  anti- 
mony remains;  if,  on  the  contrary,  it  is  a  higher  degree   of 
sulphuration,  or  a  mixture  of  several  degrees  of  sulphuration, 
there  remains  metallic  antimony  likewise ;  but  sulphur  is  first 
sublimed,  and  sulphuretted  hydrogen  is  formed  afterwards.  The 
sulphur  is  deposited  first  at  the  upper  part  of  the  bulb,  but  on 
continuing  the  heat,   and   by  the   effect    of   the  current  of 
hydrogen,  it  is  driven  towards  the  extremity  of  the  glass  tube 
at  the  end  of  the  apparatus.     By  means  of  a  small  spirit-lamp, 
this  sulphur  is  expelled  from  the  tube  as  fast  as  it  sublimes,  and 
when  the  operator  perceives  that  no  more  sulphur  is  volatilised, 
and  that  the  production  of  the  sulphuretted  hydrogen  has 
ceased,  the  apparatus  is  suffered  to  cool,  the  current  of  hydrogen 
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being  continued  during  the  time.  When  the  apparatus  has 
completely  cooled^  it  is  taken  to  pieces,  and  the  loss  of  weight 
was  sulphur,  the  remainder  is  antimony. 

*  When  it  is  wished  to  convert  sulphuret  of  antimony  into 
metallic  antimony,  by  means  of  hydrogen  gas,  the  heat  is 
removed,  when,  upon  lighting  the  gas,  the  odour  of  sulphurous 
acid  ceases  to  be  smelt,  or  better  still,  when,  by  holding  a  glass 
rod,  moistened  with  ammonia,  at  a  short  distance  from  the 
flame,  no  white  clouds  are  produced. 

This  method  gives  an  accurate  result  only,  when  the  experiment 
is  performed  with  the  requisite  care.  It  is  impossible  to  prevent 
the  sublimation  of  a  small  portion  of  antimony,  which  deposits  at 
the  upper  part  of  the  bulb,  and  which  penetrates  even  in  the 
tube,  when  the  heat  employed  in  the  operation  has  been  strong. 
If,  on  the  contrary,  the  heat  is  too  feeble,  the  sulphur  is  not 
totally  expelled  from  the  sulphuret  of  antimony.  Moreover, 
the  hydrogen  really  carries  away  an  extremely  slight  quantity 
of  antimony,  owing  to  which,  it  bums  towards  the  end  with  an 
almost  imperceptible  fume  of  antimony,  and  which  deposits 
very  slight  traces  of  oxyde  of  antimony  at  the  orifice  of  the 
tube  at  which  the  gas  is  inflamed.  In  consequence  of  this,  it 
generally  occurs  that  in  most  analyses  the  operator  obtains  a 
little  less  antimony,  and  a  little  more  sulphur  than  should  be 
obtained,  because  the  quantity  of  the  sulphur  is  calculated  from 
the  loss  of  weight.  The  quantity  of  antimony  thus  lost  does 
not  generally  amount,  however,  to  more  than  one  quarter  of  a 
hundredth  part  at  most,  when  the  experiment  has  been  conducted 
with  proper  care ;  with  less  care,  it  may  amount  to  one  half,  or 
even  to  one  per  cent.  The  more  slowly  the  sulphuret  of  anti- 
mony is  heated  at  the  beginning,  the  less  is  the  quantity  of  the 
antimony  volatilised.  It  is  only  towards  the  end  that  a  stronger 
heat  must  be  employed  for  a  short  time.  The  reduced  antimony 
does  not  frise  into  a  lump,  but  remains  in  the  form  of  small 
metallic  grains.  If,  whilst  the  current  of  hydrogen  gas  is 
passing,  the  sulphuret  has  been  gently  heated  for  a  long  time, 
the  antimony  reduced  presents  crystalline  facets,  the  lustre  of 
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which  makes  the  antimony  appear  of  a  blacker  colour  than  that 
reduced  under  the  influence  of  a  stronger  heat. 

The  high  degrees  of  sulphuration  of  antimony  might  be 
reduced  to  the  lower  degrees,  by  heating  them  out  of  the  con- 
tact of  the  air,  and  the  quantity  of  the  antimony  might  be 
calculated  therefrom ;  but  this  process  does  not  yield  accurate 
results,  both  because  the  lowest  degree  of  sulphuration  of  anti- 
mony  is  not  perfectly  fixed  in  the  fire,  and  because  the  atmo- 
spheric air  contained  in  the  small  retort,  or  matrass,  which  must 
be  employed  in  the  experiment,  would  form  a  little  oxyde  of 
antimony,  which,  uniting  with  the  sublimed  sulphur  in  the  neck 
of  the  retort,  would  form  a  combination  of  sulphuret,  and  of 
oxyde  of  antimony.  This  difficulty,  however,  might  be  got 
over  by  heating  the  substance  in  an  atmosphere  of  carbonic  acid. 


SEPARATION    OF    ANTIMONY    PROM    OTHER    METALS. 

As  to  the  manner  of  separating  antimony  from  other  metals, 
a  method  often  employed  for  the  analysis  of  alloys,  is  that 
by  nitric  acid,  which  oxydises  antimony,  and  leaves  the  oxyde  of 
that  metal  in  an  insoluble  state,  whilst  the  oxydes  of  the  other 
metals  are  dissolved  by  that  acid.  Yet,  for  the  analysis  of  the 
alloys  of  antimony,  nitric  acid  does  not  yield  so  accurate  a 
result  as  that  which  is  obtained  when  nitric  acid  is  employed 
to  separate  tin  from  other  metals.  Oxyde  of  antimony  is  not 
as  insoluble  in  nitric  acid  as  peroxyde  of  tin,  owing  to  which, 
the  filtrate  contains,  besides  the  dissolved  oxydes,  pretty  con- 
siderable traces  of  oxyde  of  antimony.  The  analysis  of  the 
combinations  of  antimony  by  nitric  acid,  gives  a  sufficiently 
exact  result  for  technological,  but  it  should  not  be  employed 
for  scientific  purposes.  The  best  method  of  isolating  antimony 
from  other  metals,  consists  in  dissolving  the  compound  in  aqua 
regia,  and  separating  the  dissolved  antimony  from  the  other 
metals  by  sulphuretted  hydrogen,  and  hydrosulphuret  of 
ammonia. 


I 
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SEPARATION    OF    ANTIMONY    FROM    TIN. 

Antimony  may  be  separated  from  the  metals  hitherto  treated 
of,  or  its  oxyde  from  their  oxydes,  by  the  methods  which  will  be 
explained  ferther  on,  but  which  cannot  be  applied  to  tin,  or  its 
oxydes,  because  tin  and  antimony,  as  well  as  oxyde  of  antimony, 
and  peroxyde  of  tin,  are  dissolved  and  precipitated  by  the 
same  reagents. 

According  to  Gay  Lussac,  the  separation,  and  quantitative 
determination  of  these  two  substances  may  be  eflfected  as  fol- 
lows : — ^If  the  two  metals  are  contained  in  a  muriatic  acid 
solution,  and  tKe  operator  knows  their  collective  weight,  an 
excess  of  muriatic  acid  is  first  added  to  the  liquor,  if  it  does  not 
already  contain  one,  and  a  blade  of  pure  tin  is  immersed  into  it, 
which  precipitates  the  antimony  in  the  form  of  a  black  powder. 
The  precipitation  is  not  complete  in  the  cold,  or  at  any  rate,  a 
long  lapse  of  time  would  be  required ;  but  by  heating  the  liquor 
very  gently  upon  a  sand-bath,  it  is  complete,  provided  an  excess 
of  acid  be  carefully  maintained  in  the  liquor.  The  antimony  is 
then  collected  on  a  weighed  filter,  washed,  and  dried  at  a  very 
gentle  heat,  and  when  quite  dry,  it  is  weighed.  The  loss  indi- 
cates the  quantity  of  the  tin. 

When  the  alloy  to  be  analysed  is  one  of  antimony  and  tin, 
the  alloy  is  first  weighed,  and  dissolved  in  muriatic  acid,  to 
which  small  quantities  of  nitric  acid  ai*e  gradually  added.  If 
the  two  metals  are  contained  in  a  solution,  and  their  collective 
weight  is  not  known,  a  known  portion  of  the  solution  is  taken, 
from  which  the  two  metals  are  simultaneously  precipitated  by 
means  of  a  bar  of  zinc.  The  quantity  of  the  antimony  may  be 
determined  in  another  portion  by  means  of  a  bar  of  tin.* 


*  M.  Levol,  Anoal.  de  Chemie,  et  de  physique,  xiii.,  has  simplified  the  process  of 
separation  of  tin  and  of  antimony  by  muriatiG  acid,  as  follows  : — The  mixture  of  the 
metals  is  boiled  for  a  few  minutes  in  muriatic  acid,  and  pending  the  boiling,  a 
saturated  and  boiling  solution  of  chlorate  of  potash  is  added,  until  the  metal  has 
dissolved  ;  a  bar  of  pure  distilled  zinc  is  then  plunged  into  the  solution,  by  which 
means  both  the  tin  and  the  antimony  are  precipitated  in  an  extremely  divided 
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SEPARATION  OF  ANTIMOXT  FROM  MERCTRT,  SILTRR,  COFFER, 
BISMUTH,  LEAD,  CADMIUM,  COBALT,  ZINC,  IRON,  MANGA- 
NESE,  GOLD,    AND    PLATINUM. 

The  OX  jdes  which  can  be  precipitated  firom  add  aohitioiis  by 
•sulphuretted  hydrogen,  may,  for  the  most  part,  be  aepanted 
from  antimony,  by  treatment  with  hydrosulphuret  ci  ammonia. 


metallic  state.  The  bar  of  zinc  is  fireed  firom  the  meiallie  predpttatey  and,  wHiwat 
decanting  the  lif|uor  firom  the  precipitate,  a  firedi  qnantitT  of  mnriatie  acid  is  added, 
which  easily  dissolves  the  tin,  whilst  the  antimonj  renmins  in  snHpfnwoii,  and  can 
be  collected.  The  tin  is  afterwards  precipitated  bj  means  of  aoiphorettad  hjdrogeo. 
This  method  cannot  be  nsed,  howerer,  where  great  aecsacj  is  required,  for 
Mr.  Eisner  has  shown  that  some  antimonj  is  dissolred  along  miA  die  tin  bj  the 
muriatic  acid. 

Since  the  publication  of  the  last  edition  of  his  work,  H.  Rose  has  indicated 
another  method,  which  is  quoted  in  the  Chemical  Gazettej  as  foOows : — 

^  As  it  is  well  known,  the  separation  of  these  two  nM>tals  is  aeeonqMuned  with  many 
difficulties.  The  older  method  of  Claudet  recommends  the  use  of  hydrochloric  add 
for  this  purpose  ;  but  this  is  attended  with  success  only  when  the  action  of  the  acid 
upon  the  antimouy  is  weakened  by  the  presence  of  a  rery  lai^  quantity  of  proto- 
chloride  of  tin.  By  this  method,  as  also  by  that  snbseqoently  proposed  by  Gay 
Lussac,  of  precipitating  the  antimony  firom  the  solution  of  the  two  metals  by  means 
of  metallic  tin,  the  antimony  alone  is  determined  directiy,  and  the  amount  of  tin 
ascertained  from  the  loss.  Level  has,  on  this  account,  modified  the  process  suggested 
by  Claudet  ;  he  dissolves  the  alloy  of  the  two  metab  in  hydroddtHic  add,  to  which 
chlorate  of  potash  has  been  added,  precipitates  both  the  metab  firom  the  solu- 
tion by  metallic  zinc,  and,  without  decanting  the  solution  of  diloride  of  zinc, 
redissolvcs,  by  the  addition  of  highly-concentzated  hydrodilorie  acid,  tfie  tin,  which 
is  then  precipitated  by  sulphuretted  hydrogen  ;  while  antimooy  is  left  behind 
undissolved. 

*^  This  method  has  not  been  found  to  be  accurate  by  Eisner,  as  some  antimony 
is  dissolved  with  the  tin  by  the  add  ;  to  which  Level  has  reptied,  that  the  presence 
of  the  chloride  uf  zinc  considerably  weakens  the  acti<Hi  of  the  hydrochloric  add 
upon  the  antimony. 

**  Whichever  method  is  employed,  the  separation  of  these  two  metals  is  never  so 
perfect  as  with  other  substances  which  do  not  behave  in  so  analogous  a  manner  to- 
wards reagents  as  tin  and  antimony.  The  method  which  I  employ,  but  which,  to 
give  satisfactory  results,  must  be  carried  out  with  great  care,  is  as  follows  : — 

**  Strong  nitric  add  is  cautiously  poured  upon  the  metals,  and,  when  the  violent 
oxydation  has  ceased,  the  whole  is  evaporated  at  a  gentle  heat,  and  the  dry  powder 
of  the  oxydes  fused  in  a  silver  cmdble  over  an  Aigand  lamp  with  an  excess  of 
hydrate  of  soda.  The  fiised  mass  is  softened  with  a  laige  quantity  of  water,  gently 
warmed,  and  the  antimoniate  of  soda  allowed  to  subside.  When  perfectly  cold,  the 
elear  solution  is  passed  through  a  filter ;  if  this  is  done  while  it  is  still  warm,  the 
solution  will  contain  some  antimoniate  of  soda.    The  insoluble  salt  is  again  treated 
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since  all  the  degrees  of  sulphuration  of  antimony  are  soluble  in 
this  reagent.  This  method  may  likewise  be  employed  to  sepa- 
rate  from  the  oxydes  of  antimony,  those  which  are  precipitated 
by  hydrosulphuret  of  ammonia  only  from  neutral  or  from 
alkaline  solutions  in  the  state  of  metallic  sulphurets.  It  is 
done  as  follows : — The  oxydised  or  metallic  compound  is  put  in 


once  or  twice  with  water,  allowed  to  settle  and  cool,  and  the  liquid,  when  perfectly 
clear,  paaaed  through  the  filter.  When  the  whole  of  the  stannate  of  soda  has  been 
diaaolyed  in  this  manner,  the  liquid  which  has  been  warmed  with  the  antimoniate  of 
soda  remains  opalescent ;  it  must  not  be  poured  upon  the  filter,  as  it  would  pass 
through  turbid.  A  small  quantity  of  a  dilute  solution  of  carbonate  of  soda  nuiy  be 
added  to  it,  which  renders  it  clear  ;  but  the  edulcoration  must  not  be  continued  for 
any  length  of  time,  as  otherwise  some  antimoniate  would  be  dissolved. 

"  The  moist  antimoniate  of  soda  is  now  treated  in  a  beaker  with  a  mixture  of 
hydrochloric  and  tartaric  acids,  in  which  it  readily  dissolves  ;  and  the  filter,  upon 
which  but  mere  traces  of  the  salt  should  have  collected,  washed  with  the  same  mix- 
ture. The  antimony  is  then  precipitated  from  tlie  solution  by  sulphuretted  hydrogen, 
and  tiie  amount  of  antimony  estimated  from  the  quantity  of  sulphurct  obtained.  I 
am  at  present  accustomed  to  reduce  the  sulphuret  of  antimony  by  hydrogen  in  a 
porcelain  crucible,  through  the  lid  of  which  a  tliin  porcelain  tube  passes.  This 
apparatus  is  now  manufactured  at  the  royal  porcelain  works  of  Berlin.  A  gentle 
heat  is  carefully  applied  until  the  crucible  no  longer  decreases  in  weight  After  the 
reduction,  the  inner  side  of  the  lead  is  coated  with  metallic  antimony,  which  might 
lead  to  the  belief  that  the  result  of  the  experiments  must  be  inaccurate,  which, 
however,  is  not  the  case. 

^  The  solution  of  the  stannate  of  soda  is  acidified  with  hydrochloric  acid.  It  is 
not  requisite  to  add  so  much  acid  that  the  whole  of  the  eliminated  oxyde  of  tin  is 
again  redissolved.  It  is  merely  necessary  that  the  solution  should  strongly  redden 
blue  litmus  paper.  Upon  this,  sulphuretted  hydrogen  is  passed  into  it.  The  sul- 
phuret of  tin  is  converted,  by  roasting,  into  oxyde.  When  it  has  been  dried  it 
frequently  decrepitates,  which,  by  want  of  care,  may  occasion  a  very  considerable 
loea  It  is  on  this  account  preferable  to  place  it  with  the  filter,  whilst  still  moist, 
in  a  porcelfun  crucible,  and  to  heat  it  for  a  long  time  very  gently  and  with  access  of 
lur,  to  expel  the  sulphur  at  the  lowest  possible  temperature.  If  a  strong  heat  be 
given  at  the  commencement,  white  fimies  of  oxyde  escape,  especially  when  the  air 
has  free  access.  The  higher  sulphuret  of  tin  has  the  property  of  subliming  some- 
what at  certain  temperatures  ;  the  vapours  are  oxydised  by  contact  with  the  air, 
and  form  oxyde  of  tin.  This  is  also  the  cause  of  a  white  sediment  of  oxyde  of  tin 
being  formed  upon  charcoal  when  sulphuret  of  tin  is  heated  on  charcoal  before  the 
blowpipe.  A  strong  heat  should  not  be  applied  until  there  is  no  longer  any  per- 
ceptible odour  of  sulphurous  acid.  After  being  strongly  ignited,  a  piece  of  carbonate 
of  ammonia  is  placed  in  the  crucible  ;  and,  after  its  volatilisation,  a  strong  heat 
applied  with  access  of  air,  in  order  to  expel  the  whole  of  the  sulphuric  acid  formed. 
A  small  decrease  in  weight  will  be  perceived. 

<*  The  oxyde  of  tin  thus  obtained  never  appears  perfecUy  white  ;  and  the  sulphuret 
of  tin  precipitated  by  sulphuretted  hydrogen  does  not  possess  a  purely  yellow 
colour,  which  appears  to  arise  from  melting  the  metallic  oxydes  with  hydrate  of 
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a  small  matrass,  and  dissolved  in  concentrated  muriatic  acid ; 
if  it  is  not  totaUy  soluble  therein,  which  is  aLnost  always  the 
case,  aqua  regia  is  employed  instead.  The  concentrated  solu- 
tion is  supersaturated  in  the  matrass  with  ammonia,  which 
ordinarily  produces  a  very  abundant  precipitate,  because  nearly 
all  the  substances  in  the  solution  are  thereby  precipitated.  A 
sufficient  quantity  of  hydrosulphuret  of  ammonia  is  then  added, 
and  the  matrass  is  corked  up.  Generally,  a  voluminous  brownish- 
black  precipitate  is  thus  formed  in  the  cold,  because  at  first  a 
great  portion  of  the  sulphuret  of  antimony  produced  separates 
with  the  other  insoluble  metallic  sulphurets ;  but  by  digesting 
the  whole  at  a  gentle  heat,  th^  precipitate  gradually  diminishes, 
and  assumes  a  black  colour. 

The  more  free  sulphur  the  hydrosulphuret  of  ammonia 
employed  contains,  the  better  is  this  separation  effected,  because 
the  sulphuret  of  antimony  is  then  more  easily  dissolved.  It  is 
therefore  advisable  to  dissolve,  beforehand,  a  small  quantity  of 
pulverised  sulphur  in  the  hydrosulphuret  of  ammonia.  When 
the  solution  contains  no  manganese,  zinc,  or  cadmium,  and 
after  the  precipitate  has  become  quite  black,  the  whole  may  be 
suffered  to  cool  completely,  and  it  is  filtered ;  but  it  is  necessary 
first  to  dilute  it  with  water.  The  filtering  and  washing  must 
be  carried  on  without  interruption,  and  the  washing  must  be 
performed,  not  with  pure  water,  but  with  water  mixed  with  a 
little  hydrosulphuret  of  ammonia.  The  filtered  liquor  holds  the 
whole  of  the  antimony  in  solution,  in  the  state  of  sulphuret, 


soda  in  the  silver  crucible,  traces  of  oxyde  of  silver  being  removed  by  the  alkaline 
solution. 

'*  The  results  do  not  attain  the  highest  degree  of  accuracy.  Although  stannate  of 
soda  containing  an  excess  of  hydrate  of  soda  does  not  become  turbid  by  boiling,  as 
stated  by  Fr€my,  and  the  solution  may  even  be  evaporated  until  crystals  separate 
which  entirely  dissolve  upon  the  addition  of  water,  yet  the  antimoniate  of  soda 
contains  a  small  quantity  of  oxyde  of  tin.  Consequently,  the  sulphuret  precipi- 
tated by  sulphuretted  hydrogen  from  the  acid  solution  of  the  antimoniate  of  soda 
OQDtains  a  small  amount  of  sulphuret  of  tin,  which  does  not  part  with  the  whole 
of  its  sulphur  at  the  temperature  at  which  the  sulphuret  of  antimony  is  reduced  by 
hydrogen.  For  this  reason  a  somewliat  smaller  amount  of  tin,  a  larger  quantity  of 
antimony,  and  a  alight  excess,  is  found  in  the  analysis." 
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from  which  it  is  precipitated  by  dilute  muriatic  acid,  or  by 
acetic  acid,  taking  care  to  keep  it  slightly  acid. 

The  sulphuret  of  antimony  thus  obtained  is  found  mixed  with 
the  sulphur  resulting  from  the  decomposition  of  the  excess  of 
hydrosulphuret  of  ammonia.  The  liquor  is  left  at  rest  upon  the 
precipitate  at  an  extremely  gentle  heat,  until  it  no  longer  ex- 
hales the  odour  of  sulphuretted  hydrogen;  the  sulphuret  of 
antimony  is  then  collected  upon  a  weighed  filter  and  dried. 
When  dry  it  is  weighed  and  analysed  by  one  of  the  two  methods 
which  have  been  described  before.  As  to  the  metallic  sulphu- 
rets  which  have  been  precipitated  by  hydrosulphuret  of  ammonia, 
they  are  dissolved  and  separated  from  each  other  by  the  methods 
which  have  been  described  before. 

I  must  observe  here,  that  before  treating  the  compound  to  be 
analysed  by  hydrosulphuret  of  ammonia,  it  is  absolutely  neces- 
sary to  dissolve  it  in  acids,  and  to  saturate  the  solution  with 
ammonia.  This  precaution  is,  as  we  just  said,  absolutely  neces- 
sary, even  with  oxydised  compounds.  And  even  when  the  sub- 
stance has  been  reduced  into  fine  powder,  the  hydrosulphuret  of 
ammonia  should  not  be  immediately  poured  upon  it,  because 
the  oxydes  which  are  quite  dry  are  not  completely  converted  by 
this  reagent  into  metallic  sulphurets. 

The  metals  which  can  thus  be  separated  from  antimony  are 
manganese,  iron,  zinc,  cobalt,  cadmium,  lead,  bismuth,  copper, 
silver,  and  mercury.  When  mercury  is  combined  with  antimony, 
the  whole  should,  after  having  added  hydrosulphuret  of  ammo- 
nia, be  allowed  to  cool  completely,  and  to  settle  for  a  long  time 
before  filtering.  That  which  we  have  said  here  respecting  the 
metals  in  general,  applies  to  their  oxydes.* 


*  According  to  M.  Bnixmer,  Poggendorf  AnnaZen,  bd.  xliv.,  the  oxydes  of 
antimony  can  be  eaaly  separated  by  combining  them  with  sulphur.  This  is  effected 
by  faring  the  compound  with  sulphuret  of  potassium  or  of  sodium,  and  treating  the 
fused  mass  by  water,  which  takes  up  the  sulphuret  of  antimony  combined  with  the 
alkaline  sulphuret,  whilst  the  lead  is  left  behind.  The  lead  and  the  antimony  may 
then  be  quantitatiTely  determined  in  the  usual  manner. 

Another  method,  proposed  also  by  M.  Brunner,  consists  in  heating  the  compound 
of  the  two  oxydes  in  a  stream  of  sulphuretted  hydrogen,  by  which  means  the  two 
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*  Gk>ld  and  platinum  cannot  be  thus  separated  £rom  anti- 
mony because  their  sulphurets  are,  like  that  of  antimony^ 
soluble  in  hydrosulphuret  of  ammonia. 

Another  method  of  separating  antimony  firom  most  other 
metals  is  the  following :  After  having  weighed  a  oertain  quan- 
tity of  the  alloy,  a  current  of  chlorine  gas  is  passed  upon  it  by 
means  of  an  apparatus  similar  to  that  represented  page  212. 
K  the  alloy  can  be  pulverised,  it  is  better  to  employ  it  in  the 
state  of  powder ;  if  not,  it  should  be  reduced  into  pieces  as  small 
as  possible.  The  glass  bulb  e,  on  each  side  of  which  the  glass 
tubes  are  soldered,  is  weighed  first  empty,  and  then  with  the 
alloy  to  be  examined.  One  of  the  two  tubes  is  then  to  be  bent 
at  right  angle,  the  apparatus  is  adjusted,  and  the  bent  tube  is 
introduced  into  the  flask  k,  which  is  half  or  two-thirds  filled  with 
a  weak  solution  of  tartaric  add,  to  which  a  little  muriatic  acid  is 
added.  The  glass  tube  plunges  only  a  little  below  the  surface 
of  the  liquid.  When  the  apparatus  is  full  of  chlorine  gas,  the 
glass  bulb  is  to  be  heated  with  great  care;  the  metals  are 
thereby  converted  into  metallic  chlorides;  the  chloride  of  anti- 
mony, which  is  volatile,  distils  over,  and  is  decomposed  by  the 
water  in  the  flask.  When  the  tartaric  and  muriatic  adds  are  in 
suffident  quantity  the  liquor  does  not  become  milky.  When  no 
more  volatile  matter  is  disengaged  the  bulb  is  suffered  to  cool. 

*  In  these  researches  the  analysis  is  exposed  to  become  very 
inexact  from  the  following  circumstance,  namely : — in  the  cold, 
most  alloys  of  antimony  are  not  sensibly  attacked,  but  as  soon 
as  the  compound  begins  to  become  hot  it  absorbs  at  once  so  much 
chlorine  gas  that  it  becomes  red  hot,  and  the  liquor  in  the  re- 
ceiver may  very  easily  ascend  in  the  bulb  e.  It  is  therefore 
necessary,  before  beginning  to  apply  heat  to  the  alloy,  to 
withdraw  the  tube,  so  that  its  orifice  may  be  a  little  above  the 


metab  are  obtained  in  the  state  of  solplinretSy  which  are  then  to  be  heated  in  a 
curent  of  muriatic  acid  gas ;  the  chloride  of  antimony  is  thereby  eliminated,  whilst 
the  chloride  of  lead  is  left.  In  the  first  of  these  me^ods,  a  poroeUm  cradblc 
must  be  employed,  the  silica  of  which,  however,  contaminates  the  rosoli — Ed. 
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surface  of  the  liquid.  As  soon  as  a  beginning  of  ignition  is 
manifested  in  one  part  of  the  alloy^  the  lamp  must  be  imme- 
diately removed. 

When  the  experiment  is  ended^  the  greatest  part  of  the  glass 
tube  bent  afc  right  angle  is  cut  off  and  "washed  thoroughly 
with  water^  which  is  poured  in  the  flask  k.  The  liquor  contained 
in  this  flask  is  diluted  with  water^  and  the  antimony  contained 
in  it  is  precipitated  in  the  state  of  sulphuret  by  means  of  sul- 
phuretted hydrogen.  The  metallic  chlorides  in  the  glass  bulb 
are  weighed  in  order  to  determine  their  quantity.  The  operator 
may,  however,  dispense  with  this  weighing  when  the  alloy  con- 
tains copper  or  some  other  metals  the  quantity  of  which  cannot 
be  calculated  from  the  weight  of  the  metallic  chlorides  obtained. 
The  weighing  is  performed  either  by  determining  the  weight 
of  the  apparatus  after  having  cut  part  of  the  bent  tube, 
then  dissolving  the  chloride  in  water,  and  again  weighing  the 
empty  apparatus ;  or  by  washing  and  thoroughly  drying  the  cut 
off  portion  of  the  bent  tube  and  weighing  it  with  the  glass  bulb, 
by  which  means  the  weight  of  the  metallic  chlorides  is  deter- 
mined, since  the  bulb  had  been  weighed  before.  This  latter 
process  should  be  resorted  to  when  the  chlorides  obtained  are 
insoluble  in  water  and  in  acids,  as  is  the  case,  for  example,  with 
chloride  of  silver.  The  analysis  of  the  metallic  chlorides  is  per- 
formed according  to  the  rules  which  have  been  indicated  before. 
If  the  glass  bulb  contains  any  chloride  of  silver  mixed  with 
other  metallic  chlorides,  the  mixture  is  treated  by  water  and  a 
little  acid,  preferably  by  muriatic  acid ;  a  large  quantity  of  water 
is  then  added,  the  whole  is  heated  and  the  undissolved  chloride 
of  silver  is  separated  by  filtering,  and  its  quantity  is  determined. 
The  other  metals  are  subsequently  separated  from  the  filtered 
liquors  by  the  methods  which  have  been  described  before,  and 
their  weight  is  determined. 

This  method  may  be  employed  to  separate  antimony  from 
cobalt,  nickel,  lead,  copper,  silver,  platinum,  and  gold;  but 
when  it  contains  lead,  the  operator  must  take  care  not  to  heat 
the  bulb  too  strongly. 


300  ANTIMONY. 

This  method^  however,  is  not  so  good  as  that  which  consists 
in  precipitating  antimony  from  its  solutions  by  means  of  sulphur- 
etted hydrogen,  or  in  dissolving  it  by  means  of  an  excess  of 
hydrosulphuret  of  ammonia.  But  this  method,  as  we  shall  see 
farther  on,  is  especially  useful,  or  preferable  to  all  others,  for 
the  purpose  of  separating  sulphuret  of  antimony  fit>m  other  metal- 
lic sulphurets.  The  metallic  alloys  are  more  difficultly  decom- 
posed by  chlorine  than  the  sulphurets,  and  it  often  happens 
with  many  of  them,  when  analysed  by  this  reagent,  that  the 
remaining  metallic  chloride,  if  of  a  fusible  nature,  envelopes 
small  portions  of  the  undecomposed  alloy,  which  it  thus  shelters 
from  the  action  of  the  gaseous  chlorine ;  this  is  the  case  more 
especially  when  the  metallic  compound  cannot  be  pulverised. 

Some  chemists  have  tried  to  separate  antimony  firom  several 
of  the  metals  called  noble,  especially  silver,  by  cupelling  it  in 
the  muffle  of  an  assay  furnace ;  by  this  treatment  the  antimony 
is  converted  into  oxyde  of  antimony,  and  is  dissipated  in  the 
form  of  smoke,  whilst  the  silver  remains  behind,  and  is  weighed. 
When,  however,  an  alloy,  solely  composed  of  silver  and  anti- 
mony,  is  ignited  in  a  bone  cupel  and  kept  in  the  muffle  until  no 
more  fumes  of  antimony  are  perceived,  the  surface  of  the  regulus 
of  silver  obtained,  according  to  Bonsdoff,  is  greyish,  and  contains 
still  about  one  per  cent,  of  antimony,  owing  to  which  it  is  not 
completely  soluble  in  nitric  acid.  But  in  cupelling  this  regulus  a 
second  time  with  about  five  times  its  weight  of  pure  lead,  until 
the  brightening  has  appeared,  the  silver  may  be  obtained  quite 
pure. 

♦Antimony  might  be  separated  from  gold  in  the  same  manner. 

SEPARATION  OF  ANTIMONY  FROM  OXYDE  OF  URANIUM,  OF  NICKEL, 
OF    COBALT,    OF    ZINC,    OF    IRON,    AND    OF    MANGANESE. 

A  better  method  than  hydrosulphuret  of  ammonia  for  sepa- 
rating antimony  in  solution  from  the  oxydes  of  uranium,  of 
nickel,  of  cobalt,  of  zinc,  of  iron,  and  of  manganese,  consists  in 
pouring  tartaric  acid  in  the  wiid  liquor,  diluting  it  with  water. 
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and  passing  a  current  of  sulphuretted  hydrogen  through  it^  in 
order  to  precipitate  the  antimony  in  the  state  of  sulphuret^ 
observing  the  rules  and  precautions  which  have  been  enumerated 
before.  Yet  the  presence  of  tartaric  acid  in  the  liquor  filtered 
from  the  sulphuret  of  antimony  prevents  the  precipitation  of  the 
other  oxydes  by  means  of  the  reagents  ordinarily  employed  for 
the  purpose^  for  in  most  cases  tartaric  acid^  when  it  exists  in 
sufficient  quantity,  prevents  potash  from  precipitating  these 
oxydes.  Wherefore  the  solution  should  be  supersaturated  with 
ammonia,  and  hydrosulphuret  of  ammonia  being  added  thereto, 
will  precipitate  the  oxydes  in  the  state  of  metallic  sulphurets. 
These  sulphurets  are  to  be  dissolved  and  the  quantity  of  the 
oxydes  contained  in  the  solution  is  determined  by  the  methods 
which  have  been  indicated  before. 

Oxyde  of  nickel  is  the  most  difficult  of  the  oxydes  to  be  thus 
determined,  because  hydrosulphuret  of  ammonia  cannot  precipi-* 
tate  it  well  in  the  state  of  sulphuret  of  nickel.*  Wherefore,  the 
precautions  which  have  been  indicated  page  146,  in  treating  of 
the  precipitation  of  oxyde  of  nickel  in  the  state  of  sulphuret  of 
nickel  must  be  observed,  or  else  tartaric  acid  should  not  be  used ; 
and  this  acid  should  likewise  be  omitted  when  the  oxydes  of 
antimony  have  to  be  separated  from  the  earths  and  the  alkalies. 

*  The  method  which  consists  in  separating  antimony  from 
the  oxydes  mentioned  at  the  beginning  of  the  paragraph,  by 
precipitating  the  acid  solution  by  sulphuretted  hydrogen,  is  pre- 
ferable to  that  which  consists  in  dissolving  the  sulphuret  of 
antimony  in  hydrosulphuret  of  anmionia. 

*  SEPARATION  OF  THE  OXYDES  OF  ANTIMONY  FROM  THE  EARTHS 

AND  THE  ALKALIES. 

*  In  separating  antimony  from  the  earths  and  from  the  alkalies 
by  sulphuretted  hydrogen,  it  is  advisable  not  to  add  tartaric  acid 


*  The  precipitate  produced  by  hydrosulphuret  of  ammonia  in  neutral  solutions  of 
oxyde  of  nickel  is  black,  and  is  not  quite  insoluble  in  an  excess  of  the  reagent  nor 
in  the  alkalies.  If  tartaric  acid  is  present,  it  cannot  be  precipitated  at  all  by  the 
alkalies.— £d. 
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to  the  solution^  for  this  add  would  prevent  the  earths  from  being 
precipitated  by  the  alkalies.  When,  therefore^  the  liquor  which 
has  been  filtered  firom  the  sulphuret  of  antimony  contains  tartaric 
acid,  baryta  is  the  only  substance  which  can  be  accurately  deter- 
mined, because  it  can  be  completely  precipitated  by  sulphuric 
acid.  Alumina  and  magnesia,  on  the  contraxy^  cannot  be 
precipitated  in  the  slightest  degree  by  the  alkalies.  When, 
therefore,  the  oxydes  of  antimony  have  to  be  separated  from  the 
alkalies  and  from  the  earths,  it  is  better  to  add  muriatic  acid  to 
the  solution,  in  order  to  render  it  perfectly  clear,  or,  although 
the  diluted  acid  liquor  be  milky,  to  pass  at  once  a  current  of 
sulphuretted  hydrogen  through  it.  The  liquor  having  been 
rendered  clear  by  concentrated  mmriatic  acid,  the  operator  may, 
if  the  greatest  portion  of  the  antimony  have  been  precipitated 
in  the  state  of  sulphuret  of  antimony,  add  the  quantity  of  water 
necessary  to  prevent  the  muriatic  acid  firom  acting  on  the  sul- 
phuret of  antimony,  and  then  continue  the  precipitation  by 
sulphuretted  hydrogen  gas. 


DETERMINATION    OP    THE    OXYDES    OF    ANTIMONY    WHEN    THEY 

EXIST    SIMULTANEOUSLY. 

When  a  liquor  contains  several  oxydes  of  antimony,  the 
quantities  of  which  have  respectively  to  be  determined,  the 
analysis  thereof  is  beset  with  almost  invincible  difficulties.  If, 
after  having  rendered  the  solution  acid,  the  operator  wishes  to 
precipitate  the  whole  of  the  antimony,  by  means  of  sulphuretted 
hydrogen,  for  the  purpose  of  estimating  from  the  combinations 
of  antimony  and  sulphur  thus  obtained  the  quantities  of  oxygen 
of  the  oxydes,  it  is  necessary  that  the  liquor  should  not  con- 
tain any  tartaric  acid,  for  in  presence  of  this  acid,  a  solution 
which  contains  antimonious  acid,  for  example,  precipitates  a 
sulphuret  of  antimony,  the  composition  of  which  is  analogous  to 
that  of  antimonic  acid. 

Hitherto  no  method  has  yet  been  discovered  of  accurately 
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determining  the  quantities  of  the  various  oxydes  of  antimony 
when  several  of  them  exist  simultaneously  in  solid  compounds. 

*  When  antimonic  acid  is  combined  with  antimonious  acid, 
the  operator  might  estimate  the  quantity  of  the  antimonic  acid 
firom  the  volume  of  oxygen  gas  which  the  first  of  these  acids 
disengages  under  the  influence  of  a  red  heat. 


a04  TUNGSTEN. 


CHAPTER    XXXV. 

TUNGSTEN. 


DETERMINATION   OF  TUNGSTIC  ACID. 

*  When  a  solution  contains  no  other  fixed  base  besides  tnng- 
stic  acid,  it  suffices  to  evaporate  the  solution  to  dryness^  and  to 
ignite  the  dry  residuum,  after  which  the  quantity  of  tungstic 
acid  may  be  at  once  determined,  this  acid  being  absolutely  fixed. 

*  After  ignition  the  acid  is  left  behind ;  it  is  of  a  yellowish 
colour ;  if  after  strong  ignition  in  contact  with  the  air  it  appears 
greenish,  it  is  a  sign  that  it  is  not  perfectly  pure,  and  that  it 
contains  small  quantities  of  foreign  substances.  It  may  be 
separated  by  ignition  firom  ammonia,  and  from  all  the  volatile 
acids,  even  from  sulphuric  acid. 

*  When  tungstic  acid  exists  in  a  neutral  or  in  an  alkaline 
solution,  it  cannot  be  precipitated  by  adding  an  excess  of  hydro- 
sulphuret  of  ammonia  to  the  liquor,  because  the  sulphuret  of 
tungsten  produced  is  soluble  in  this  reagent. 

*  If  a  diluted  acid  is  then  poured  in  the  solution,  a  great  por- 
tion of  the  tungsten  is  precipitated,  it  is  true,  in  the  state  of 
sulphuret,  of  a  yellowish-brown  colour,  but  despite  of  all  precau- 
tions it  is  impossible  to  separate  the  whole  of  the  metal.  The 
sulphuret  produced,  however,  is  very  easily  converted  into  pure 
tungstic  acid,  by  ignition  in  contact  of  the  air. 

*  Neither  can  tungstic  acid  be  separated  completely  from  its 
alkaline  solution  by  means  of  a  strong  acid.  It  is  precipitated, 
for  the  most  part,  it  is  true,  as  a  white  precipitate,  which  becomes 
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yellowish  and  heavy  by  the  action  of  heat.  When  an  excess 
of  acid  is  added,  even  in  evaporating  the  liquor  to  dryness, 
treating  the  residuum  by  water  and  washing  it  with  acidu- 
lous water,  it  is  not  possible  to  separate  the  tungstic  acid 
entirely. 


SEPARATION    OP    TUNGSTIC  ACID  PROM  OTHER  METALLIC  OXYDES. 

*  In  some  cases  the  determination  of  tungstic  acid  is  accom- 
panied by  numerous  difficulties. 

*  If  the  combination  of  oxyde  of  tungsten  or  of  tungstic  acid 
with  metallic  oxydes  be  in  such  a  state  of  density  that  it  cannot 
be  easUy  decomposed  by  acids,  which  is  the  case,  for  example, 
with  the  combination  of  tungstic  acid  with  protoxyde  of  iron 
and  protoxyde  of  manganese  found  native  under  the  name  of 
ferruginous  scheelin,*  the  compound  is  first  reduced  into  fine 
powder  by  levigation,  and  fused  in  a  platinum  crucible  with 
three  or  four  times  its  weight  of  carbonate  of  potash  or  of  soda. 
The  fused  mass  is  then  treated  by  water,  which  dissolves  the 
tungstate  of  alkali  and  the  undecomposed  carbonate  of  alkali, 
leaving  a  residuum  of  the  oxydes  with  which  the  tungstic  acid 
was  combined,  of  course,  if  these  oxydes  are  insoluble  in  a 
solution  of  carbonate  of  alkali.  After  having  washed  these 
oxydes,  they  are  to  be  dissolved  in  an  acid,  preferably  in  muriatic 

1  Fermginous  scheelin,  or  prismatic  wolfram,  is  essentially  a  tungstate  of  iron, 
and  IB  found  in  Cornwall,  France,  Bohemia,  Siberia,  Greenland,  and  in  Connecticut, 
as  follows : — 


CamberUncL 

Hsnte  Viemitt 
in  France. 

Bohemia. 

Tungstic  Acid 

Protox,  of  Iron 

Protox.  of  Manganese .    .     . 
SiUca 

• 

74-666 

17-594 

5*640 

2-100 

78-77 

18-32 

6-22 

1-25 

73-511 

20*745 

5-744 

0000 

73-60 
11-20 
15-75 
000 

100000 

104.56 

100-000 

100.55 

The  two  first  analyses  are  by  Berzelius,  the  third  by  Yanquelin,  and  the  fourth 
by  Richardson. — Ed. 
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acid^  and  their  quantities  are  then  determined  by  the  methods 
which  have  been  described  before.  In  such  cases  tungstic  acid 
can  be  determined  with  accuracy  only  from  the  loss  sustained^ 
because  it  cannot  be  completely  precipitated  from  the  solution 
of  an  alkaline  tungstate^  either  by  an  acid  or  by  hydrosulphuret 
of  ammonia.  If,  instead  of  tungstic  acid^  the  combination 
contains  oxyde  of  tungsten^  the  latter  would  be  converted  into 
tungstic  acid  by  fusion  with  carbonate  of  alkali. 

*  If  the  oxydes  with  which  tungstic  acid  or  oxyde  of  tungsten 
is  combined^  are  not  completely  insoluble  in  a  solution  of  car- 
bonate of  alkali,  they  are,  for  the  most  part,  precipitated  in  the 
state  of  metallic  sulphurets  when  hydrosulphuret  of  ammonia  is 
poured  in  the  alkaline  solution  of  tungstic  acid.  This  precipi- 
tate is  collected  on  a  filter,  washed  with  water  containing  a  little 
hydrosulphuret  of  ammonia,  and  then^  for  the  purpose  of  con- 
verting it  into  oxyde,  it  is  treated  by  the  methods  which  have 
been  indicated  before. 

*  Bisulphate  of  potash  may  be  substituted  for  carbonate  of 
potash  to  effect  the  decomposition  of  this  combination.  The 
latter  is  then  to  be  levigated,  and  mixed  with  four  parts  or  five 
parts  of  pulverised  bisulphate  of  potash.  The  mixture  is  put 
in  a  platinum  crucible  and  slowly  brought  to  a  low  red  heat, 
at  which  temperature  it  enters  into  limpid  fusion.  The  cal- 
cining may  be  efiTected  in  a  large  platinum  crucible,  by  the 
heat  of  an  argand  spirit-lamp.  Water  is  then  poured  upon 
the  fused  mass,  by  which  means  the  oxydes  which  were  com- 
bined with  the  tungstic  acid  are  dissolved,  whilst  the  tungstic 
acid  remains  combined  with  sulphuric  acid  and  potash.  Then, 
filtering  with  care  the  insoluble  combination  of  tungsten,  an 
excess  of  ammonia  is  poured  upon  the  whole,  which  dissolves  the 
latter,  whilst  the  metallic  oxydes  of  the  combination  are  precipi- 
tated if  insoluble  in  ammonia.  This  being  done,  an  excess  of 
hydrosulphuret  of  ammonia  is  added  to  the  whole,  which 
dissolves  the  tungstic   acid   in   the   state   of  persulphuret   of 
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tungsten^  and  converts  the  oxydes  into  metallic  sulpburets 
insoluble  in  hydrosulphuret  of  ammonia.  They  are  collected  on 
a  filter,  washed  with  water,  to  which  some  hydrosulphuret  of 
ammonia  has  been  added.  The  tungstic  acid  is  determined  from 
the  loss. 

*  When,  on  the  contrary,  a  combination  of  tungstic  acid 
with  the  metallic  oxydes  is  capable  of  being  decomposed  by 
muriatic  acid,  or  by  another  acid,  all  the  constituents  of  the 
compound  can  be  determined.  The  compound  in  this  case 
is  reduced  to  impalpable  powder  by  levigation,  and  digested 
with  muriatic  acid.  The  greatest  part  of  the  tungstic  acid 
separates  whilst  the  other  oxydes  dissolve  in  the  acid.  When 
the  tungstic  acid  appears  perfectly  yellowish,  and  with  its 
peculiar  colour,  the  decomposition  is  achieved.  The  acid  is 
collected  on  a  filter,  washed,  ignited,  and  its  weight  is  deter- 
mined. The  solution  contains  the  oxydes,  with  a  small  quantity 
of  tungstic  acid.  It  is  to  be  rendered  ammoniacal,  and  by 
means  of  hydrosulphuret  of  ammonia,  the  oxydes  are  converted 
into  metallic  sulphurets,  which  separate  whilst  the  persulphuret 
of  tungsten  remains  in  solution.  These  precipitated  sulphurets 
are  washed  with  water  containing  some  hydrosulphuret  of 
ammonia,  and  they  are  converted  into  oxydes  in  the  usual 
manner.  The  solution  containing  the  persulphuret  of  tungsten 
is  evaporated  to  dryness,  and  the  residuum  ignited  in  contact 
with  the  air,  by  which  means  it  is  converted  into  tungstic  acid. 
The  small  quantity  of  tungstic  acid  thus  obtained,  added  to  the 
previous  quantity,  constitutes  the  whole  of  the  acid  which  existed 
in  the  compound. 

*  K  the  compound  contained  oxyde  of  tungsten,  it  is  easily 
converted  into  tungstic  acid  when  the  digestion  with  the 
muriatic  acid  is  not  effected  quite  out  of  the  contact  of  the  air. 

*  Most  of  the  native  compounds  containing  tungstic  acid  or 
oxyde  of  tungsten,  even  ferruginous  schcelin,  are  decomposed, 

X  2 
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though  at  times  slowly,  when  left  to  digest  with  an  acid,  when 
previously  reduced  to  fine  powder  by  levigation. 

*  If  the  operator  wishes  to  determine  all  the  constituents 
of  the  compound  without  excepting  the  tungstic  acid,  it  cannot 
be  done  except  by  decomposing  it  by  muriatic  acid.  It  is 
generally  preferred,  however,  to  determine  only  the  bases  imme- 
diately, and  estimate  the  quantity  of  the  tungstic  acid  firom  the 
loss.  In  that  case,  it  is  better  to  treat  the  compound  by  fusion 
with  carbonate  of  potash ;  the  fused  mass  is  submitted  to  the 
action  of  water,  the  oxydes  remain  undissolved,  and  may  be 
determined  in  the  most  exact  manner. 

*  If  a  native  combination  of  tungstic  acid  contained  very 
small  quantities  of  silicic  add,  it  (the  silica)  would  remain  behind 
after  the  decomposition  by  means  of  an  add,  separating 
the  metallic  oxydes  dissolved  by  the  add  from  the  undissolved 
tungstic  add,  and  then  dissolving  the  latter  by  ammonia.  The 
silidc  add  may  thus  be  collected  on  a  filter,  and  its  quantity 
determined. 

*  It  may  be  readily  perceived  that  these  methods  are  available 
only  for  separating  from  tungstic  add  those  oxydes  the  sul- 
phurets  of  which  are  insoluble  in  hydrosulphuret  of  ammonia ; 
consequently  the  oxydes  of  mercury,  of  siher,  of  copper,  of 
uranium,  of  bismuth,  qf  lead,  of  cadmium,  of  nickel^  of  cobalt, 
of  zinc,  of  iron,  and  of  manganese.  As  to  those  oxydes,  the 
metallic  sulphurets  of  which  are  solubl^  in  hydrosulphuret  of 
ammonia,  for  example,  peroxyde  of  tin,  their  separation  from 
tungstic  add  is  attended  with  difficulties  which  have  not  as  yet 
been  entirely  overcome. 

*  Many  metallic  oxydes  may  be  separated  from  tungstic  add 
aftier  digestion  in  muriatic  add,  by  evaporating  the  liquor  to 
dryness,  and  treating  the  residuum  by  alcohol,  which  dissolves 
the  metallic  chlorides  which  are  soluble  therein,  and  leaves  the 
tungstic  add  in  an  insoluble  state.     The  latter  may  be  dissolved 
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in  ammoniaj  which  often  leaves  a  small  residuum  of  a  combina- 
tion of  tungstic  and  of  silicic  acid.  The  alcoholic  solution  of 
tungstic  acid  is  evaporated  to  dryness^  and  the  residuum  is 
ignited;  the  pure  acid  remains^  and  its  weight  is  then  determined. 
The  metallic  chlorides  after  the  volatilisation  of  the  alcohol^  are 
converted  into  oxydes  in  the  usual  manner. 


SEPARATION    OF    TUNGSTIC    ACID    FROM    THE    EARTHS. 

*  In  order  to  separate  tungstic  acid  from  the  earths^  which^ 
like  aluminaj  for  example^  can  be  completely  precipitated  by 
ammonia^  the  compound  is  first  decomposed  by  means  of  an 
acid^  and  the  decomposed  mass  is  treated  by  ammonia^  which 
dissolves  the  tungstic  acid  and  precipitates  the  earths.  Yet^  it 
is  not  probable  that  alumina  can  thus  be  completely  separated 
from  tungstic  acid. 

*  Lime,  strontia,  baryta,  may  be  easily  separated  from  tungstic 
acid  by  decomposing  the  compound  by  an  acid,  and  leaving  the 
decomposed  mass  to  digest  for  a  considerable  time  with  a  solution 
of  carbonate  of  potash  or  of  soda,  heating  the  whole  to  ebulli- 
tion,  by  which  means  the  earths  are  precipitated  in  the  state  of 
carbonates,  whilst  the  tungstic  acid  remains  dissolved  in  the 
alkaline  liquor.  If  the  compoimd  contained  a  small  proportion 
of  silicic  acid  it  would  be  well,  after  having  decomposed  it  by  an 
acid,  to  treat  it  by  an  excess  of  ammonia,  which  would  dissolve 
all,  except  the  silicic  acid ;  the  whole  should  then  be  rapidly 
filtered,  in  order  to  prevent  any  admixture  of  earthy  carbonates 
to  the  latter. 

*  When  the  combination  of  tungstic  acid  is  difficultly  decom- 
posable by  an  acid,  it  may,  after  previously  reducing  it  to  a  very 
fine  powder,  be  fused  in  a  platinum  crucible  with  three  or  four 
times  its  weight  of  carbonate  of  potash  or  of  soda.  Treating  the 
fused  mass  by  water,  the  earth  remains  in  the  state  of  carbonate, 
whilst  the  tungstate  of  alkali  and  the  excess  of  alkaline  carbon- 
ate are  dissolved  by  the  water.     This  method  is  also  preferable 
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to  the  first  for  the  compounds  which  are  easily  decomposable^ 
except  that  small  quantities  of  silicic  acid  are  then  more  difficult 
to  separate  and  to  determine. 

*The  combinations  of  tungstic  acid  with  several  alkaline  earths^ 
principally  with  lime^  known  under  the  name  of  calcareous 
scheelin/  and  which  are  found  in  nature^  may  also  be  ana- 
lysed in  a  manner  analogous  to  that  which  is  employed  to 
separate  seyeral  metallic  acids  from  tungstic  acid  (page  308). 
They  are  reduced  into  very  fine  powder,  and  decomposed  by 
concentrated  nitric  or  muriatic  acid ;  the  decomposed  mass  is 
then  evaporated  to  dryness,  and  the  residuum  is  treated  by 
alcohol,  which  dissolves  the  nitrate  of  lime  or  the  chloride  of 
calcium,  and  the  lime  may  be  precipitated  from  this  solution  by 
sulphuric  acid,  after  which  the  sulphate  of  lime  produced 
is  washed  with  weak  alcohol.  The  tungstic  add  remains 
undissolved. 


SEPARATION    OF   TUNGSTIC    ACID    FROM    THE    ALKALIES. 

This  analysis  presents  the  greatest  difficulties.  We  have 
already  said,  (page  306),  that  tungstic  acid  cannot  be  completely 
separated  from  the  solutions  of  the  tungstates  of  alkalies.  Some- 
times the  dry  tungstates  of  alkalies  arc  fused  with  sulphur,  and 
the  product,  whilst  heated,  is  exposed  to  a  current  of  chlorine  gas ; 

*  Calcareous  scheelin,  p^Tamidal  tungsten,  is  essentially  a  tungstate  of  lime,  and 
is  found  principally  in  Cumberland,  Sweden,  Bohemia,  France,  Cornwall,  and 
America.     Berzelius  gives  tlie  following  analysis  of  that  found  in  Sweden  : — 

Tungstic  acid 80*42 

Lime 19*40 

99-82 

That  found  in  Connecticut,  according  to  Bowen,  contains — 

Tungstic  acid 7605 

Lime             19*36 

Oxyde  of  iron  .                 1*03 

Silica            ....                 ...  2'54 

98-98.— Ed. 
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red  chloride  of  tungsten  is  formed^  which  volatilises^  and  the 
alkaline  metal  remains  in  the  state  of  chloride.  The  red  chloride 
of  tungsten  is  dissolved  in  water^  the  solution  is  evaporated  to 
dryness^  the  residuum  is  ignited^  and  tungstic  acid  remains 
behind. 

*  The  combinations  of  oxyde  of  tungsten  with  the  alkalies^ 
may  be  treated  in  the  same  manner.  If  heated  in  a  stream  of 
chlorine  gas  without  previously  fusing  them  with  sulphur^  they 
yield  a  combination  of  tungstic  acid^  of  chloride  of  tungsten^ 
and  of  tungstate  of  alkali.  Wherefore  it  is  necessary  to  fuse 
them  with  sulphur  before  submitting  them  to  the  action  of 
chlorine  gas.* 


>  Berzelius  saturates  the  solution  of  the  tungstate  of  alkali  by  nitric  acid,  and  de- 
composes it  by  subnitrate  of  mercury  ;  the  precipitate  produced  is  calcined,  and  a 
residuum  of  tungstic  acid  is  left — Ed. 
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CHAPTER  XXXVL 

MOLYBDENUM. 


DETERMINATION  OF  MOLYBDENUM   AND  OF  MOLYBDIC  ACID. 

When  molybdic  acid  exists  in  solutioBs,  it  may,  after  having 
diluted  them  and  rendered  them  acid,  be  precipitated  therefrom 
by  sulphuretted  hydrogen  in  the  state  of  persulphuret  of  molyb- 
denum which  is  brown.  The  first  action  of  this  gas  is  to 
communicate  a  blue  colour  to  the  liquor,  and  it  is  only  by 
passing  an  excess  of  the  gas  that  the  molybdic  acid  is  pretty 
completely  separated  under  the  form  of  a  brown  sulphuret.  But 
the  liquor  filtered  from  the  precipitate,  and  above  all,  the  water 
used  for  washing  it,  retains  a  bluish  tinge  still.  The  solutions 
should  be  heated,  and  a  current  of  sulphuretted  hydrogen  passed 
through  them,  which  separates  a  small  quantity  of  brown  sul- 
phuret of  molybdenum.  This  operation  must  be  repeated  several 
times  in  succession,  and  each  time  a  small  quantity  of  sulphuret 
is  obtained,  which  must  be  added  to  that  produced  in  the  first 
instance.  A  clear  liquor  is  thus  produced  at  last,  from  which 
the  aqueous  solution  of  sulphuretted  hydrogen  can  no  longer 
precipitate  any  sulphuret  of  molybdenum. 

The  brown  sulphuret  of  molybdenum  produced  is  collected 
in  a  weighed  filter,  dried  with  care,  and  its  weight  is  deter- 
mined. A  known  portion  thereof  is  introduced  into  an  appa- 
ratus similar  to  that  described  (page  128),  and  treated  as  for 
oxyde  of  cobalt,  it  is  heated  by  a  current  of  dry  hydrogen  gas 
until  sulphur  ceases  to  be  disengaged^  which  sulphur  is  expeUcd 
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from  the  apparatus  by  means  of  a  small  spirit-lamp.  The  brown 
sulphnret  of  molybdenum  is  thus  converted  into  grey  sulphuret 
of  molybdenum  (Mo  S , )  firom  which  the  quantity  of  molybdenum 
may  be  calculated  by  means  of  the  tables. 

Molybdic  acid  may  also  be  precipitated  firom  its  neutral  or 
acid  solutions.  This  is  done  as  follows :  If  the  solution  is  add^ 
it  is  first  rendered  ammoniacal^  after  which  an  excess  of  hydro- 
sulphuret  of  ammonia  is  poured  in^  which  the  persulphuret  of 
molybdenum  produced  dissolves.  The  liquor  is  left  at  rest  for 
some  time^  and  it  then  acquires  a  golden  colour^  and  after  having 
diluted  it  with  a  sufficient  quantity  of  water^  muriatic  acid  is 
added^  and  the  whole  is  left  at  rest  until  the  odour  of  sulphu- 
retted hydrogen  gas  disappears.  In  this  manner  all  the  mo- 
lybdenum is  precipitated  in  the  state  of  sulphuret  which  is 
treated  by  hydrogen  gas,  as  we  have  just  said. 

SEPARATION    OF   MOLYBDIC    ACID    FBOM    METALLIC    0XYDE8. 

Molybdic  acid  may  be  separated  from  most  of  the  metallic 
oxydes  hitherto  treated  of,  by  means  of  hydrosulphuret  of 
ammonia.  The  combination  of  molybdenum  is  dissolved  in  an 
acid,  and  on  this  occasion  I  should  say  that  it  is  only  in  a 
small  number  of  cases  that  nitric  acid  is  employed  for  the  pur- 
pose; the  solution  is  then  rendered  ammoniacal  and  put  in 
digestion  with  an  excess  of  hydrosulphuret  of  ammonia.  The 
metallic  sulphurets  which  fall  down  are  filtered  firom  the  solution 
of  the  sulphuret  of  molybdenum  produced,  and  which  is  subse- 
quently precipitated  firom  the  filtered  liquor  by  muriatic  acid. 

It  is  well  to  employ  this  method  even  when  the  molybdenum 
is  combined  with  metallic  oxydes,  which  are  not  susceptible  of 
being  precipitated  by  sulphuretted  hydrogen,  because  the  mo- 
lybdic acid  contained  in  an  acid  solution  is  converted,  only 
slowly,  into  brown  sulphuret  of  molybdenum  by  sulphuretted 
hydrogen  gas. 

*  When  the  combination  of  molybdic  acid  with  a  metallic 
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oxyde  is  difficultly  decomposable  by  acids^  it  may  be  fused  like 
the  tungstates  either  with  carbonate  of  potash  or  of  soda,  or  with 
bisulphate  of  potash^  by  which  means  it  is  decomposed.  In  the 
first  case,  by  treating  the  fused  mass  with  water,  the  metallic 
oxydes  are  left  as  a  residuum,  provided  they  be  insoluble  in  a 
solution  of  carbonate  of  alkali,  whilst  the  water  dissolves  the 
molybdate  of  alkali  and  the  excess  of  carbonate  of  alkali  em- 
ployed. In  the  second  case,  that  is,  after  fusion  with  bisulphate 
of  potash,  the  water  generally  dissolves  the  whole  of  the  fused 
mass. 

*  When  the  object  in  view  is  the  separation  of  molybdic  acid 
from  oxydes,  the  metallic  sulphurets  of  which  are  soluble  in  an 
excess  of  hydrosulphuret  of  ammonia,  the  separation  is  attended 
with  difficulties  which  have  not  yet  been  overcome. 

SEPABATION    OF    MOLYBDIC   ACID    FROM    EARTHS    AND    ALKALIES. 

When  molybdic  acid  is  combined  with  an  alkali  or  with  an 
earth,  the  solution  may  first  be  treated  by  hydrosulphuret  of 
ammonia,  the  sulphuret  of  molybdenum  separated  therefrom 
by  muriatic  acid,  and  the  alkali  or  the  earth  contained  in  the 
filtered  liquor  may  then  be  determined.  But  the  operator  may 
also  decompose  the  salt  by  nitric  acid,  and  evaporate  the  whole 
to  dryness ;  the  molybdic  acid  is  thus  liberated,  and  by  treating 
the  dry  mass  by  water  it  remains  behind  in  an  insoluble  state, 
whilst  the  water  dissolves  the  alkaline  or  earthy  nitrate.  Mo- 
lybdic acid  may  also  be  separated  from  lime,  strontia  and  baryta, 
by  digesting  for  a  long  time  the  combination  which  has  been 
decomposed  by  an  acid  with  an  excess  of  a  solution  of  carbonate 
of  potash  or  of  soda,  which  separates  the  earth  in  the  state  of 
carbonate,  whilst  the  molybdic  acid  remains  dissolved  in  the 
alkaline  liquor. 

*  Perhaps  it  would  be  preferable  to  fuse  the  combination 
with  an  excess  of  alkaline  carbonate,  and  then  to  treat  the  ftised 
mass  by  water,  which  would  leave  the  earthy  carbonate  in  an 
insoluble  state,  whilst  it  would  dissolve  the  molybdate  of  alkali. 
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CHAPTER  XXXVII. 

VANADIUM. 


DETERMINATION    OF  VANADIUM  AND  ITS  OXYDES. 

*  According  to  Berzelius,  vanadium  may  be  quantitatively 
determined,  both  in  dcutoxyde  of  vanadium  [oaryde  vanadique) 
and  in  vanadic  acid  and  their  compounds,  by  igniting  them  in 
an  atmosphere  of  hydrogen,  by  which  they  are  converted  into 
8ub-oxyde  of  vanadium,  from  the  quantity  of  which  that  of  the 
metal  is  calculated. 

When  vanadic  acid  is  held  in  solution  in  a  liquor,  it  may  be 
wholly  obtained  by  evaporation.  If  the  liquor  contains  volatile 
acids  or  ammonia,  these  substances  are  dissipated  by  igniting 
the  residuum  in  contact  with  the  air.  The  vanadic  acid  remains, 
and  its  quantity  may  then  be  determined.  It  is  necessary  to 
begin  by  a  very  moderate  heat,  which  must  not  be  carried  on  to 
redness,  and  the  mass,  if  it  contains  ammonia,  should  be  stirred, 
otherwise  a  little  vanadic  acid  would  be  reduced  into  deutoxyde 
of  vanadium  [oxyde  vanadique). 


*  SEPARATION    OF    VANADIC  ACID    FROM    METALLIC  OXYDES. 

The  oxydes,  the  metallic  sulphurets  of  which  are  insoluble  in 
an  excess  of  hydrosulphuret  of  ammonia,  might  be  separated 
from  vanadic  acid  by  means  of  this  reagent,  in  the  manner 
which  has  been  described  for  separating  these  oxydes  from  those 
of  antimony,  of  tungsten,  and  of  molybdenum,  as  also  from 
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other  oxydes  which  are  of  an  acid  nature.  The  sulphuret  of 
vanadium^  dissolved  in  an  excess  of  hydrosulphuret  of  ammonia, 
might  then  be  precipitated  by  an  acid,  and  should  subsequently 
be  washed  in  the  open  air  until  completely  converted  into 
vanadic  acid. 


*   SEPARATION     OF    VANADIC    ACID    FROM     PROTOZTDE    OF   LEAD. 

The  protoxyde  of  lead  which  is  found  in  nature,  combined 
with  vanadic  acid,  cannot,  according  to  Berzelius,  be  separated 
from  the  latter  by  ebullition  with  carbonate  of  alkali.  Where- 
fore, if  the  compound  contains  any  arsenic  acid  or  phosphoric 
add  combined  with  the  protoxyde  of  lead,  the  two  salts  may 
be  separated  from  the  vanadate  of  lead  by  boiling  the  com- 
pound first  reduced  into  powder  with  a  solution  of  carbonate 
of  soda,  and  evaporating  several  times  the  solution  to  dryness. 
Water  afterwards  dissolves  the  excess  of  carbonate  of  soda,  and 
likewise  the  phosphate  and  arseniate  of  soda,  whilst  the  vanadate 
and  carbonate  of  lead  remain  in  an  insoluble  state.  When  the 
combination  contains  chloride  of  lead,  the  water  dissolves  the 
chloride  of  sodium  which  has  formed. 

*  Neither  can  sulphuric  acid  separate  vanadic  add  completely 
from  protoxyde  of  lead,  even  after  having  dissolved  the  compound 
in  dilute  nitric  add.  The  complete  separation  can  be  obtained 
only  by  fusing  the  vanadate  of  lead  with  bisulphate  of  potash. 
After  having  treated  the  fused  mass  by  water  there  remains  a 
residuum  of  sulphate  of  lead,  whilst  the  liquor  holds  in  solution 
the  vanadate  of  potash  produced,  and  the  excess  of  bisulphate  of 
potash  employed. 

*  If  the  vanadate  of  lead  contains  chloride  of  lead,  the  com- 
bination is  dissolved  in  dilute  nitric  add,  and  a  solution  of  nitrate 
of  silver  is  poured  in  the  liquor,  which  produces  a  predpitate  of 
chloride  of  silver,  the  quantity  of  which  may  then  be  determined. 
After  filtering,  the  operator  predpitates  firom  the  liquor  the 
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excess  of  nitrate  of  silver  employed,  by  means  of  muriatic 
acid;  the  filtered  liquor  is  immediately  evaporated,  sulphuric 
acid  is  added  towards  the  end,  heat  is  applied,  in  order  to  dissi- 
pate completely  the  muriatic  and  the  nitric  acids,  and  bisulphate 
of  potash  is  then  added.  The  whole  is  then  fused  in  a  platinum 
crucible,  and  the  fused  mass  is  treated  as  we  said  just  now. 


*^  SEPARATION    OF    VANADIC    ACID    FROM    BARYTA. 

Baryta  cannot  be  separated  from  vanadic  acid  by  sulphuric 
acid,  not  even  by  adding  muriatic  acid,  or  by  decomposing  the 
vanadic  acid  by  alcohol.  In  every  case  the  sulphate  of  baryta 
obtained  becomes  yellow  after  ignition,  and  it  contains  vanadic 
acid. 

*  Baryta  can  be  separated  from  vanadic  acid  only  by  the 
methods  which  have  been  explained  for  separating  it  from  prot- 
oxyde  of  lead,  that  is  to  say,  by  fusing  the  combination  with 
bisulphate  of  potash  in  a  platinum  crucible,  and  treating  the 
fused  mass  by  hot  water,  which  leaves  pure  sulphate  of  baryta. 

*  SEPARATION    OF    VANADIC     ACID    FROM    THE    FIXED    ALKALIES. 

According  to  Berzelius,  this  separation  is  difficult  to  effect. 
The  alkali  can  hardly  in  any  jiray  be  so  entirely  separated  from 
the  muriatic  acid,  that  the  latter  does  not  retain  any  trace  of  it. 
The  best  is  to  dissolve  the  vanadate  in  muriatic  acid,  to  digest 
the  solution  with  a  little  sugar  until  it  becomes  blue  and  the 
vanadic  acid  is  converted  into  oxyde  of  vanadium  {oan/de 
vanadigue),  to  precipitate  the  latter  by  ammonia,  and  wash  the 
precipitate  of  vanadite  of  ammonia  with  water  containing  a 
little  ammonia,  in  which  it  is  insoluble,  yet  the  filtrate  retains 
still  a  trace  of  vanadium.  It  is  therefore  evaporated,  and  the 
dry  residuum  is  ignited  until  the  muriate  of  ammonia  has 
volatilised;  the  alkali  then  remains  in  the  state  of  metaUic 
chloride. 
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CHAPTER    XXXVIII. 

CHROMIUM. 


DETERMINATION   OP  OXYDE  OF  CHROMIUM. 

When  chromium  exists  in  the  state  of  green  oxyde  of  chro- 
mium in  a  solution^  the  best  reagent  to  precipitate  it  therefrom 
is  ammonia ;  hydrate  of  oxyde  of  chromium  is  thus  obtained^ 
which  is  to  be  washed^  dried^  calcined  and  weighed.  The 
operator  must  take  some  precautions  in  igniting  oxyde  of 
chromium^  for^  when  heated  to  a  certain  degree,  it  suddenly 
becomes  incandescent,  owing  to  which  a  certain  quantity  of 
substance  may  be  lost  by  projection  when  the  mass  is  somewhat 
considerable.  Wherefore,  it  is  necessary  to  calcine  the  oxyde 
of  chromium  in  a  well  closed  platinum  crucible.  Ignition  renders 
it  insoluble  in  acids.* 

It  is  necessary,  after  having  precipitated  oxyde  of  chromium 
by  ammonia,  to  heat  the  whole  a  little  before  collecting  it  on  a 
filter,  or  the  liquor  may  be  heated  well  before  pouring  the 
ammonia  into  it,  because  oxyde  of  chromium  is  not  precipi- 
tated completely  from  a  cold  solution.  If  this  precaution  be 
neglected,  the  filtrate  retains  still  perceptible  traces  of  oxyde  of 
chromium,  which  impart  a  slight  tinge  to  it.* 

'  Hydrate  of  oxyde  of  chromium  at  a  dark  red  or  red  heat,  loses  completely  its 
water  of  combimitioii,  in  which  state  it  forms  a  dull  grass-green  powder,anditisthcn 
somewhat  soluble  in  acids  ;  to  render  it  completely  insoluble  it  must  be  strongly 
ignited,  in  which  state  it  has  a  bright  grass-green  colour. — Ed. 

'  The  solution  sliould,  in  fact,  be  heated  with  anunonia  until  it  has  become 
colourless. — Ed. 
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DETERMINATION    OF    CHROMIC    ACID. 

When  chromium  exists  in  a  liquor  in  the  state  of  chromic 
acid,  the  operator  may,  if  it  is  neutral,  pour  a  solution  of  nitrate 
of  baryta  into  it,  or  if  it  is  acid,  add  a  solution  of  nitrate 
of  lead.  Chromate  of  bar\'ta  or  of  lead  is  thus  precipitated ; 
the  latter  is  insoluble  in  very  dilute  acid  solutions.  The  quan- 
tity of  the  chromic  acid  may  be  calculated  from  the  weight 
of  the  precipitate  obtained  after  ignition.  Chromic  acid  may 
also  be  precipitated  by  pouring  a  solution  of  subnitrate  of 
mercury  in  the  liquor  previously  neutralised.  The  precipitate 
of  chromate  of  suboxyde  of  mercury  thus  produced  is  ignited  in  a 
platinum  crucible,  and  green  oxyde  of  chromium  remains,  from 
the  quantity  of  which  that  of  the  chromic  acid  may  be  calculated. 

A  more  accurate  result,  however,  is  obtained  when  the 
chromic  acid  is  reduced  into  chromic  oxyde,  directly  in  the 
solution ;  from  the  weight  of  the  latter,  that  of  the  acid  may  be 
calculated.  The  best  reagent  for  reducing  chromic  acid  into 
oxyde  of  chromium  is  muriatic  acid.  If  the  liquor  is  very  dilute, 
it  should  first  be  slightly  concentrated,  and  an  excess  of  muriatic 
acid  is  added  to  it ;  by  boiling  the  whole,  the  chromic  acid  is 
converted  into  oxyde  of  chromium,  which  remains  dissolved  in 
the  muriatic  acid  liquor ;  chlorine  is  disengaged.  This  effect, 
however,  takes  place  only  very  slowly,  and  in  an  incomplete 
manner ;  but  the  reduction  is  much  accelerated,  and  rendered 
complete  by  adding  alcohol ;  this,  therefore,  should  always  be 
done.  When  alcohol  is  employed  chloric  ether  is  evolved.  The 
whole  is  then  gently  heated,  in  order  to  volatilise  the  alcohol^ 
and  the  oxyde  of  chromium  is  precipitated  by  ammonia.* 

A  current  of  sulphuretted  hydrogen  gas  may  also  be  passed 
through  the  liquor  containing  the  chromate,  by  which  means 

*  Before  precipitating  by  ammoma,  the  whole  of  the  alcohol  which  may  still  exist 
in  the  solution  must  be  expelled  by  evaporation. — Ed. 
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the  chromic  acid  is  converted  into  oxyde  of  chromium,  which 
remains  in  solution  if  a  free  acid  has  been  added  to  the  liquor. 
Sulphuric  acid  is  formed  during  the  operation,  and  a  great 
quantity  of  sulphur  is  separated,  which  is  collected  on  a  filter 
after  heating  the  solution  in  order  to  dissipate  the  sulphuretted 
hydrogen  which  it  contains.  Ammonia  is  then  poured  in  the 
filtered  liquor,  which  precipitates  the  oxyde  of  chromium.  The 
reduction  of  chromic  acid  into  oxyde  of  chromium  by  sul- 
phuretted hydrogen  gas,  is  particularly  applicable  when  the 
liquor  containing  the  chromate  is  very  dilute.  It  is  necessary, 
after  having  passed  a  current  of  sulphuretted  hydrogen  through 
the  liquor,  and  having  completely  saturated  it,  to  warm  it,  and 
to  leave  it  at  rest  for  a  long  time,  in  order  that  the  sulphur  may 
settle  well. 

*  It  is  absolutely  necessary  to  add  a  little  free  add  to  the 
liquor  in  which  the  reduction  of  chromic  acid  into  oxyde  of 
chromium  is  effected  by  sulphuretted  hydrogen,  for,  even  an 
aqueous  solution  of  pure  chromic  acid  is  not  completely  reduced 
by  this  gas  into  oxyde  of  chromium ;  but  this  reduction  is  most 
completely  effected  if  muriatic  or  some  other  acid  has  been 
previously  added  to  the  liquor. 

*  The  separation  of  oxyde  of  chromium  and  of  chromic  acid 
from  other  substances  is  often  difficult,  because  neither  the  one 
nor  the  other  can  be  precipitated  in  the  state  of  sidphuret  of 
chromium,  either  from  acid  solutions  by  sulphuretted  hydrogen, 
nor  from  neutral  solutions  by  hydrosulphuret  of  ammonia. 


SEPARATION  OF  OXTDE  OF  CHROMIUM  AND  OF  CHROMIC  ACID 
FROM  THE  OXTDES  OF  ANTIMONY,  OF  TIN,  OF  GOLD,  OF  PLA- 
TINUM, OF  MERCURY,  OF  SILVER,  OF  COPPER,  OF  BISMUTH, 
OF  LEAD,  AND  OF  CADMIUM. 

*  It  is  easy  to  separate  oxyde  of  chromium  and  chromic 
acid  from  the  oxydes  which  are  susceptible  of  being  precipitated 
from  an  acid  solution  by  sulphuretted  hydrogen.  This  gas 
does  not  exercise  any  action  upon  oxyde  of  chromium,  and  it 
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converts  chromic  acid  into  oxyde  of  clirominm^  which  remains 
dissolved  in  the  liquor.  It  is  hardly  possible  to  calculate  the 
quantity  of  the  metallic  oxydes  contained  in  the  solution  firom 
the  weight  of  the  metallic  sulphurets  obtained^  because  on 
account  of  the  conversion  of  the  chromic  acid  into  oxyde  of 
chromium^  these  sulphurets  are  thrown  down  mixed  with  free 
sulphur. 

*  Oxyde  of  chromium  may  also  be  very  readily  separated 
from  protoxyde  of  lead  by  converting  the  protoxydes  into  me- 
tallic chlorides  by  means  of  muriatic  add,  subsequently  treating 
these  chlorides  by  alcohol.  Chloride  of  lead  is  insoluble  in 
alcohol,  whilst  the  chloride  of  chromium  dissolves  therein: 
ammonia  being  afterwards  poured  in  this  solution  precipitates 
the  oxyde  of  chromium  from  it.  It  is  necessary  to  take  care 
to  warm  the  liquor  gently  beforehand,  in  order  to  volatilise 
the  alcohol. 

*  When  protoxyde  of  lead  is  combined  with  a  very  small 
quantity  of  oxyde  of  chromium,  the  separation  of  the  two  bodies 
may  be  eflfected  by  treating  the  combination  with  concentrated 
or  dilute  sulphuric  acid.  In  the  latter  case  the  whole  shotdd 
be  evaporated  at  a  gentle  heat  until  the  two  oxydes  have  com* 
bined  with  the  sulphuric  acid,  and  sulphate  of  lead  has  deposited, 
and  the  sulphate  of  chromium  has  dissolved.  Alcohol  is  then 
added,  in  which  sulphate  of  lead  is  absolutely  insoluble,  whilst 
sulphate  of  chromium  may  be  dissolved  therein,  especially  if  the 
quantity  is  not  very  considerable.  The  sidphate  of  lead  is 
washed  with  alcohol,  water  is  added  to  the  alcoholic  liquor,  and 
the  greater  part  of  the  alcohol  is  to  be  expelled  by  heat,  after 
which  the  oxyde  of  chromium  may  be  precipitated  by  ammonia. 
Yet  this  method  does  not  answer  when  the  sulphate  of  chromium 
has  been  heated  too  strongly,  and,  d  fortiori,  when  it  has  been 
ignited,  for  it  has  then  become  insoluble  in  alcohol,  and  even 
water  does  not  dissolve  it  except  by  a  very  prolonged  contact. 

If  chromic  acid  is  combined  with  oxyde  of  lead,  the  compoimd 
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if  boiled  with  muriatic  add  and  strong  alcohol^  hj  wluch  means 
the  chromic  acid  it  converted  into  oxyde  of  chromium  under  a 
disengagement  of  chlor-ether ;  the  oxyde  remains  dissolved  in 
the  muriatic  acid^  whilst  the  chloride  of  lead  is  insoluble  in  the 
spirituous  liquor.  The  chloride  of  lead  is  collected  upon  a 
weighed  filter,  washed  with  alcohol^  dried,  and  when  dry  weighed. 
From  its  weight  the  quantity  of  the  protoxyde  of  lead  is  calcu- 
lated. This  chloride  of  lead  may  also  be  converted  into  sulphate 
of  lead|  from  which  the  quantity  of  the  protoxyde  of  lead  may 
likewise  be  calculated. 

^  Both  the  commercial  and  the  native  chromate  of  lead  may 
be  very  easily  analysed  by  that  method.  When  the  chromate 
of  lead  of  commerce  is  thus  treated,  the  substances  with  which 
it  may  be  mixed,  such  as  sulphate  of  ,lime,  and  sulphate  of 
baryta  remain  with  the  chloride  of  lead  in  an  insoluble  state. 
Before  beginning  actually  to  analyse  it,  it  should  first  be  reduced 
into  very  fine  powder  by  levigation,  because  if  this  precaution 
be  neglected  it  is  not  completely  decomposed  by  muriatic  acid. 

'^  When  oxyde  of  silver  exists  in  the  add  solutions,  muriatic 
add  is  the  best  reagent  for  separating  (mm.  the  oxrdes  of 
duroniium  after  the  treatment  of  the  liquors  by  sulphuretted 
hydrogen. 

SKPAaATION  OF  OXTDS  OF  CHROMIITII  AHB  CHROMIC  ACm  FlU^ilt 
THE  OXTDBS  OF  NICRRL^  OF  COBAXT,  OF  SUTC,  OF  IROS,  XX1« 
OF  MAXQAKBSB. 

The  separation  of  these  oxrdes  firom  osrde  <if  cikponiniin 
and  chromic  add  is  difficult  Tliose  whidi  are  «te^  in  a& 
eircess  of  ammonia,  like  oxrde  of  nnc^  for  fnipV^  uu:iix  ^ 
aeparated  firom  oinrde  of  diTtMmium  by  mesBs  «f  tktt  aikaE.  bm 
it  is  venr  improbable  tiiat  their  sqpanlKHi  si^^  W  ik»>MmK 
pl^rir  effected. 

Most  of  tliese  ainrdn»  eipedalhr  peroi^riAe  of  ircni  joid  pn^ 
tmrde  of  iixm,  mar  be  separated  firasa  cjnEde  cf  Araaavm  >ir  a 
■■tbud  uular  to  Ikat  CHiplofed  for  aefiatsgafcg:  XEKxnda  Jia|>r 
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94)^  and  titanic  acid  (page  279)^  from  the  oxydes  of  iron.  A 
sufficient  quantity  of  tartaric  acid  is  added  to  the  solution^  which 
prevents  the  precipitation  of  oxyde  of  chromium  and  of  the  oxydes 
of  iron.  Hydrosulphuret  of  ammonia  is  then  poured  in  the 
clear  ammoniacal  liquor^  which  precipitates  sulphuret  of  iron^ 
whilst  this  reagent  does  not  exercise  any  action  upon  oxyde  of 
chromium^  which  remains  in  solution.  The  liquor  is  left  at  rest 
in  a  warm  place,  in  order  that  the  sulphuret  of  iron  may  settle 
completely,  and  the  latter  is  then  collected  on  a  filter,  washed 
with  water  to  which  some  hydrosulphuret  of  ammonia  has  been 
added,  and  after  washing  it  is  converted  into  peroxyde  of  iron  in 
the  manner  described  (page  86). 

The  oxyde  of  chromium  contained  in  the  liquor  filtered  from 
the  sulphuret  of  iron  has  now  to  be  determined,  which  cannot 
be  done  except  by  evaporating  the  liquor  to  dryness,  igniting  the 
dry  residuum  in  contact  with  the  air  in  a  counterpoised  platinum 
capsula,  until  nothing  but  oxyde  of  chromium  remains.  This  is 
best  done,  as  we  said  (page  94),  by  introducing  the  platinum 
capsula  in  the  muffle  of  an  assay  furnace,  because  it  is  difficult 
to  bum  completely  the  carbon  of  the  tartaric  acid  in  any  other 
way.  If  the  tartaric  acid  was  pure,  the  oxyde  of  chromium 
obtained  is  pure  also ;  but  if  the  acid  contained  lime,  which  is 
generally  the  case  with  that  found  in  commerce,  the  whole  of 
this  earth  remains  with  the  oxyde  of  chromium. 

Another  method  may  also  be  resorted  to  for  separating  oxyde 
of  chromium  from  protoxyde,  and  peroxyde  of  iron,  and  from 
other  oxydes,  which  cannot  be  completely  dissolved  by  a  solu- 
tion of  carbonate  of  potash,  or  of  soda.  The  combination  of 
these  oxydes  may  be  fused  in  a  platinum  crucible,  with  an 
excess  of  carbonate  of  potash.  The  oxyde  of  chromium,  under 
the  influence  of  the  air,  passes  to  a  higher  degree  of  oxydisation, 
as  is  the  case  with  the  oxydes  of  manganese,  and  chromate  of 
potash  is  produced.  When  the  crucible  has  cooled,  the  ignited 
mass  is  treated  by  water,  which  dissolves  the  chromate  of  potash 
produced,  and  the  excess  of  carbonate  of  alkali  employed,  whilst 
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the  peroxyde  of  iron  remains  behind,  and  is  collected  on  a  filter. 
If  protoxyde  of  iron  only  existed  in  the  liquor,  this  oxyde 
absorbs  oxygen  during  the  fusion,  and  remains  undissdhred  in 
the  state  of  peroxyde  of  iron.  The  filtered  liquor  is  acidified  by 
carefully  adding  muriatic  acid  thereto,  and  alcohol  being 
poured  in,  it  is  boiled  until  the  chromic  acid  is  converted  into 
oxyde  of  chromium,  which  may  then  be  precipitated  by  ammo- 
nia. The  peroxyde  of  iron  is  dissolved  by  muriatic  add,  and 
likewise  precipitated  firom  the  solution  by  ammonia. 

4s  In  a  great  number  of  cases,  however,  the  combination  of 
oxyde  of  chromium  is  not  completely  decomposed  by  ignition 
with  carbonate  of  alkali ;  ordinarily,  a  small  portion  only  of  the 
oxyde  is  converted  into  chromic  add.  The  conversion  of  the 
oxyde  of  chromium  into  chromic  acid,  is  much  more  easily 
accomplished  by  fusing  the  combination  with  a  mixture  of 
alkaline  carbonate,  and  of  hydrate  of  potash.  But  the  most 
certain  way  of  obtaining  it  as  completely  as  possible,  generally, 
consists  in  fusing  the  combination  with  a  mixture  of  carbonate, 
and  of  nitrate  of  alkali,  until  the  greater  portion  of  the  latter 
salt  is  decomposed.  The  experiment  may  be  made  in  a  plati- 
num crucible.  The  fused  mass  is  treated  by  water,  and  the 
operator  then  proceeds  as  we  have  just  said. 

*  Nitrate  of  potash  is  preferable  to  chlorate  of  potash  for  this 
purpose,  because  the  latter  is  too  rapidly  decomposed  by  heat, 
to  permit  the  complete  conversion  of  the  oxyde  of  chromium 
into  chromic  add,  even  though  the  salt  be  added  only  little  by 
little  at  a  time  to  the  mass  in  a  state  of  fusion. 

*  The  combinations  of  oxyde  of  chromium  with  the  oxydes  of 
cobalt,  of  nickel,  and  of  zinc,  may  be  decomposed  in  the  same 
manner.  The  decomposition  is  effected  so  much  the  more 
rapidly,  as  the  compound  operated  upon  is  in  a  greater  state 
of  division. 

*  The  native  combination  of  oxyde    of  chromium,  and  of 
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protoxyde  of  iron^  called  by  mineralogists  chrome-iron  ore^*  how- 
ever^ is  so  difficult  to  decompose^  that  even  after  having  been 
reduced  into  very  fine  powder  by  levigation^  it  is  scarcely  decom- 
posed by  fusion  with  carbonate  of  potash.  Even  though  the  com- 
pound may  be  fused  with  a  mixture  of  carbonate^  and  of  hydrate^ 
or  of  nitrate  of  alkali^  this  fusion  must  be  continued  for  a  long 
time  before  succeeding  in  decomposing  any  notable  quantity  of 
the  chrome-iron  ore.'  The  mass^  after  fusion^  is  treated  by  water^ 
which  dissolves  the  chromate  of  potash  which  has  formed^  the 
excess  of  carbonate^  or  of  hydrate  of  potash  employed^  and  also 
the^  as  yet^  undecomposed  portions  of  the  nitrate  of  potash. 
The  peroxyde  of  iron  which  remains  is  collected  on  a  filter^  well 
washed^  and  dissolved  in  muriatic  acid ;  ordinarily  it  contains 
still  a  portion  of  undecomposed  chrome-iron^  even  though  the 
fusion  may  have  continued  for  a  very  long  time^  and  this  quan- 
tity remains  after  the  treatment  with  muriatic  acid.  This  resi« 
duum  is  collected  on  a  filter^  its  weight  is  determined,  and  must 
be  deducted  from  the  quantity  of  chrome-iron  experimented 
upon.  The  peroxyde  of  iron  is  precipitated  by  ammonia, 
and  its  quantity  is  determined.  The  chromic  acid  of  the 
solution  of  chromate  of  potash  is  now  to  be  converted  into 

^  Chrome-iron  ia  a  combinatioii  of  oxyde  of  chromium  with  peroxyde  of  iron  and 
almnina,  in  which  the  oxyde  of  chromium  probably  plays  the  part  of  an  acid.  This 
mineral  is  found  in  France  in  the  Department  du  Var ;  in  Styria  in  the  Gulsen 
mountains  ;  in  Siberia  in  the  Ural  mountains  ;  and  in  North  and  South  America. 
The  analysb  of  samples  from  Siberia  by  Laugier,  is  as  follows  :— 

Oxyde  of  Chromium 53*0 

Peroxyde  of  Iron 34*0 

Alumina 11*0 

SiUca 2*0 

100*0 

The  silica  is  probably  an  accidental  constituent. — Ed. 

s  This  fusion  with  hydrate  and  nitrate  of  potash  cannot  be  performed  in  a 
platinum,  nor  in  a  silver  crucible  :  a  Cornish  or  Hesrian  crucible,  or  one  of  iron  may 
be  used.  Care  must  be  taken  that  the  heat  applied  be  intense,  examples  having 
occurred  of  chrome-iron  ore  having  been  altogether  mistaken  for  iron-sand  of 
Jameson,  and  the  presence  of  chrome  altogether  escaped  detection,  though  especially 
looked  for  by  some  of  the  most  experienced  chemists,  the  mineral  having  altogether 
resisted  decomposition,  for  want  of  a  sufficiently  high  temperature. — £d. 


326  CHROMIUM. 

oxyde  of  chromium,  which  is  to  be  precipitated  likewise  by 
ammonia. 

When  chrome-iron  ore  contains  alumina,  which  is  veiy  often 
the  case,  this  earth  is  found  in  the  solution  of  the  chromate  of 
potash,  provided  a  sufficient  quantity  of  hydrate  of  potash  has 
been  added  to  the  fused  mass ;  the  alumina  is  then  separated  by 
the  method  which  will  be  indicated  farther  on. 

*  The  oxyde  of  iron  which  exists  in  chrome-iron  cannot  be 
reduced  by  hydrogen  gas,  even  with  the  help  of  a  very  strong 
heat ;  the  degree  of  oxydisation  of  the  iron  contained  in  this 
mineral  cannot  therefore  be  accurately  determined  by  the 
method  described  (page  108.) 

*  Chrome  iron  ore  may  also  be  completely  decomposed, 
according  to  Abich,  by  exposing  it  to  the  highest  possible  heat 
in  a  platinum  crucible,  with  four  times  its  weight  of  carbonate 
of  baryta.* 

*  When  chromic  acid  is  combined  with  the  oxydes  mentioned 
in  this  paragraph,  the  combination  is  fused  with  an  alkaline 
carbonate.  By  treating  subsequently  the  fused  mass  by  water, 
the  oxydes  remain  undissolved,  whilst  the  water  dissolves  the 
chromate  of  alkali  and  the  excess  of  alkaline  carbonate. 


*    SEPARATION    OF    OXTDE    OF    CHROMIUM     AND    CHROMIC     ACID 

FROM   ALUMINA. 

Oxyde  of  chromium  is  separated  from  alumina  by  means  of 
solution  of  pure  potash,  which  dissolves  the  earth  and  leaves  the 
oxyde ;  but  it  is  absolutely  necessary  to  boil  the  two  substances 
for  a  long  time  with  the  solution  of  potash,  because,  in  the  cold, 

1  The  fiised  mass  is  then  treated  as  said  above  ;  that  is  to  say,  the  fused  mass  is 
treated  with  dilute  muriatic  add  at  a  gentle  heat,  the  solution  is  evaporated  so  as  to 
reduce  the  chromic  acid  into  oxyde  of  chromium ;  the  mass  thus  evaporated 
is  redissolved  in  dilute  muriatic  acid,  and  the  solution  being  warmed,  anunonia  is 
added,  which  precipitates  the  oxyde  of  chromium,  pemxyde  of  iron,  and  alumina, 
which  should  be  filtered  out  of  the  contact  of  the  air.— Ed. 
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an  excess  of  the  latter  dissolves  the  oxyde  of  chromium^  which 
is  precipitated  only  by  a  protracted  ebullition.  After  having 
separated  the  oxyde  of  chromium  by  filterings  the  alumina  may 
be  precipitated  from  the  filtrate  by  supersaturating  it  with 
muriatic  acid^  and  adding  carbonate  of  ammonia  or  pure  ammonia 
thereto. 

*  Alimiina  may  be  separated  from  chromic  acid  by  ammonia* 

*  It  appears^  however^  that  boiling  alone  with  a  solution  of 
potash  is  not  sufficient  to  separate  oxyde  of  chromium  completely 
from  alumina^  wherefore  the  precipitated  oxyde  of  chromium 
should  be  mixed  with  an  excess  of  carbonate  and  of  nitrate  of 
alkali^  and  the  whole  kept  in  fusion  for  a  long  time^  which  con- 
verts the  oxyde  into  chromate  of  potash^  which  is  dissolved 
afterwards  by  water^  whilst  the  alumina  remains.  If  peroxyde 
of  iron  existed  at  the  same  time^  it  would  remain  likewise  in  an 
insoluble  state  with  the  alumina. 


SEPARATION    OF    OXTDE    OF    CHROMIUM    AND    OF    CHROMIC    ACID 

FROM    MAGNESIA. 

Oxyde  of  chromium  is  separated  from  magnesia  by  fusing 
both  with  an  excess  of  alkaline  carbonate  and  of  nitrate  of 
potash,  and  leaving  the  whole  in  ftision  for  a  long  time.  When 
the  fused  mass  is  afterwards  treated  by  water,  the  chromate  of 
potash  formed  is  dissolved  whilst  the  magnesia  remains.  The 
chromic  acid  contained  in  the  solution  is  afterwards  reduced 
into  oxyde  of  chromium. 

If  chromic  acid  is  the  substance  which  is  combined  with 
magnesia,  the  compoimd  is  to  be  ftised  with  alkaline  carbonate. 
When  the  two  substances  are  contained  in  a  solution,  it  (the 
solution)  is  to  be  boiled  with  an  excess  of  carbonate  of  potash, 
which  precipitates  the  magnesia. 
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SEPARATION  OF   OXYDE  OF  CHROMIUM    AND   CHROMIC  ACID  FROM 

LIME^   STRONTIA^    AND   BARYTA. 

*  If  oxyde  of  cliromium  is  contained  with  these  earths  in  acid 
solutions^  it  may  be  separated  therefrom  by  the  Isame  means 
which  are  employed  to  separate  peroxyde  of  iron  firom  lime^ 
strontia,  and  baryta  (page  99).  If  ammonia  is  nsed  for  the 
purpose  of  precipitating  the  oxyde  of  chromium  firom  the  solution^ 
the  precipitate^  however  carefully  the  contact  of  the  air  may  be 
guarded  against^  contains  a  pretty  considerable  quantity  of  the 
alkaline  earthy  which  falls  down^  not  in  the  state  of  carbonate^ 
but  in  that  of  combination  with  the  oxyde  of  chromium;  for  the 
precipitate  does  not  eflfervesce  with  acids. 

^Wherefore^  sulphuric  acid  is  employed  to  separate  baiyta 
firom  oxyde  of  chromium. 

*  When  lime  is  combined  with  a  very  small  quantity  of  oxyde 
of  chromium^  it  may  be  separated  therefirom  by  decomposing  the 
combination  by  sulphuric  acid^  adding  alcohol^  which  produces 
an  insoluble  sulphate  of  lime^  whilst  the  sulphate  of  chromium 
dissolves.  But  the  operator  must  take  great  care^  after  treat- 
ment by  sulphuric  acid^  not  to  ignite  the  mass  too  strongly^  or 
even  not  to  expel  completely  the  excess  of  sulphuric  acid^  for  by 
so  doing  the  sulphate  of  chromium  would  not  only  become 
insoluble  in  the  alcohol  added^  but  even  in  pure  water. 

*  When,  on  the  contrary,  lime  is  combined  with  a  very  large 
quantity  of  oxyde  of  chromiimi,  it  is  much  better  to  fuse  the 
compound  with  three  times  its  weight  of  a  mixture  of  alkaline 
carbonate  and  of  nitrate  of  alkali.  The  fused  mass  is  then 
treated  by  water,  which  leaves  the  lime  in  the  state  of  carbonate 
of  lime,  whilst  it  dissolves  the  chromate  of  alkali,  the  chromic 
acid  whereof  is  converted  into  oxyde  of  chromium,  which  may 
then  be  precipitated  by  ammonia. 

*  Sulphuric  acid  may  be  employed  to  separate  strontia  from 
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oxyde  of  cliroiniiim  when  contained  in  a  solution^  exactly  as  for 
baryta,  but  it  is  better  to  follow  the  process  mentioned  for  sepa- 
rating lime  from  this  oxyde. 

*  If  the  compound  to  be  analysed  is  a  combination  of  chromic 
acid  with  these  three  earths^  it  must  be  fused  with  an  alkaline 
carbonate ;  the  fused  mass  is  treated  by  water^  which  leaves  the 
earths  in  the  state  of  insoluble  carbonates.  Chromate  of  baryta 
may  also  be  decomposed  by  reducing  it  into  very  fine  powder, 
and  treating  it  by  muriatic  acid  and  alcohol.  The  chromic  acid 
is  thereby  converted  into  oxyde  of  chromium,  which  remains 
dissolved  in  the  muriatic  acid  as  well  as  the  baryta;  the  latter  is 
then  precipitated  by  sulphuric  acid,  and  the  oxyde  of  chromium 
by  ammonia. 

*  If  the  earthy  chromates  are  combined,  or  exist  in  conjunc- 
tion with  earthy  sulphates,  the  compound  should  be  treated  by 
muriatic  acid  and  alcohol,  as  we  have  just  said,  and  the  earthy 
sulphates  remain  in  an  insoluble  state  at  the  bottom  of  the 
alcoholic  liquor. 

SEPAJIATION  OF  OXTPE    OF    CHROMIUM    AND   CHROMIC  ACID  FROM 

THE    ALKALIES. 

Oxyde  of  chromiiun  is  separated  from  the  alkalies  in  the  same 
manner  as  peroxyde  of  iron  is  separated  from  these  substances, 
by  means  of  ammonia  (page  99).  The  best  way  of  analysing 
the  combinations  of  chromic  acid  with  the  alkalies  consists  in 
treating  them  by  water,  so  as  to  obtain  concentrated  solutions ; 
the  chromic  acid  is  converted  into  oxyde  of  chromium  by  means 
of  muriatic  acid  and  alcohol,  the  liquor  is  then  heated  in  order 
to  dissipate  the  alcohol,  the  oxyde  of  chromium  is  precipitated 
by  ammonia,  and  the  alkali  contained  in  the  filtered  liquor  is 
determined  in  the  state  of  metallic  chloride. 
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DETERMINATION    OF   OXYDE    OF   CHROMIUM    AND   CHROMIC    ACID 

WHEN    THEY    EXIST   SIMULTANEOUSLY. 

When  oxyde  of  cliromiiun  and  chromic  acid  have  to  be 
separated  from  each  other^  and  both  are  in  the  state  of  solution^ 
the  following  process  may  be  followed^  according  to  Mans : — 
A  solution  of  acetate  of  lead  is  added  to  the  liquor^  which  pro- 
duces a  precipitate  of  chromate  of  lead^  whilst  the  oxyde  of 
chromium  and  the  excess  of  acetate  of  lead  employed  remain  in 
solution.  Yet  it  is  necessary  that  the  liquor  should  not  contain 
enough  free  acid  to  retain  a  little  chromate  of  lead  in  solution. 
An  excess  of  acetic  acid  is  not  objectionable^  because  chromate 
of  oxyde  of  chromium  is  insoluble  in  this  add. 

If  the  operator  has  to  analyse  a  solid  compoimd  of  chroimc 
add  and  oxyde  of  chromimn  wWch  haa  been  recently  precipitated, 
it  may  be  digested  with  a  solution  of  acetate  of  lead^  to  which  a 
little  free  acetic  acid  has  been  added.  The  oxyde  of  chromium 
is  thus  obtained  in  solution^  whilst  the  chromate  of  lead  remains 
insoluble;  sulphuretted  hydrogen  is  then  passed  through  the 
solution  of  the  oxyde  of  chromium^  in  order  to  remove  the 
oxyde  of  lead  in  excess,  and  the  oxyde  of  chromium  may  after- 
wards be  precipitated.  It  is  advisable  also  to  decompose  the 
chromate  of  lead,  in  order  to  ascertain  the  quantity  of  chromic 
acid  which  it  contains ;  this  is  best  done  by  means  of  muriatic 
acid  and  alcohol.  The  chloride  of  lead  produced  is  separated, 
and  the  quantity  of  oxyde  of  chromium  in  the  filtered  liquor  is 
determined,  from  which  that  of  the  chromic  acid  may  be 
estimated. 


ARSENIC.  331 


CHAPTER  XXXIX. 

ARSENIC. 


DETERMINATION  OF  ARSENIC,  OF  ARSENIOUS,  AND  OF  ARSENIC 

ACIDS, 

Various  methods  may  be  resorted  to  for  the  quantitatiye 
determination  of  the  arsenious  and  arsenic  acids  contained  in  a 
solution.  If  the  liquor^  besides  arsenic  acid^  contains  nitric  acid 
only^  and  no  fixed  substances^  it  is  mixed  with  a  most  exactly 
weighed  quantity  of  pure  protoxyde  of  lead  which  has  just  been 
ignited;  it  is  then  evaporated  to  dryness,  and  the  residuum  is 
then  ignited  in  a  small  counterpoised  platinum  capsula.  The 
quantity  of  the  arsenic  acid  is  determined  by  deducting  the 
weight  of  the  protoxyde  of  lead  employed  from  that  of  the 
calcined  mass.  But  it  is  necessary  that  the  arsenic  acid  should 
not  be  accompanied  in  the  solution  by  any  other  acid  capable  of 
producing  with  the  protoxyde  of  lead  a  salt  which  can  resist 
the  action  of  the  fire.  The  presence  of  ammonia  is  likewise 
objectionable  in  this  method  of  analysis. 

*  If  the  liquor  contains  any  arsenious  acid,  nitric  acid  is  added, 
and  likewise  a  weighed  quantity  of  protoxyde  of  lead;  the  whole 
is  then  evaporated,  the  residuum  is  ignited;  it  consists  of  arsenic 
acid  and  protoxyde  of  lead.  From  the  quantity  of  arsenic  acid 
that  of  the  arsenious  add  is  calculated.  When  arsenious  acid 
and  nitrate  of  lead  are  calcined  together,  the  first  of  these 
substances  is  completely  converted  into  arsenic  acid. 
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wash,  on  account  of  the  presence  of  nitric  add  in  the  eolation. 
The  collective  quantities  of  sulphur  indicate  that  which  existed 
in  the  sulphuret  of  arsenic  subjected  to  analysis ;  the  loss  indi- 
cates that  of  the  arsenic  from  which  the  proportion  of  the 
arsenious  acid  is  calculated. 

It  is  necessary  to  take  care^  in  this  operation,  to  collect  the 
undissolved  sulphur  only  after  a  prolonged  digestion  in  aqua 
regia.  The  colour  of  sulphuret  of  arsenic  does  not  differ  much 
from  that  of  sulphur;  yet  a  little  practice  enables  the  operator 
to  detect  very  readily  whether  the  sulphur  contains  sulphar- 
senious  add  or  not. 

*  When  arsenious  add  has  been  predpitated  from  a  liquor, 
by  means  of  sulphuretted  hydrogen,  and  its  weight  has  been 
determined,  the  small  quantity  of  sulphur  mixed  with  the 
sulphuret  may  often  be  separated  by  means  of  ammonia,  which 
dissolves  the  sulphuret,  and  leaves  the  sulphur  quite  untouched, 
and  the  quantity  of  which  may,  therefore,  be  then  easily  deter- 
mined. The  whole  of  the  sulphur  cannot,  however,  be  entirely 
obtained,  a  portion  remaining  dissolved  in  the  ammoniacal 
solution  of  the  sulpharsenions  add. 

Arsenic  add  may  be  quantitatively  determined  in  a  solution, 
in  the  same  manner  as  for  the  determination  of  arsenious  add, 
that  is  to  say,  by  means  of  sulphuretted  hydrogen,  when  the  use 
of  protoxyde  of  lead  is  not  practicable,  as  for  example,  when 
the  liquor  contains  muriatic  add,  or  fixed  substances.  But 
arsenic  acid  is  predpitated  by  sulphuretted  hydrogen  much 
more  slowly  than  arsenious  add.  This  predpitation  requires 
much  more  time  than  that  of  any  other  substances  whatever  by 
sulphuretted  hydrogen.  The  quantity  of  sulphuret  of  arsenic 
produced,  which  remains  dissolved  in  the  liquor  saturated  with 
sulphuretted  hydrogen,  is  also  much  more  considerable  than  is 
the  case  with  arsenious  add.  The  last  traces  may,  however,  be 
predpitated  by  digesting  the  whole  at  a  very  gentle  heat,  until 
the  odour  of  sulphuretted  hydrogen  has  disappeared. 
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*  There  is  no  metallic  oxyde,  the  precipitation  of  which  by 
sulphuretted  hydrogen  requires  so  much  precaution  as  arsenic 
acid.  Even  when  the  operator  thinks  that  he  has  completely 
precipitated  the  siilphuret  of  arsenic^  it  is  necessary  to  take  a 
portion  of  the  filtered  liquor,  and  to  add  thereto  its  own  volimie 
of  aqueous  solution  of  sulphuretted  hydrogen.  The  whole  is 
then  left  at  rest  in  an  open  vessel,  in  order  to  ascertain  whether 
after  a  certain  time  a  slight  precipitate  of  sulphuret  of  arsenic 
will  not  appear. 

If  the  operator  knows  positively  that  the  solution  contains 
arsenic  acid  alone,  the  quantity  of  this  acid  might  be  calculated 
from  the  sulphuret  produced ;  this  sulphuret  is  a  persulphuret  of 
arsenic  (sulpharsenic  add),  the  composition  of  which  corresponds 
to  arsenic  acid ;  yet  the  operator  must  not  forget  that  the  sul- 
phuret precipitated  in  this  case  contains  an  excess  of  siilphur 
produced  by  the  action  of  the  air  upon  the  sulphuretted  hydro- 
gen dissolved  in  the  liquor.  And,  as  this  excess  of  sulphur 
may  often  amount  to  some  per  cents,  it  is  necessary  to  analyse 
this  sulphuret,  which  is  done  in  the  same  manner  as  for 
sulpharsenious  acid,  that  is  to  say,  for  the  sulphuret  of  arsenic, 
which  is  precipitated  from  the  solution  of  arsenious  acid  by 
sulphuretted  hydrogen. 

Instead  of  passing  a  current  of  sulphuretted  hydrogen  through 
the  dilute  solution,  for  the  purpose  of  determining  the  quantity 
of  arsenious  or  of  arsenic  acid  contained  therein,  the  following 
method  may  be  adopted : — ^The  acid  liquor  is  supersaturated  with 
ammonia,  and  a  quantity  of  hydrosulphuret  of  ammonia  is  added 
thereto,  which  produces  a  precipitate  of  sulphuret  of  arsenic, 
which  dissolves  easily  and  completely  in  the  excess  of  hydrosul- 
phuret of  ammonia,  whatever  be  its  degree  of  sulphuration ;  that 
is  to  say,  whether  it  be  sulpharsenious  or  sulpharsenic  acid.  I£ 
the  solution  is  very  concentrated,  it  should  be  diluted  with  a 
large  quantity  of  water,  and  muriatic  acid  is  careftdly  added  to 
it,  so  as  to  render  it  slightly  acid.  Sulphuret  of  arsenic  is 
thereby    precipitated    imder    disengagement   of   sulphuretted 
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hydrogen.  The  liqnor  is  digested  at  a  gentle  heat^  until  the 
odour  of  sulphuretted  hydrogen  has  vanished^  and  the  sulphuret 
of  arsenic  produced  is  separated  by  filtering.  It  is  absolutely 
necessary  to  analyse  this  sulphuret^  as  we  have  said^  because  it 
is  mixed  with  much  sulphur  from  the  decomposition  of  the 
hydrosiilphuret  of  ammonia. 

*  This  method  is  preferable  to  that  mentioned  before^  at  least 
for  the  determination  of  arsenic  acid^  for  the  latter  is  thus  much 
more  completely  precipitated  in  the  state  of  sulphuret  of  arsenic. 

*  If^  when  this  method  is  resorted  to^  the  operator  has  not 
added  a  very  large  quantity  of  water  to  the  solution  of  the 
sulphuret  of  arsenic  in  hydrosulphuret  of  ammonia  before 
decomposing  it  by  muriatic'  acid^  and  too  large  a  proportion  of 
this  acid  is  subsequently  added^  the  whole  of  the  arsenic  is  not 
obtained  in  the  state  of  sulphuret.  It  is  better,  in  a  great 
number  of  cases^  to  decompose  the  liquor  with  acetic  acid  instead 
of  with  muriatic  acid. 

The  method,  which  consists  in  precipitating  arsenious  and 
arsenic  acids  in  the  state  of  sulphurets  of  arsenic,  and  in  deter- 
mining, from  the  sulphuret  thus  obtained,  the  quantity  of 
metallic  arsenic,  is  almost  the  only  one  (except  that  of  Berthier, 
of  which  we  shall  speak  presently),  which  yields  satisfactory 
results.  Ordinarily,  arsenic  add  is  precipitated  by  a  solution  of 
acetate  or  of  nitrate  of  lead  in  the  state  of  arseniate  of  lead, 
from  the  weight  of  which  the  quantity  of  the  arsenic  acid  is 
determined;  but  this  method  is  seldom  satisfactory,  and  is 
besides  attended  with  more  difficulties  than  that  which  has  just 
been  described,  when  the  solution  contains  other  metallic  oxydes. 
It  is  also  necessary  to  determine  the  quantity  of  the  arsenic  acid 
in  the  arseniate  of  lead  produced,  in  order  to  obtain  anything 
like  tolerable  accuracy;  this  method  is  much  more  complicated 
than  the  quantitatiye  determination  of  arsenic  in  the  state  of 
sulphate. 

*  Berthier    has  indicated   another  method  of    determining 
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arsenic  acid  quantitatiyely  in  solutions  which  may  contain  not 
only  nitric  and  muriatic  acid^  but  likewise  sulphuric  acid^  and 
even  certain  fixed  substances.  It  is  as  follows : — Take  a  certain 
weight  of  pure  metallic  iron^  dissolve  it  in  hot  nitric  acid,  mix 
this  solution  of  peroxyde  of  iron  with  the  liquor  in  which  arsenic 
acid  has  to  be  determined,  and  precipitate  the  whole  by  an  excess 
of  ammonia.  K  the  quantity  of  peroxyde  of  iron  added  is  suffi- 
cient to  form  a  basic  salt  with  the  arsenic  acid,  this  acid  is 
thereby  completely  precipitated,  because  arseniate  of  sesquioxyde 
of  iron  is  neither  dissolved  noi^  decomposed  by  ammonia*  The 
precipitate  is  very  mucilaginous  and  difficult  to  wash.  Yet  when  a 
large  excess  of  peroxyde  of  iron  has  been  employed,  the  precipi- 
tate is  more  bulky,  it  is  true,  but  it  may  be  washed  more  rapidly, 
because  the  precipitate  is  less  mucilaginous  in  proportion,  and 
suffers  the  liquor  and  the  water  used  for  washing  it  to  percolate 
more  readily.  After  drpng,  the  precipitate  is  ignited.  At  first 
the  heat  applied  must  be  very  gentle,  because  the  precipitate 
contains  a  little  ammonia,  which  is  thus  volatilised.  Were  the 
operator  to  act  otherwise,  and  at  once  apply  a  strong  heat,  a 
little  arsenic  acid  might  be  reduced  into  arsenious  acid  by  the 
ammonia,  and  be  lost.  If  the  liquor  contains  siilphuric  acid,  it 
is  advisable,  after  having  ignited  and  weighed  the  precipitate,  to 
calcine  it  a  second  time,  in  order  to  see  whether  it  loses  weight 
thereby ;  for  it  might  happen  that  a  portion  of  sulphuric  acid 
should  have  escaped  volatilisation  firom  the  heat  not  having  been 
applied  long  enough. 

*  From  the  weight  of  the  calcined  precipitate,  the  quantity  of 
arsenic  acid  in  the  solution  is  found,  for  the  surplus  weight  of  the 
peroxyde  of  iron  consists  in  arsenic  acid.  As  the  quantity  of  the 
iron  dissolved  is  known,  that  of  the  peroxyde  of  iron  is  of  course 
known  also.  Yet  it  must  not  be  forgotten  that  every  species  of 
forged  iron  contains  a  little  carbon  which,  it  may  be  admitted, 
amounts  to  one  half  per  cent,  in  ordinary  forged  iron,  and  100 
parts  of  which  consequently  yield  only  143'50  of  peroxyde  of 
iron  instead  of  144*^^. 

*  This  method  must  not  be  employed  when  the  liquor,  besides 

VOL.  II.  z 


338  ARSENIC. 

arsenic  acid^  contains  metallic  oxydes,  even  when  these  are  not 
precipitable  by  an  excess  of  ammonia ;  neither  must  it  contain 
lime^  strontia^  nor  baryta.  The  alkalies  are  about  the  only  fixed 
substances  the  presence  of  which  is  not  detrimental. 

*  It  is  necessary  to  add  peroxyde  of  iron  in  sufficient  quantity, 
because  the  neutral  arseniate  of  sesquioxyde  of  iron  is  soluble  in 
ammonia.  A  large  excess  of  this  oxyde,  on  the  contrary,  is 
advantageous,  as  I  have  remarked  before.  The  proportions  to  be 
employed,  however,  are  about  one  part  of  iron  for  two  parts  of 
the  arsenic  acid  suspected  to  exist  in  the  liquor. 

*  This  method  may  serve  likevfise  to  determine  the  quantity 
of  arsenious  acid  in  the  liquor,  after  it  has  been  converted  into 
arsenic  acid  by  aqua  regia. 

*  Berthier's  process  can  be  recommended  only  in  certain 
special  cases.  Very  frequently  the  whole  of  the  arsenic  acid  is 
not  precipitated  by  ammonia,  a  small  portion  of  which  remains 
dissolved,  especially  when  a  lai^e  quantity  of  the  reagent  has 
been  employed.  It  is  therefore  better,  in  most  cases,  to  deter- 
mine arsenic  acid  by  sulphuretted  hydrogen  or  by  hydrosulphuret 
of  ammonia. 


SEPARATION  OF  ARSENIOUS  AND  ARSENIC  ACIDS  FROM  THE 
OXYDES  OF  CHROMIUM,  OF  TITANIUM,  OF  URANIUM,  OP 
NICKEL,  OF  COBALT,  OF  ZINC,  OF  IRON,  AND  OF  MANGANESE, 
FROM   THE    EARTHS    AND    FROM    THE    ALKALIES. 

These  substances  not  being  susceptible  of  precipitation  by 
sulphuretted  hydrogen,  this  reagent  is  employed  to  separate 
them  from  arsenious  and  from  arsenic  acids.  The  dilute  solution 
should  first  be  acidified,  preferably  in  most  cases  by  muriatic 
acid,  and  a  current  of  sulphuretted  hydrogen  is  passed  through 
it  to  complete  saturation ;  it  is  then  left  at  rest  at  a  very  gentle 
heat,  until  it  no  longer  exhales  the  odour  of  sulphuretted  hy- 
drogen. The  sulphuret  of  arsenic  which  has  precipitated  is 
collected  on  a  filter,  and  determined  in  the  manner  which  has 
been   described  before;    the  other  substances   are   afterwards 
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separated  from  the  filtered  liquor.  If  the  solution  contained 
any  peroxyde  of  iron  the  siilphuretted  hydrogen  gas  will  have 
converted  it  into  protoxyde  of  iron. 

If  metallic  arsenic  is  alloyed  to  the  metals  of  the  oxydes 
mentioned  in  the  title  of  this  paragraph^  the  alloy  is  to  be 
dissolved  in  nitric  acid  or  in  aqua  regia ;  the  solution  is  diluted 
by  water,  and  treated  by  sulphuretted  hydrogen.  In  this  case 
the  treatment  of  the  alloy  by  nitric  acid  is  sometimes  preferable 
to  that  by  aqua  regia,  because  nitric  acid  converts  it  principally 
into  arsenious  acid,  whilst  aqua  regia  produces  chiefly  arsenic 
acid  which  is  precipitated  by  sulphuretted  hydrogen  with  more 
difficulty  than  the  other.  When  the  arsenical  alloy  has  been 
dissolved  in  hot  nitric  acid,  the  solution  must  be  diluted  by 
water  whilst  it  is  still  hot,  otherwise  the  arsenious  acid  would 
crystallise  on  cooling.  In  general,  the  use  of  nitric  acid  is 
inconvenient,  because  it  dissolves  arsenious  acid  too  sparingly ; 
wherefore,  when  the  metallic  compound  contains  much  arsenic, 
a  portion  of  the  arsenious  acid  crystallises  in  the  liquor,  and 
shelters  the,  as  yet,  undecomposed  portions  from  the  action  of 
the  acid.     In  such  cases  aqua  regia  must  be  resorted  to. 

*  When  metallic  arsenic  is  combined  with  metals  which  can- 
not be  precipitated  from  acid  solutions  by  sulphuretted  hydrogen 
in  the  state  of  sulphuret,  as  for  example,  iron,  nickel,  cobalt, 
zinc,  manganese,  and  the  combination  contains  at  the  same 
time  traces  of  copper,  of  bismuth,  or  of  another  metal  which,  like 
arsenic,  is  precipitated  from  an  acid  solution  in  the  state  of 
sulphuret  by  sulphuretted  hydrogen,  the  best  is  to  dilute  the 
acid  liquor  by  water,  and  to  pass  for  a  very  short  time  a  current 
of  sulphuretted  hydrogen  through  it,  or  to  add  a  little  hydro- 
sulphuret  of  ammonia;  the  small  portion  of  sulphuret  of  copper, 
of  sulphuret  of  bismuth,  &c.,  is  thus  precipitated  in  combination 
with  a  little  sulphuret  of  arsenic.  This  precipitate  is  collected 
on  a  filter,  and  is  immediately  treated  with  the  filter  by  aqua  regia 
or  nitric  acid,  which  dissolves  it,  leaving  at  times  a  small  pro- 
portion of  sulphtir ;  the  solution  is  saturated  by  ammonia,  and 
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DETERMINATION    OF   OXTDE    OF   CHROMIUM    AND   CHROMIC    ACID 

WHEN    THEY    EXIST   SIMULTANEOUSLY. 

When  oxyde  of  chromiiuu  and  chromic  acid  have  to  be 
separated  from  each  other^  and  both  are  in  the  state  of  solution^ 
the  following  process  may  be  followed^  according  to  Maus : — 
A  solution  of  acetate  of  lead  is  added  to  the  liquor,  which  pro- 
duces a  precipitate  of  chromate  of  lead,  whilst  the  oxyde  of 
chromium  and  the  excess  of  acetate  of  lead  employed  remain  in 
solution.  Yet  it  is  necessary  that  the  liquor  should  not  contain 
enough  free  acid  to  retain  a  little  chromate  of  lead  in  solution. 
An  excess  of  acetic  acid  is  not  objectionable,  because  chromate 
of  oxyde  of  chromium  is  insoluble  in  this  acid. 

If  the  operator  has  to  analyse  a  solid  compound  of  chronuc 
acid  and  oxyde  of  chromium  which  has  been  recently  precipitated, 
it  may  be  digested  with  a  solution  of  acetate  of  lead,  to  which  a 
little  &ee  acetic  acid  has  been  added.  The  oxyde  of  chromium 
is  thus  obtained  in  solution,  whilst  the  chromate  of  lead  remains 
insoluble;  sulphuretted  hydrogen  is  then  passed  through  the 
solution  of  the  oxyde  of  chromium,  in  order  to  remove  the 
oxyde  of  lead  in  excess,  and  the  oxyde  of  chromium  may  after- 
wards be  precipitated.  It  is  advisable  also  to  decompose  the 
chromate  of  lead,  in  order  to  ascertain  the  quantity  of  chromic 
acid  which  it  contains ;  this  is  best  done  by  means  of  muriatic 
acid  and  alcohol.  The  chloride  of  lead  produced  is  separated, 
and  the  quantity  of  oxyde  of  chromium  in  the  filtered  liquor  is 
determined,  fjx)m  which  that  of  the  chromic  acid  may  be 
estimated. 
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CHAPTER  XXXIX. 

ARSENIC. 


DETERMINATION  OF  ARSENIC,  OF  ARSENIOUS,  AND  OF  ARSENIC 

AaDS. 

Various  methods  may  be  resorted  to  for  the  quantitative 
determination  of  the  arsenious  and  arsenic  acids  contained  in  a 
solution.  If  the  Hquor^  besides  arsenic  acid^  contains  nitric  acid 
only^  and  no  fixed  substances^  it  is  mixed  with  a  most  exactly 
weighed  quantity  of  pure  protoxyde  of  lead  which  has  just  been 
ignited;  it  is  then  evaporated  to  dryness^  and  the  residuum  is 
then  ignited  in  a  small  counterpoised  platinum  capsula.  The 
quantity  of  the  arsenic  acid  is  determined  by  deducting  the 
weight  of  the  protoxyde  of  lead  employed  from  that  of  the 
calcined  mass.  But  it  is  necessary  that  the  arsenic  acid  should 
not  be  accompanied  in  the  solution  by  any  other  acid  capable  of 
producing  with  the  protoxyde  of  lead  a  salt  which  can  resist 
the  action  of  the  fire.  The  presence  of  ammonia  is  likewise 
objectionable  in  this  method  of  analysis. 

*  If  the  liquor  contains  any  arsenious  acid^  nitric  acid  is  added^ 
and  likewise  a  weighed  quantity  of  protoxyde  of  lead;  the  whole 
is  then  evaporated^  the  residuum  is  ignited;  it  consists  of  arsenic 
acid  and  protoxyde  of  lead.  From  the  quantity  of  arsenic  acid 
that  of  the  arsenious  add  is  calculated.  When  arsenious  add 
and  nitrate  of  lead  are  calcined  together^  the  first  of  these 
substances  is  completely  converted  into  arsenic  acid. 
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*  The  arseniate  of  lead  then  obtained  must  not  be  ignited  too 
strongly^  but  only  heated  to  incipient  redness^  for  a  stronger 
heat  might  expel  a  small  proportion  of  arsenic  acid  in  the  state 
of  arsenious  acid  and  of  oxygen. 

It  is  not  easy  to  convert  arsenious  into  arsenic  acid  by  means 
of  nitric  acid;  aqua  regia  alone  answers  the  purpose;  and  if  the 
solution  is  too  dilute  it  should  be  concentrated. 

When  the  solution  from  which  arsenious  acid  has  to  be  sepa- 
rated contains  muriatic  acid^  the  quantity  of  the  first  of  these 
acids  cannot  be  determined  by  means  of  protoxyde  of  lead,  in  the 
manner  which  has  been  described.  In  this  case,  and  in  general 
when  the  liquor  contains  other  substances  which  preclude  the 
use  of  the  mode  of  analysis  by  protoxide  of  lead,  the  arsenious 
acid  may  be  determined  by  passing  a  current  of  sulphuretted 
hydrogen  through  the  add  solution.  If  the  liquor  be  dilute,  a 
precipitate  of  sesquisulphuret  of  arsenic  (sulpharsenious  acid)  is 
produced,  the  composition  of  which  corresponds  to  that  of 
arsenious  acid.  The  stream  of  sulphuretted  hydrogen  is  con- 
tinued imtil  the  liquor  is  completely  saturated;  the  whole  is  then 
left  at  rest  in  a  very  moderately  warm  place,  until  the  odour  of 
sulphuretted  hydrogen  has  vanished.  The  last  traces  of  sulphuret 
of  arsenic  are  thereby  precipitated. 

*  When  the  aqueous  liquor  from  which  arsenious  acid  has  to 
be  precipitated  by  means  of  stdphuretted  hydrogen  is  dilute, 
it  is  necessary  to  add  muriatic  acid  to  it. 

*  A  small  portion  of  the  precipitated  sulphuret  of  arsenic 
adheres  so  strongly  to  the  side  of  the  vessel  and  of  the  glass  tube 
which  plunges  in  the  liquor,  that  it  cannot  be  removed  by  mecha- 
nical means,  but  it  is  very  easily  dissolved  by  a  few  drops  of 
ammonia;  this  solution  is  added  to  the  acid  liquor,  which  preci- 
pitates the  small  quantity  of  dissolved  sulphuret  of  arsenic.  If 
the  liquor  contains  any  oxyde  of  cobalt,  a  solution  of  carbonate 
of  soda  must  be  employed  instead  of  ammonia,  for  the  purpose 
of  dissolving  the  small  quantity  of  sulphuret  of  arsenic  just 
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mentioned^  because  oxyde  of  cobalt  cannot  be  precipitated 
completely  by  potash  from  a  solution  which  contains  ammonia. 

The  sulphuret  of  arsenic  obtained  is  collected  upon  a  weighed 
filter,  washed,  dried  at  a  very  gentle  heat,  and  then  weighed. 
Were  the  operator  quite  sure  that  the  solution  contains 
arsenious  acid  only,  he  might  calculate  the  quantity  of  this  acid 
from  that  of  the  sulphnret  of  arsenic  produced,  though  even  in 
that  case  the  result  would  be  erroneous,  because  the  sulphuret 
contains  more  sulphur  than  is  found  by  calculation,  because  it  is 
mixed  with  a  little  sulphur,  due  to  the  decomposition  of  the 
excess  of  sulphuretted  hydrogen  in  the  liquor.  But  whenever 
it  is  presumed  that  the  solution  contains  a  little  arsenic  acid, 
besides  arsenious  add,  the  sulphuret  of  arsenic  obtained  must 
absolutely  be  analysed,  which,  for  the  reason  just  related,  should 
always  be  done,  even  when  the  liquor  contains  arsenious  acid 
only.  The  best  method  of  performing  this  analysis,  is  the 
following : — 

After  having  dried  and  weighed  the  sulphuret  of  arsenic, 
all  that  which  can  be  shaken  from  the  filter  is  put  into  a 
small  matrass,  or  a  large  glass  vessel,  and  the  filter  is  again 
weighed,  in  order  to  know  the  amount  of  substance  submitted 
to  experiment.  Aqua  regia  is  then  poured  upon  it,  and  the 
whole  left  to  digest  for  some  time.  The  action  of  the  acid  upon 
sulphuret  of  arsenic  in  very  fine  powder,  is  very  energetic,  even 
in  the  cold,  owing  to  which  the  oxydisation  must  be  performed 
in  capacious  vessels.  The  arsenic  is  converted  into  arsenic  acid, 
a  portion  of  the  sulphur  is  converted  into  sulphuric  acid,  and 
the  other  remains  in  the  pure  state.  In  order  to  convert  the 
whole  of  the  sulphur  into  sulphuric  add,  the  digestion  in  aqua 
regia,  which  should  be  frequently  renewed,  would  require  too 
long  a  time.  Wherefore,  as  soon  as  the  sulphur  is  agglomerated 
into  small  lumps,  it  is  collected  upon  a  weighed  filter,  washed, 
dried  most  carefully,  and  then  weighed.  A  solution  of  chloride 
of  barium  is  added  to  the  filtered  liquor,  and  from  the  quantity 
of  the  sulphate  of  baryta  obtained,  that  of  the  sulphur  in  solu- 
tion is  calculated.    The  sulphate  of  baryta  is  very  difficult  to 
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contains  it  in  nitric  acid^  adding  afterwards  to  the  liquor  a 
solution  of  nitrate  of  lead,  and  cautiously  evaporating  the  whole 
to  dryness ;  the  excess  of  nitric  acid  is  thus  volatilised,  and  the 
water  by  which  the  dry  mass  is  treated,  dissolves  only  the  excess 
of  nitrate  of  lead  and  the  bases  primitively  combined  with  the 
arsenic  acid,  whilst  an  insoluble  residuum  of  arseniate  of  lead 
remains  behind,  from  the  weight  of  which  the  quantity  of  the 
arsenic  may  be  calculated,  in  doing  which  the  salt  is  generally 
considered  as  being  neutral.  This  supposition,  however,  is  not 
exact,  and  it  is  at  least  necessary  to  determine  the  quantity  of 
oxyde  of  lead  contained  in  the  arseniate  of  lead  obtained.  The 
operator  should  also,  in  order  to  determine  the  quantity  of  the 
base,  separate  from  the  filtered  liquor  the  protoxyde  of  lead 
which  it  may  hold  in  solution.  From  that  which  we  have  said, 
it  may  be  seen  that,  as  we  remarked  at  the  beginning,  this 
method  is  not  to  be  recommended. 


SEPARATION  OF  ARSENIC  AND  ARSENIOUS  ACID  FROM  PROTOXYDE 
OF    LEAD,    BARYTA,    STRONTIA,    AND    LIME. 

The  bases  with  which  sulphuric  acid  forms  compounds  which 
are  insoluble  in  water  or  in  weak  alcohol,  may  be  separated 
from  arsenic  acid,  and  the  quantity  determined  by  a  method  at 
once  accurate  and  easy.  These  bases  are  baryta,  lime,  strontia, 
and  protoxyde  of  lead.  When  the  bases  are  combined  with 
arsenic  acid,  and  the  compound  to  be  analysed  is  in  the  solid 
state,  its  weight  is  first  determined.  If  it  contains  water,  it 
should  be  ignited  before  weighing,  it  is  then  pulverised,  and 
sulphuric  acid  is  poured  upon  it,  with  which  it  is  left  to  digest 
for  some  time.  If  the  base  consists  of  baryta  alone,  water  is 
added ;  the  sulphate  of  baryta  produced  is  collected  on  a  filter, 
washed,  and  its  weight  is  determined,  from  which  the  quantity 
of  the  baryta  is  calculated.  That  of  the  arsenic  acid  is  also 
very  accurately  ascertained  from  the  loss.  If  the  base  is  lime, 
strontia,  or  protoxyde  of  lead,  after  having  decomposed  the 
combination  by  sulphuric  acid,   instead  of  water,  alcohol  is 
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added^  in  which  the  sulphates  of  these  bases  are  insoluble^  whilst 
the  arsenic  acid  liberated  and  the  excess  of  sulphuric  acid  added 
dissolve  therein.  The  sulphates  are  separated  by  filtering,  they 
are  washed  with  alcohol,  and  their  weight  is  determined,  &om 
which  the  quantity  of  the  bases  is  calculated. 

*  That  of  the  arsenic  acid  is  estimated  from  the  loss.  As  their 
bases  may  be  determined  with  a  great  accuracy  in  the  state  of 
sulphates,  it  is  only  in  a  small  number  of  cases  that  arsenic  acid 
has  to  be  determined  in  the  liquor  filtered  &om  the  sulphates, 
especially  when  this  liquor  contains  alcohol. 

However,  before  digesting  these  combinations  of  arsenic  acid 
with  sulphuric  acid,  it  is  advisable  to  treat  them  by  muriatic  acid, 
in  which  the  neutral  and  basic  arseniates  are  all  soluble ;  the 
acid  arseniates  dissolve  also  therein,  but  only  when  they  are  dry. 
Most  of  the  acid  arseniates  whose  base  is  an  earth  or  a  metallic 
oxyde,  are  not  dissolved  by  concentrated  muriatic  acid  after 
ignition,  and  can  be  decomposed  only  by  boiling  their  powder 
with  concentrated  sulphuric  acid  in  a  porcelain  capsula  for  a 
long  time,  but  not  so  as  to  volatilise  all  the  sulphuric  acid.  After 
cooling,  if  water  be  poured  on  the  mass,  it  dissolves  it  com- 
pletely, provided  the  base  is  not,  of  course,  one  of  those  which 
form  with  sulphuric  acid  compounds  which  are  insoluble  or 
sparingly  soluble  in  this  menstruum. 

*  The  combinations  of  arsenious  acid  with  protoxyde  of  lead, 
baryta,  strontia,  and  lime,  may  be  likewise  analysed  with  great 
precision.  After  drying,  they  are  weighed,  preferably  in  a  small 
counterpoised  platinum  crucible  or  capsula,  and  pure  nitric  acid 
of  ordinary  strength  is  poured  upon  it.  The  whole  is  evapo- 
rated at  a  very  gentle  heat  without  boiling  the  acid,  the  dry 
residuum  is  then  heated  to  incipient  redness  and  it  is  weighed. 
The  ignition  and  weighing  may  be  repeated  in  order  to  see 
whether  the  weight  of  the  oxydised  mass  remains  uniform.  By 
heating  it  too  strongly  some  arsenic  may  be  disengaged,  and 
reduced  into  arsenious  acid  and  oxygen.  The  ignited  product 
is  decomposed,  as  we  have  said,  by  muriatic  and  sulphuric  acids. 
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After  having  weighed  the  earthy  sulphate^  all  the  constituents  of 
the  arsenious  compound  may  be  determined^  even  theproportion 
of  the  water  which  exists  in  all  arsenites.  The  weight  of  the 
earthy  sulphate  gives  the  quantity  of  the  base^  and  deducting 
it  from  that  of  the  ignited  mass^  the  operator  may  know  how 
much  arsenic  acid  the  said  mass  contained^  from  which  the 
quantity  of  arsenious  acid  in  the  compound  may  be  calculated. 
The  quantity  of  the  arsenite  experimented  upon^  which  exceeds 
that  of  the  base  and  of  the  calculated  arsenious  acid^  consists  of 
water. 

SEPARATION  OF  ARSENIC  FROM  ITS  ALLOTS  WITH  OTHER  METALS. 

When  the  compound  to  be  analysed  is  an  alloy  of  arsenic  with 
other  metals^  most  of  the  latter  may  be  separated  from  the 
arsenic  by  means  of  chlorine  gas^  according  to  the  method 
described  (page  298)  for  separating  antimony  from  the  metals^ 
the  chlorides  of  which  are  not  volatile.  Metallic  arseniurets^  how- 
ever^ are  far  &om  being  as  easily  decomposed  by  chlorine  as  the 
combinations  produced  by  the  union  of  the  sulphurets  of  arsenic 
and  of  antimony  with  other  metallic  sulphurets ;  and  the  method 
of  decomposing  such  compounds  by  chlorine  will  be  described 
farther  on^  in  the  article  sulphur.  Some  of  these  alloys  are  of 
such  a  nature^  that  even  when  operating  upon  a  tew  grammes  only, 
and  though  chlorine  gas  may  have  been  passed  over  the  heated 
alloy  for  a  whole  day^  yet  a  portion  remains  still  in  the  bulb  in 
an  undecomposed  state;  consequently,  when  the  non-volatile 
chlorides  are  afterwards  treated  by  water,  for  the  purpose  of 
dissolving  them  if  soluble,  a  residuum  is  left,  which  consists  in 
the  portion  which  has  escaped  decomposition.  This  residuum 
must  be  weighed,  and  its  weight  deducted  from  that  of  the 
quantity  of  the  substance  experimented  upon.  On  account  of 
the  slow  heat  with  which  metallic  arseniurets  are  decomposed, 
this  method  of  analysing  them,  by  means  of  chlorine  gas,  should 
be  resorted  to  only  when  the  metallic  oxydes  cannot  be  separated 
from  the  acids  of  arsenic  by  the  sulphuretted  hydrogen,  nor  by 
hydrosulphuret  of  ammonia.     If  it  is  possible  to  separate  them 
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by  one  or  the  other  of  these  reagents^  the  metallic  arseniurets 
should  be  dissolved  in  nitric  acid  or  in  aqua  regia. 


SEPARATION    OF    METALLIC    ARSENIC    FROM    TIN. 

The  separation  of  metallic  arsenic  from  tin  is  attended  with 
difficulties  which  have  not  yet  been  overcome.  No  accurate 
method  has  hitherto  been  discovered  of  separating  these  two 
metals.* 

*■  Among  the  methods  which  have  been  proposed  for  this  object  is  the  following, 
which  consists  in  converting  both  metals  into  sulphurets,  and  passing  a  stream  of 
hydrogen  over  them,  heat  being  applied  at  the  same  time,  by  which  means  both 
solphuretfi  are  reduced,  and  the  arsenic  is  taken  np  by  the  hydrogen.  In  the 
monthly  *'  Comptes  Rendus"  of  the  Academy  of  Berlin  for  May,  1847,  M.  Rose  pro- 
posed the  following  method  for  separating  tin  from  antimony,  as  follows  :  Concen- 
trated muriatic  add  is  poured  upon  the  metals,  when  the  violent  oxydisation  pro- 
duced is  completed,  the  mass  is  evaporated  at  a  gentle  heat,  the  dry  powder  of  the 
oxydes  is  fused  in  a  silver  crucible  with  an  excess  of  caustic  soda.  The  fused  mass 
is  softened  by  treatment  with  a  very  large  quantity  of  water,  heat  is  applied,  and 
after  complete  cooling  the  antimoniate  of  soda  is  thrown  upon  a  filter  and  washed 
with  a  dilute  solution  of  carbonate  of  soda.  It  is  dissolved,  whilst  still  moist,  in  a 
mixture  uof  tartaric  and  of  muriatic  acid,  and  the  antimony  is  precipitated  by  sul- 
phuretted hydrogen.  The  solution  of  stannate  of  soda  is  also  acidified  by  muriatic 
acid,  and  the  tin  may  be  precipitated  also  in  the  state  of  sulphuret.  H.  Rose  has, 
however,  published  quite  recently  a  new  process  for  the  estimation  of  arsenic,  anti- 
mony, and  tin,  which  we  reproduce  here  as  it  appeared  in  the  **  Chemical  Gazette : " — 

*'  Chloride  of  ammonium  can  be  usefuUy  employed  in  analytical  investigations 
from  its  property  of  decomposing  several  oxydes  at  a  high  temperature,  and  form- 
ing with  the  metals  highly  volatile  chlorides.  The  experiments  frequently  give  hir 
more  accurate  results,  in  the  shortest  time  and  with  the  least  trouble,  than  have 
hitherto  been  obtained  by  the  usual  methods  of  analysis. 

^  It  is  well  known  what  difficulties  accompany  the  separation  of  the  acids  of  arsenic 
and  of  antimony,  as  likewise  that  of  the  peroxyde  of  tin,  from  bases.  In  general, 
these  metallic  acids  are  separated  from  the  solutions  of  most  of  their  salts  in  hydro- 
chloric acid,  or  to  which  hydrochloric  acid  has  been  added,  by  sulphuretted  hydro- 
gen, as  sulphurets,  and  the  base  in  the  filtered  liquid  determined  in  the  state  of  chlo- 
ride. If  the  latter  happens  to  be  one  which  is  easUy  decomposed  at  an  elevated 
temperature,  and  not  volatile  or  only  so  at  a  very  high  temperature,  the  liquid, 
which  is  frequently  very  considerable  in  quantity,  has  to  be  evaporated  to  dryness, 
and  the  residue  ignited  more  or  less  strongly.  Every  one  accustomed  to  analytical 
investigations  must  be  suSvcientiy  well  acquainted  with  the  inconveniences  which 
accompany  the  evaporation  of  large  quantities  of  liquids  containing  small  amounts  of 
alkaline  salts  which  have  to  be  determined  quantitatively. 

*'  The  difficulties  attending  such  an  investigation  become  greater  when  the  salt  of 
the  metallic  acid  is  not  at  all,  or  very  sparingly,  soluble  in  water  and  in  hydrochloric 
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SEPARATION    OF    ARSENIC    FROM    ANTIMONY. 

The  separation  of  metallic  arsenic  from  antimony  is  also 
attended  with  numerous  difficulties^  yet  if  the  two  metals  are 

acidy  or  one  which  is  easily  decomposed.  Now,  this  is  frequently  the  case  with  a 
salt  of  this  class  when  it  has  been  heated  to  redness,  which  is  requisite  in  determin- 
ing the  amount  of  water  directly. 

"  All  these  difficulties  may  in  many  cases  be  avoided  by  the  use  of  chloride  of 
ammonium.  Suppose  we  have  a  salt  of  one  of  these  metallic  acids  with  an  alkaline 
base  to  examine,  it  is  only  requisite  to  mix  it,  after  having  ignited  and  weighed  it  in 
the  finely-pulverised  state,  with  from  five  to  eight  time»  the  quantity  of  pure  pow- 
dered chloride  of  ammonium,  and  to  heat  the  mixture  in  a  small  porcelain  crucible, 
which  may  be  covered  with  a  concave  platinum  lid,  over  an  argand  lamp,  until  the 
whole  of  the  chloride  of  ammonium  is  volatilised.  The  alkafi  is  left  behind  in  the 
state  of  chloride,  the  quantity  of  which  may  be  very  aocurately  determined.  So  long  as 
chloride  of  ammonium  is  volatilised  the  temperature  is  so  low  that  none  of  the  alka- 
Une  chloride  can  escape.  As  soon  as  the  ammoniacal  salt  is  driven  off,  the  tempe- 
rature is  moderated,  so  that  the  reddne  in  the  porcelain  crucible  does  not  fuse. 
After  weighing  it  is  mixed  with  a  fresh  quantity  of  chloride  of  ammonium  and  again 
heated,  in  order  to  see  whether  the  weight  of  the  residue  remains  constant  or  is 
diminished,  in  which  latter  case  the  treatment  with  chloride  of  ammonium  must  be 
repeated.  Sometimes,  owing  to  the  access  of  air,  the  platinum  lid  is  coated  with  a 
film  of  the  metallic  acid,  especially  with  peroxyde  of  tin,  when  stannates  are  examined. 
In  this  case  the  lid,  in  the  subsequent  ignition,  is  covered  with  a  little  of  the  ammo- 
niacal salt 

**  I  will  here  describe  some  experiments  which  have  been  made  by  M.  Weber  : — 
0*609  grm.  of  ignited  arseniate  of  soda,  2NaO  + AsO^,  afforded,  after  being  once 
treated  with  five  times  the  amount  of  chloride  of  ammonium,  0'455  grm.  chloride 
of  sodium.  The  weight  remained  the  same  after  repeating  the  treatment  with 
chloride  of  ammonium.  The  quantity  of  chloride  of  sodium  corresponds  to  35-46 
per  cent,  soda  in  the  salt ;  the  theoretical  quantity  is  35*18. 

1*948  grm.  antimoniate  of  soda  (NaO  SbO'  +  7H0),  the  amount  of  soda  in  which, 
according  to  Fr^my's  analysis,  is  11*9  per  cent.,  afforded,  after  five  ignitions  with 
chloride  of  ammonium,  a  constant  weight  of  0*429  grm.  chloride  of  sodium,  which 
corresponds  to  12*58  per  cent  of  soda ;  the  salt  had  been  dried  for  a  length  of  time 
at  212°,  and  it  is  possible  that  it  had  lost  some  of  its  water  of  crystallisation. 

''  Stannate  of  PoUUh, — This  salt  had  been  precipitated  by  alcohol  from  the  solution 
of  the  peroxyde  of  tin  in  hydrate  of  potash,  washed  with  alcohol,  then  dissolved  in 
water  and  evaporated.  It  formed,  after  drying  under  the  air-pump  over  sulphuric 
add,  a  gummy  mass,  which  again  easily  dissolved  in  water  ;  it  contained  the  &-modi- 
fication  of  the  oxyde  of  tin.  According  to  an  examination  after  the  usual  method, 
the  salt  dried  at  212*^  consisted,  in  100  parts  of — 

87*34  peroxyde  of  tin 1 8*67  oxygen. 

802  potash 1*35        « 

4*64  water 4-11        ** 
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combined  together  in  the  regnline  state,  it  suflSces  to  heat  the 
alloy  out  of  the  contact  of  the  air,  in  order  to  volatilise  the  arsenic 
which  distils  over.  This  method  is  not  applicable  when  arsenic 
has  to  be  separated  from  other  metals^  because  at  a  red  heat  the 
metals  ordinarily  retain  a  portion,  and  sometimes  even  the  whole 
of  the  arsenic,  which  it  is  not  even  possible  to  dissipate  in  any 
thing  like  a  complete  manner  by  roasting  in  the  free  air. 

When  antimony  has  to  be  separated  from  arsenic,  the  best  is 
to  heat  the  alloy  to  redness  in  an  atmosphere  of  hydrogen  gas. 
For  this  purpose  an  apparatus  may  be  employed  similar  to  that 
represented  (page  128).  When  the  quantity  of  arsenic  is 
considerable,  it  is  necessary  that  the  diameter  of  the  tube 
soldered  to  the  farther  side  of  the  glass  bulb  g  be  not  too  small. 
As  soon  as  the  apparatus  is  filled  with  hydrogen  gas,  the  bulb  g 
is  heated,  and  the  heat  is  continued  until  no  more  metallic 
arsenic  is  deposited  in  this  farther  tube.  By  means  of  a  small 
spirit-lamp  the  metal  is  constantly  expelled  from  the  tube  until  it 
(the  tube)  remains  clear.  When  the  arsenic  has  been  com- 
pletely expelled  from  the  tube,  the  glass  bulb  is  suffered  to  cool, 
but  without  interrupting  the  current  of  hydrogen.  It  is  then 
weighed  with  the  residuum  of  metallic  antimony,  and  the  loss 
indicates  the  quantity  of  arsenic.  It  is  necessary  in  this  opera- 
tion  not  to  employ  too  strong  a  heat,  which  would  volatilise  a 
httle  the  antimony.  Of  course,  it  is  hardly  necessary  to  add,  that 
the  operator  shoiild  take  great  care  not  to  inhale  the  arsenical 
vapours,  wherefore  the  experiment  must  be  conducted  not  in 
the  laboratory,  but  under  the  hood  of  the  furnace  opening  in 
the  chimney-flue.    Nearly  all  the  arsenic  found  in  nature,  under 

Accordiog  to  this  the  composition  of  the  salt  is  KH  +  7SnO»  +  3HO.  The  add 
metastannate  of  potash  is,  according  to  Fr^my,  KG  +  6SnO'  +  5H0.  It  is  possible, 
therefore,  that  the  salt  prepared  by  me  contained  a  quantity  of  a  still  more  acid  salt 
mixed  with  it 

'*  Of  the  salt  used  for  Uie  above  analysis,  1*013  gmt  was  mixed- with  five  times  the 
amount  of  chloride  of  ammonium  and  heated  to  redness  ;  this  was  repeated  twice 
with  smaller  quantities  of  chloride  of  ammonium,  when  the  weight  of  the  residue 
no  longer  varied  ;  O'lSil  grm.  chloride  of  potassium  was  obtained,  corresponding  to 
8*09  per  cent  of  potash.  All  the  chlorides  obtained  dissolved  entirely  in  water,  and 
when  tested  did  not  exhibit  the  least  trace  of  the  metallic  adda" 
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the  name  of  ''native  arsenic/'  contains  small  quantities  of 
antimony^  which  may  be  determined  by  the  method  which  has 
just  been  described. 

When^  however^  antimony  and  arsenic  exist  in  solution^  or 
when  the  two  metals^  being  combined  in  the  solid  state^  are 
united  with  other  substances  besides^  so  that  the  method  which 
has  just  been  indicated  cannot  be  employed,  another  process 
must  be  adopted  to  separate  them  from  each  other.  The  solu- 
tion is  then  diluted  with  a  sufficient  quantity  of  water,  after 
having  added  tartaric  acid  thereto,  without  which  precaution 
the  addition  of  water  would  render  it  milky.  If  the  combination 
under  examination  consists  of  metals  in  the  reguline  state,  it  is 
dissolved  in  aqua  regia,  tartaric  acid  is  poured  in  the  solution, 
and  water  is  then  added.  A  current  of  sulphuretted  hydrogen 
is  then  passed  through  the  liquor  to  saturation,  it  is  then  very 
gently  heated  in  order  that  the  metallic  sulphurets  may  settle 
completely.  When  the  solution  contains  arsenic  acid,  it  may  be 
easily  perceived  that  the  first  precipitate  formed  is  one  of  sul- 
phuret  of  antimony,  and  it  is  only  after  some  time  that  sulphuret 
of  arsenic  falls  down,  so  that  at  first  a  layer  of  an  orange-red 
colour  is  deposited,  which  is  covered  aft;erwards  by  another  layer 
of  a  light  yellow  colour.  It  is  therefore  necessary,  before 
filtering,  to  intermix  these  two  layers  well  together  by  stirring 
with  a  glass  rod. 

The  whole  is  then  filtered  through  a  weighed  filter,  upon  which 
the  sulphurets  are  dried  at  an  extremely  gentle  heat  until  their 
weight  remains  constant.  After  having  determined  the  weight 
of  these  sulphurets,  a  portion  (about  half  of  it)  is  shaken  down 
into  a  glass,  the  remainder  is  very  gently  heated  again  with  the 
filter,  and  the  whole  is  weighed,  for  the  purpose  of  ascertaining 
the  weight  of  the  portion  now  about  to  be  operated  upon.  This 
portion  is  to  be  oxydised  in  the  glass,  by  pouring,  with  great  pre- 
caution, aqua  regia  upon  it,  in  the  manner  described  (page  298) 
when  treating  of  the  oxydisation  of  sulphuret  of  antimony. 
Tartaric  acid  is  then  added  to  the  solution,  and  it  is  to  be  diluted 
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with  water.  K  any  sulphur  has  separated^  it  must  be  filtered 
from  the  liquor,  and  its  quantity  determined.  Chloride  of 
barium  is  now  poured  in  the  filtered  liquor  in  order  to  precipi- 
tate the  sulphuric  acid  which  has  been  formed.  From  the 
weight  of  the  sulphate  of  baryta  that  of  the  sulphur  which  it 
contains  is  calculated,  and  that  portion  of  sulphur  which  has 
not  been  oxydised  by  the  aqua  regia  is  added  thereto.  The 
whole  of  the  sulphur  contained  in  a  given  weight  of  metallic 
sulphurets  having  thus  been  determined,  it  is  easy  to  deduce 
therefrom  the  collective  weight  of  the  antimony  and  arsenic. 

Another  portion  of  the  metallic  sulphurets  obtained,  is  treated 
in  an  atmosphere  of  hydrogen  gas,  like  the  sulphuret  of  antimony 
in  which  it  is  desired  to  determine  the  quantity  of  antimony. 
The  description  of  this  method  has  been  given  (page  290).  A 
glass  bulb,  on  each  side  of  which  a  glass  tube  is  soldered,  is 
weighed,  and  the  suitable  quantity  of  the  metallic  sulphurets 
obtained  is  introduced  into  it.  The  glass  tubes  on  each  side 
are  then  most  carefully  cleaned  with  the  feather  of  a  pen,  and 
the  whole  is  again  weighed,  by  which  means  the  quantity  of 
the  sulphurets  under  present  treatment  is  ascertained.  The 
apparatus  being  ready  and  filled  with  hydrogen,  the  bulb  is 
heated,  at  first  gradually  and  then  strongly.  The  excess  of  sul- 
phur of  the  sulphuret  of  antimony  is  first  disengaged,  sulphuret 
of  antimony  sublimes  next,  part  of  which  is  converted  into  me- 
tallic arsenic  by  the  action  of  the  hydrogen  gas.  The  operator 
takes  care  to  expel  all  the  sublimate  from  the  tube  with  the 
flame  of  a  small  spirit-lamp.  It  is  necessary  not  to  heat  strongly 
the  glass  bulb  for  a  long  time,  because  some  antimony  might 
otherwise  sublime  with  the  arsenic,  yet  the  heat  must  not  be  too 
feeble,  for  otherwise  the  reduction  would  not  be  complete. 

When  the  experiment  has  been  conducted  with  due  care,  this 
method  yields  satisfactory  though  not  perfectly  accurate  results. 
Ordinarily  the  error  does  not  amount  to  more  than  one  half 
per  cent. 

The  quantity  of  antimony  contained  in  the  metallic  sul- 
phurets obtained  is  thus  known,  that  of  the  sulphur  has  been 
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ascertained  by  a  former  experiment ;  the  loss  indicates  that  of 
the  arsenic. 

This  method  is  preferable  to  others  which  have  been  proposed 
for  separating  antimony  and  arsenic  or  their  oxydes,  and  which 
are  still  less  accurate.  It  is  necessary,  however,  to  eflTect  the 
separation  of  the  sulphuret  of  arsenic  and  of  antimony  in  an 
atmosphere  of  hydrogen,  because  by  distilling  simply  in  the 
usual  manner,  a  pretty  considerable  quantity  of  sulphuret  of 
antimony  volatilises  with  the  sulphuret  of  arsenic. 

It  is  hardly  necessary  to  caution  the  operator  not  to  inhale 
the  arsenical  fumes,  and  that  the  experiment  should  of  course 
be  carried  on  under  the  hood  of  the  chimney,  and  not  in  the 
open  room  of  the  laboratory. 

By  this  method  it  may  be  seen  that  a  very  small  quantity  of 
antimony  in  sulphuret  of  arsenic  can  be  weighed  more  easily 
than  a  very  small  proportion  of  arsenic  in  sulphuret  of  antimony. 

*  Ordinarily,  another  method  is  resorted  to  for  separating 
arsenic  from  antimony.  The  alloy  is  first  pulverised  and  then 
treated  by  nitric  acid  until  it  is  completely  oxydised ;  the  liquor 
is  then  diluted  with  water,  and  by  filtering,  the  undissolved 
oxyde  of  antimony  is  separated  from  the  arsenious  acid  which  is 
in  solution.  A  small  quantity  of  ammonia  is  also  poured  in 
this  solution,  so  as  exactly  to  saturate  it,  in  order  to  precipitate  a 
small  portion  of  the  oxyde  of  antimony  which  has  dissolved, 
or  else  the  alloy  is  treated  by  aqua  regia,  the  acid  solution  is 
evaporated  to  dryness,  in  order  to  evaporate  the  nitric  and  mu- 
riatic acids,  taking  care  not  to  heat  the  mass  too  strongly,  and 
by  adding  water  the  antimonic  acid  which  has  formed  separates 
from  the  arsenic  acid;  the  solution  is  afterwards  exactly  satu- 
rated with  ammonia,  in  order  to  precipitate  therefrom  the  small 
quantity  of  antimonic  add  which  might  remain  in  solution. 

*  Neither  of  these  two  methods,  however,  yields  accurate 
results,  because  the  oxyde  of  antimony  or  antimonious  acid 
obtained  generally  contains  a  pretty  considerable  quantity  of 
arsenious   or  of  arsenic   acid,   and  they  cannot  therefore  be 
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resorted  to  for  quantitative  analysis.  They  may,  however,  be 
employed  with  advantage  for  the  purpose  of  examining  whether 
combinations  of  antimony  contain  arsenic. 

When  the  alloy  is  one  of  arsenic  and  antimony  with  other 
metals,  or  when  the  oxydes  of  arsenic  and  of  antimony  are 
combined  with  the  oxydes  of  other  metals,  the  combination  is 
dissolved  in  aqua  regia,  or,  if  it  be  oxydised,  in  muriatic  acid,  tar- 
taric acid  is  added  to  the  solution,  and  it  is  diluted  with  water. 
The  antimony  and  arsenic  are  then  precipitated  by  sulphuretted 
hydrogen,  provided  that  the  other  metals  are  not  capable  of 
being  precipitated  from  acid  solutions  by  that  reagent.  The 
sniphurets  of  antimony  and  of  arsenic  produced  are  separated  by 
filtering ;  the  filtered  liquor  is  supersaturated  with  ammonia, 
and  the  other  metallic  oxydes  are  then  precipitated  by  hydro- 
sulphuret  of  ammonia,  the  presence  of  tartaric  acid  preventing 
their  being  precipitated  by  other  reagents.  The  metal,  the 
precipitation  of  which  presents  most  difficulties  in  that  case,  is 
nickel,  for  it  is  known  that  its  precipitation  by  hydrosulphuret 
of  ammonia  is  attended  with  great  difficulties.  When  on  the 
contrary  the  metals  combined  with  antimony  and  arsenic  are 
capable  of  being  precipitated  from  acid  solutions  by  sulphu- 
retted hydrogen,  their  separation  should  be  eflfected  by  hydro- 
sulphuret  of  ammonia. 


DETERMINATION  OF  ARSENIOUS   AND  ARSENIC  ACIDS  WHEN  THEY 

EXIST  SIMULTANEOUSLY. 

When  arsenious  and  arsenic  acids  are  contained  simulta- 
neously in  an  acid  liquor,  their  quantitative  separation  and 
determination  presents  difficulties  which  have  not  yet  been 
overcome.  It  is  true  that  the  arsenic  might  be  precipitated  by 
sulphuretted  hydrogen,  and  by  analysing  the  sulphuret  thus 
obtained,  the  operator  might  calculate  the  quantity  of  the  oxy- 
gen and  of  the  arsenic  contained  collectively  in  the  two,  and 
from  which  he  might  subsequently  calculate  how  much  of  these 
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two  bodies  belonged  to  the  arsenious  and  to  the  arsenic  acids ; 
but  it  must  not  be  forgotten  that  the  result  thus  arrived  at 
would  be  very  far  from  the  truth,  because  the  sulphuret  of 
arsenic  contains  free  sulphur  from  the  decomposition  of  the 
sulphuretted  hydrogen  dissolved  in  the  liquor^  by  which  the 
whole  calculation  is  rendered  uncertain. 
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CHAPTER   XL 

TELLURIUM. 


DETERMINATION   OF  TELLURIUM,   OF   TELLUROUS,   AND   OF 

TELLURIC  ACID. 

When  tellurium  exists  in  a  solution  in  the  state  of  tellurous 
acid^  and  has  to  be  determined  quantitatively,  it  is  best  to  reduce 
it  by  means  of  sulphurous  acid.  The  reduced  tellurium  is  col- 
lected upon  a  weighed  filter,  carefully  dried  at  a  gentle  heat, 
and  when  it  no  longer  loses  in  weight,  it  is  weighed.  The  solu- 
tion of  sulphite  of  ammonia  or  of  soda  is  preferable  to  sulphurous 
acid  for  this  purpose.  If  the  solution  of  tellurium  is  alkaline,  it 
is  acidified  by  muriatic  acid  in  sufficient  excess  to  redissolve  the 
oxyde  which  precipitates  at  first.  The  acid  liquor  is  heated 
in  a  flask  or  matras^  but  not  to  ebullition,  and  a  small  quantity 
of  solution  of  sulphite  of  alkali  is  gradually  poured  in.  The 
tellurium  separates  under  the  form  of  a  voluminous  black  powder. 
The  operator  must  take  great  care  that  the  liquor  always  con- 
tains free  sulphurous  and  muriatic  acids;  the  proportion  of  the 
latter  should  not,  however,  be  too  considerable,  but  it  is 
necessary  that  enough  of  it  should  be  present  to  prevent  a 
precipitation  of  hydrate  of  tellurious  acid  when  the  solution  of 
the  sulphite  comes  to  be  added,  for  in  that  case  the  precipitate 
would  remain  undecomposed.  The  more  concentrated  the 
liquor  is,  the  more  rapid  and  complete  the  precipitation  is.  If 
sulphite  of  alkali  be  added  to  the  cold-  liquor,  the  latter  at 
first  remains  clear  and  colourless,  and  it  is  only  after  some  time 
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that  it  begins  to  torn  brown^   and   that   it  deposits  a  black 
powder,  which  is  tellurium. 

*  Some  time  must  elapse  before  the  totality  of  the  tellurous 
acid  can  be  precipitated  in  the  state  of  metallic  tellurium  by 
sulphurous  acid.  It  is  best,  according  to  Berzelius,  when  the 
liquor  is  sufficiently  concentrated,  to  digest  it  for  several  days 
with  the  sulphurous  acid  in  a  warm  place  and  in  a  corked  flask. 
The  metal  is  then  collected  on  a  filter,  whilst  the  liquor  exhales 
the  odour  of  sulphurous  acid.  The  metal  must  never  be  left 
uncovered  and  exposed  to  the  contact  of  the  air  upon  the  filter 
for  however  so  short  a  time  before  washing  it,  for  in  presence  of 
a  little  muriatic  acid  it  soon  oxydises  and  a  little  chloride  of 
tellurium  is  formed,  which,  dissolving  in  the  filtered  liquor  which 
contains  free  sulphurous  acid,  renders  the  latter  turbid,  because 
the  sulphurous  acid  reduces  the  dissolved  tellurous  acid.  It  is 
better,  therefore,  to  pour  the  clear  liquor  of  the  flask  upon  the 
filter,  and  before  collecting  the  tellurium  upon  the  paper  it 
should  be  washed  a  little  in  the  flask  itself  with  water  containing 
some  sulphurous  acid. 

*  After  the  reduction  of  the  tellurous  acid  by  means  of  sul- 
phurous acid,  the  operator  must  never  omit  to  heat  again  the 
liquor  filtered  from  the  separated  metal,  or  else  to  ascertain,  by 
a  fresh  addition  of  alkaline  sulphite,  that  all  the  tellurium  has 
been  completely  separated  from  the  solution,  which  sometimes  is 
not  the  case  when  the  operator  has  not  heated  for  a  long  time 
the  solution  of  tellurous  acid  with  the  sulphite  of  alkali. 

If  the  solution  of  tellurous  acid  contains  nitric  acid,  the 
result  obtained  is  uncertain,  because  free  nitric  acid  may  easily 
redissolve  a  little  reduced  tellurium.  In  order  to  avoid  this 
difficulty  the  operator  should,  before  the  addition  of  the  sulphite 
of  alkali,  gradually  pour  muriatic  acid  in  the  solution,  concen- 
trate it  by  heat,  until  the  muriatic  acid  added  has  completely 
destroyed  the  nitric  acid.  It  is  known  that  this  is  done  when 
the  solution  being  exposed  to  heat  exhales  the  odour  of  pure 
muriatic  acid  without  any  smell  whatever  of  chlorine  gas.     The 
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concentrated  solution  is  then  diluted  by  a  little  water,  and  the 
tellurous  acid  is  afterwards  reduced  by  sulphite  of  alkali. 

*  According  to  Berthier,  nitric  acid  may  also  be  eliminated 
from  the  liquor  by  evaporating  it  in  the  water-bath  until  the 
acid  be  completely  destroyed.  Should  the  solution  contain 
muriatic  acid,  no  chloride  of  tellurium  is  lost  during  the  evapo- 
ration, this  substance  not  being  volatile  at  that  temperature. 

*  In  drying,  tellurium  shrinks  very  much,  and  is  reduced 
after  exsiccation  to  a  very  small  bulk. 

*  When  a  solution  contains  tellurous  acid  dissolved  in  other 
acids,  especially  in  sulphuric  acid,  it  might  be  determined  by 
evaporating  the  liquor  to  dryness,  fusing  the  dry  residuum  in  a 
platinum  crucible,  which  volatilises  the  sulphuric  acid,  and 
leaves  the  tellurous  acid  in  the  crystalline  state.  If  tellurium 
exists  in  a  solution  in  the  state  of  telluric  acid,  it  (the  solution) 
must  be  treated  by  hot  muriatic  acid,  until  chlorine  gas  is  no 
longer  disengaged,  by  which  means  the  telluric  acid  is  converted 
into  tellurous  acid,  which  may  then  be  reduced,  as  we  said,  by 
sulphurous  acid. 

*  According  to  Berzelius,  when  the  operator  has  a  solution 
of  tellurates,  the  telluric  acid  may  be  determined  as  basic  tel- 
lurate  of  silver.  A  slight  excess  of  solution  or  nitrate  of  silver 
is  added  to  the  liquor,  after  which  the  precipitate  is  dissolved 
in  ammonia;  the  liquor  is  thus  evaporated  until  the  excess 
of  ammonia  has  dissipated,  the  basic  tellurate  of  silver  is  col- 
lected on  a  weighed  filter,  and  carefully  weighed.  The  salt 
contains  79*8  of  oxyde  of  silver,  and  20*2  of  telluric  acid.  Yet 
by  employing  this  method,  the  quantity  of  telluric  acid  obtained 
is  always  a  little  less  than  should  be,  which,  however,  does  not 
prevent  the  determination  from  being  accurate  enough  to  iudi^ 
cate  the  degree  of  saturation  of  the  tellurate. 
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SEPARATION  OP  TBLLUROUS  ACID  AND  TELLURIC  ACID  IfROM 
THE  OXYDE8  OF  CHROMIUM,  OF  URANIUM,  OF  NICKEL,  OF 
COBALT,  OF  ZINC,  OF  IRON,  AND  OF  MANGANESE,  FROM 
THE    EARTHS    AND    FROM    THE    ALKALIES. 

Tellurous  acid  is  precipitated  from  its  diluted  acid  solutions 
by  sulphuretted  hydrogen  in  the  state  of  brownish-black  sul- 
phuret  of  tellurium,  wherefore  this  reagent  may  serve  to  sepa- 
rate it  from  the  substances  which  have  been  first  mentioned. 
The  sulphuret  of  tellurium  produced  is  collected  on  a  filter. 
If  the  operator  knows  it  for  certain  that  no  other  metallic  sul- 
phuret has  fallen  down  with  it,  it  might  very  well  be  collected 
on  a  weighed  filter,  and  after  drying  it,  its  weight  might  be 
determined,  from  which  the  quantity  of  tellurous  acid  might  be 
calculated ;  but  the  sulphuret  of  tellurium  precipitated  often 
contains  an  excess  of  sulphur,  which  is  especially  the  case  when 
peroxyde  of  iron  is  contained  in  the  solution.  This  precipitated 
sulphuret  must  therefore  be  digested,  whilst  still  moist,  in  aqua 
regia,  the  telluriimi  is  thereby  oxydised,  whilst  the  sulphur  is 
partly  separated  and  partly  converted  into  sulphuric  acid.  The 
digestion  must  be  continued  until  the  liberated  sulphur  has 
acquired  a  perfectly  yellow  colour  :  the  solution  is  then  filtered, 
the  nitric  acid  contained  therein  is  destroyed  in  the  manner 
described  above,  and  the  tellurium  is  reduced  by  a  solution  of 
sulphite  of  alkali. 

*  When  telluric  acid  is  combined  with  the  substances  men- 
tioned at  the  beginning  of  the  preceding  paragraph,  and  has  to 
be  separated  therefrom,  the  first  operation  is  to  convert  it  into 
tellurous  acid  by  treatment  with  muriatic  acid.  Telluric  acid 
may  also  be  precipitated  by  sulphuretted  hydrogen  ;  but  the 
transmutation  is  in  that  case  so  slow  and  so  imperfect,  that 
it  is  best  to  convert  it  into  tellurous  acid. 

When  metallic  tellurium  is  combined  with  the  metals 
of  oxydes  which  are  not  precipitable   from   acid    solution  bv 
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sulphuretted  hydrogen^  tlie  alloy  is  first  dissolved  in  nitric  acid 
or  in  aqua  regia^  and  after  diluting  the  solution  with  water  it 
is  treated  by  sulphuretted  hydrogen  gas.  Strong  nitric  acid 
should  be  employed  to  dissolve  the  compound,  because  if  treated 
by  weak  nitric  acid,  a  slight  disengagement  of  telluretted 
hydrogen  might  sometimes  take  place. 

*  Sulphuretted  hydrogen  is  not  the  only  reagent  which  can 
be  employed  to  separate  tellurous  acid  &om  the  metallic  oxydes 
mentioned  at  the  head  of  the  paragraph ;  the  separation  is  still 
more  easily  effected  from  acid  liquors,  by  means  of  sulphurous 
acid,  or  of  sulphite  of  alkali,  because  in  such  solutions,  these 
reagents  do  not  precipitate  the  oxyde  in  question.  When  com- 
binations of  metallic  tellurium  with  the  metals  of  these  oxydes 
have  been  dissolved  in  nitric  acid  or  in  aqua  regia,  it  is  sufficient, 
before  precipitating  the  tellurium,  to  take  care  to  destroy  the 
nitric  acid  in  the  solution  as  completely  as  possible.  The  reduced 
tellurium  sometimes  contains  small  quantities  of  the  metals 
from  which  it  has  been  separated  by  the  sulphite  of  alkali,  but 
this  quantity  is  very  trifling. 

*  The  tellurium  is  afterwards  separated  by  filtering,  and  the 
oxydes  contained  in  the  filtering  liquor  may  then  be  determined 
by  the  methods  which  have  been  indicated  before. 

SEPARATION  OP  TELLUROUS  AND  TELLURIC  ACIDS  FROM  THE 
OXYDES  OP  MERCURY,  OP  SILVER,  OP  COPPER,  OF  BISMUTH, 
OF  LEAD,  AND  OF  CADMIUM. 

Tellurous  and  telluric  acids  are  separated  from  these  oxydes 
by  hydrosulphuret  of  ammonia.  An  excess  of  this  reagent  is 
added  to  the  solution  previously  saturated  by  ammonia,  and  the 
whole  is  left  to  digest  for  a  long  time  at  a  gentle  heat.  The 
sulphuret  of  tellurium  is  thereby  dissolved,  whilst  the  sulphurets 
of  the  other  metals  remain  insoluble.  Although  sulphuret  of 
tellurium  is  very  soluble  in  hydrosulphuret  of  ammonia,  it  is 
advisable  to  leave  the  whole  to  digest  for  a  long  time  at  a  very 
gentle  heat. 


360  TELLURIUM. 

When  metallic  tellurium  is  combined  with  the  metals  of  the 
oxydes  in  question^  the  combination  is  dissolved  in  nitric  acid 
or  in  aqua  regia^  the  liquor  is  supersaturated  with  ammonia  and 
treated  as  was  just  said.  The  sulphuret  of  tellurium  is  precipi- 
tated from  its  solution  in  hydrosulphuret  of  ammonia  by  means 
of  very  dilute  muriatic  acid  or  of  acetic  acid ;  this  sulphuret  is 
collected  on  a  filter,  it  is  oxydised  by  treatment  with  aqua  regia, 
and  the  tellurium  in  the  liquor  is  reduced  in  the  manner  which 
has  been  described  above. 

*  The  same  method  may  be  employed  for  separating  tellu- 
rous  acid  from  the  oxydes  of  cobalt,  of  zinc,  of  iron,  and  of 
manganese. 

*  The  tellurous  acid  held  in  solution  with  some  of  the  oxydes 
enumerated  at  the  beginning  of  the  paragraph  may  also  be 
separated  there&om  by  means  of  sulphurous  acid,  or  of  a  sulphite 
of  alkali,  when  the  oxydes  are  not  susceptible  of  being  thus 
reduced  or  do  not  form,  as  is  the  case  with  protoxyde  of  lead, 
compounds  which  are  insoluble  in  the  sulphuric  acid  produced. 
Oxyde  of  bismuth  and  oxyde  of  cadmium  are  therefore,  among 
the  oxydes  named,  the  only  ones  from  which  tellurous  acid  may 
thus  be  separated.  This  method,  however,  cannot  be  adopted 
even  for  separating  tellurous  acid  from  oxyde  of  bismuth,  be- 
cause, according  to  Berthier,  an  appreciable  quantity  of  bismuth 
precipitates  with  the  reduced  telluriiun. 

*  Tellurous  acid  may  be  separated  by  means  of  solution  of 
potash  from  the  oxydes  which  are  insoluble  in  an  excess  of  this 
reagent.  A  great  deal  of  tellurous  acid  precipitates  simulta- 
neously with  the  oxydes. 

*  There  is  an  easy  method  of  separating  tellm*ous  acid  and 
oxyde  of  silver  from  each  other  when  simultaneously  in  solution 
in  nitric  acid  or  in  another  acid.  It  consists  in  using  muriatic 
acid,  which,  when  the  solution  is  dilute,  precipitates  the  oxyde 
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of  silver  completely  in  the  state  of  chloride  of  silver.  After 
having  collected  the  latter  upon  a  filter^  the  tellurous  acid  in 
the  filtered  liquor  is  reduced  according  to  the  method  which  has 
been  described  before. 

*  When  a  metallic  combination  of  teUurium  and  silver  has 
to  be  analysed^  it  should  be  dissolved  in  pure  nitric  acid.  The 
solution  is  easily  effected  with  the  help  of  heat.  When  the 
solution  is  complete,  it  is  diluted  by  water,  and  the  operator 
should  hasten  to  precipitate  the  oxyde  of  silver  therefrom 
in  the  state  of  chloride  of  silver  by  adding  muriatic  acid,  because 
if  the  nitric  acid  solution  was  left  at  rest  for  some  time,  crystals 
of  teUurite  of  silver  would  be  formed. 


SEPARATION   OF    METALLIC    TELLURIUM    FROM   OTHER   METALS. 

When  tellurium  is  combined  with  other  metals  in  the  reguline 
state  it  is  easily  separated  from  a  great  number  of  them  by 
means  of  chlorine.     A  given  weight  of  the  compound  to  be 
analysed  is  heated  in  an  apparatus  similar  to  that  represented 
(page  212)  by  passing  a  current  of  chlorine  over  it.     Chloride 
of  tellurium  distils  over,  whilst  the  chlorides  of  the  other  metals 
which  are  not  volatile,  remain  behind.     If  the  current  of  chlo- 
rine which  is  passed  over  the  heated  telluret  is  strong,  white 
perchloride  of  tellurium  is  produced,  but  if  the  current  is  weak 
and  the  heat  applied  somewhat  strong,  a  black  protochloride  of 
tellurium  distils  over  under  the  form  of  violet  vapours.     The 
chloride  of  tellurium  is  led  in   a  flask  containing   water  to 
which  muriatic  acid  has  been  added.     The  perchloride  of  tellu- 
rium dissolves  completely  in  this  liquor,  whilst,  when  treated 
by  pure  water,  tellurous  acid  separates ;  protochloride  of  tellu- 
rium, however,  dissolves  in  water  mixed  with  muriatic  acid, 
leaving  a  residuum  of  black  metallic  tellurium.     If  treated  by 
water  alone  it  would  be  decomposed,  and  the  result  would  then 
be  a  mixture  of  tellurous  acid  and  of  metallic  telluriimi. 

*  When  the  operation  is  at  an  end,  and  chloride  of  tellurium 
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no  longer  volatilises,  and  the  whole  apparatus  has  cooled,  the 
tellurous  acid  dissolved  in  the  liquor  of  the  flask  is  reduced  by 
sulphurous  acid  or  by  a  sulphite  of  alkali.  If  any  metallic 
tellurium  had  fallen  before  in  this  liquor,  it  is  not  necessary  to 
separate  it  by  filtering  before  reducing  the  tellurous  acid  in 
solution.  The  metals  of  the  non-volatile  chlorides  may  be  ana- 
lysed afterwards  by  the  methods  which  have  been  described 
before. 

This  method  may  be  employed  for  separating  tellurium  not 
only  from  most  of  the  metals  hitherto  mentioned^  but  also  from 
gold,  with  which  it  is  frequently  found  combined  in  the  native 
state. 

SEPARATION  OF  TELLUEIUM  FROM  ANTIMONY  AND  TIN. 

Antimony  frequently  accompanies  tellurium,  from  which  it 
can  be  separated  when  both  metals  are  contained  in  solutions, 
by  precipitating  the  tellurium  by  a  sulphite  of  alkali.  Anti- 
mony is  not  thereby  reduced,  and  may  subsequently  be  precipi- 
tated from  the  liquor  filtered  from  the  tellurium  obtained. 

When  the  metallic  alloys  of  tellurium  are  decomposed  by 
chlorine  gas,  chloride  of  antimony  distils  over  with  the  chloride 
of  tellurium.  After  having  dissolved  the  volatile  chlorides  in 
muriatic  acid  the  tellurous  acid  is  separated  from  the  antimonic 
acid  by  the  means  which  have  just  been  indicated. 

Tin  is  separated  from  tellurium  in  the  same  manner  as  anti- 
mony. 

SEPARATION    OF    TELLURIUM    FROM    ARSENIC. 

Arsenic  might  be  separated  from  tellurium  by  the  method 
which  is  used  to  separate  the  latter  from  antimony. 
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CHAPTER   XLI. 

SELENIUM. 


DETERMINATION  OF  SELENIUM   AND  OF   SELENIOUS   ACID. 

When  selenium  exists  in  a  solution  in  the  state  of  selenious 
acid,  the  best  manner  of  determining  it  is  by  sulphurotis  acid 
employed  as  for  the  determination  of  tellurium.  After  having 
acidified  the  liquor  which  contains  selenious  acid  with  muriatic 
acid,  a  solution  of  sulphite  of  alkali  is  poured  into  it,  the 
selenium  is  thereby  reduced  immediately,  in  most  cases,  and 
separates  under  the  form  of  a  cinnabar  red  powder  which 
remains  for  a  very  long  time  suspended  in  the  liquor ;  but  by 
boiling  the  latter,  the  reduced  selenium  shrinks  into  a  very 
small  bidk,  and  assumes  a  black  colour.  If  now  the  addition 
of  a  fresh  quantity  of  sulphite  of  alkali  to  the  solution  does  not 
produce  a  red  colour,  the  reduced  selenium  is  collected  on  a 
weighed  filter,  washed,  dried  with  extreme  caution,  and  when  its 
weight  is  found  to  remain  constant,  its  quantity  is  determined. 

It  often  happens,  however,  that  the  reduction  of  selenium  by 
sulphurous  acid  is  slower.  In  aJl  cases,  it  is  best,  after  the 
metal  has  separated,  to  operate  exactly  in  the  same  manner 
as  was  described  for  the  reduction  of  tellurous  acid  by  sul- 
phurous acid,  that  is  to  say,  the  operator  must  add  to  the  liquor 
a  fresh  quantity  of  sulphite  of  alkali,  and  leave  the  mixture  for 
a  long  time  at  rest  in  a  warm  place.  If  no  more  selenium 
precipitates,  the  operator  may  conclude  that  the  whole  of  the 
selenium  had  been  reduced  at  first. 
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When  the  solution  from  which  the  selenious  acid  has  to  be 
determined  contains  nitric  acid  at  the  same  time^  it  is  necessary 
before  adding  the  sulphite  of  alkali  to  decompose  it  completely 
by  muriatic  acid.  This  is  done  by  heating  the  liquor  on  a 
sand-bath^  and  gradually  adding  muriatic  acid  thereto  until 
chlorine  is  no  longer  disengaged.  The  selenium  is  afterwards 
precipitated  by  sulphite  of  alkali. 


DETERMINATION    OF    SELENIC    ACID. 

When  selenium  exists  in  the  liquor  in  the  state  of  selenic  acid^ 
it  cannot  be  reduced^  according  to  Mitscherlich^  by  sulphurous 
acid.  The  solution  in  that  case  must  be  boiled  with  muriatic 
acid  until  chlorine  is  no  longer  disengaged.  The  muriatic  acid 
reduces  the  selenic  into  selenious  acid^  which  may  then  be 
reduced  by  sulphurous  acid,  or  by  a  solution  of  sulphite  of  alkali 
gradually  added  to  the  acid  liquor. 

As,  however,  it  is  difficult  to  reduce  the  last  traces  of  selenic 
acid  into  selenious  acid  by  means  of  muriatic  acid,  it  is  best  to 
precipitate  the  first  of  these  two  acids  in  the  state  of  seleniate 
of  baryta  by  pouring  into  it  a  solution  of  nitrate  of  baryta. 
The  seleniate  so  produced  is  as  insoluble  in  the  dilute  acids  as 
sulphate  of  baryta.  It  is,  therefore,  advisable,  when  the  liquor 
contains  a  seleniate  in  solution,  to  acidify  it  by  a  little  nitric 
acid,  and  then  to  pour  some  nitrate  of  baryta  into  it.  The 
seleniate  of  baryta  contained  is  ignited  as  is  done  for  sulphate 
of  baryta.  After  ignition  it  is  weighed,  and  from  its  weight  the 
quantity  of  selenic  acid  is  calculated. 

*  It  is  necessary,  however,  in  that  case,  to  be  certain  that  the 
whole  of  the  selenium  in  the  liquor  is  in  the  state  of  selenic 
acid,  for  selenite  of  baryta  is  soluble  in  free  nitric  acid,  and 
would  therefore  remain  in  solution.  If  the  operator  has  reason 
to  apprehend  that  the  combination  under  examination  contains 
not  only  selenic  acid  but  selenious  acid  also,  the  compound 
should  be  mixed  with  nitrate  of  alkali  in  a  porcelain  crucible,  and 
the  mixture  fused  for  some  time,  bv  which  means  the  selenious 
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is  converted  into  selenic  acid.  The  fused  mass  is  then  dissolved 
in  water,  the  solution  is  supersaturated  with  nitric  acid,  and  the 
selenic  acid  is  precipitated  in  the  state  of  seleniate  of  baryta  by 
means  of  a  solution  of  nitrate  of  baryta. 

*  Selenious  acid  might  also  be  determined  in  certain  com- 
pounds as  seleniate  of  baryta,  by  fusing  the  compound  with 
nitrate  of  alkali,  and  treating  the  fused  mass  as  has  been  just 
said. 

SEPARATION  07  SELENIOUS  ACID  AND  SELENIC  ACID  FROM  THE 
OXTDES  OF  CHROMIUM,  OF  URANIUM,  OF  NICKEL,  OF  COBALT, 
OF  ZINC,  OF  IRON,  AND  OF  MANGANESE,  FROM  THE  EARTHS 
AND   FROM   THE   ALKALIES. 

The  selenious  acid  being  precipitated  from  acid  solutions  by 
sulphuretted  hydrogen  in  the  state  of  yellow  sulphuret  of  sele- 
nium, this  reagent  offers  an  easy  means  of  separating  selenium 
from  the  above  oxydes,  when  it  exists  in  a  solution  in  the  state  of 
selenious  acid.     The  sulphuret  of  selenium  obtained  is  removed 
from  the  filter  whilst  still  wet,  and  aqua  regia  is  poured  upon  it, 
with  which  it  is  left  to  digest,  until  the  selenium  has  completely 
dissolved,  and  only  a  slight  residuum  of  sulphur  remains.     It  is 
best,  however,  to  dissolve  it  completely  by  means  of  fuming  nitric 
acid,  because  a  portion  of  undissolved  sulphur  possibly  might 
still  retain  some  selenium.     This  solution  is  afterwards  digested 
in  muriatic  acid  until  the  nitric  acid  is  completely  destroyed ; 
after  which  the  solution  is  diluted  with  a  small  quantity  of  water, 
and  the  selenium  is  precipitated  by  sulphite  of  alkali.     As,  how- 
ever, the  oxydes  mentioned  at  the  beginning  of  this  paragraph, 
are  not  reduced  by  sulphurous  acid,  it  is  ofl;en  preferable  to  begin 
by  precipitating  the  selenium  from  the  acid  liquor,  by  pouring  a 
solution  of  sulphite  of  alkali  into  it,  and  after  having  collected 
the  metal  on  a  filter,  the  other  substances  in  the  filtered  liquor 
are  determined. 

When  the  metals  of  the  oxydes  in  question  are  combined  in 
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the  reguline  state  with  selenium,  the  compound  is  dissolved  in 
hot  nitric  acid  or  in  aqua  regia.  It  is  true  that  by  this  method  the 
metals  are  oxydised  before  the  selenium,  but  by  protracting  the 
digestion  the  latter  at  last  dissolves  completely  also.  Before 
adding  the  solution  of  sulphite  of  alkali  to  the  liquor,  the  nitric 
acid  must  be  destroyed  by  muriatic  acid. 

If  instead  of  selenious  acid,  it  is  selenic  acid  which  is  combined 
with  the  alkalies,  the  earths,  or  the  metallic  oxydes  in  question, 
the  separation  of  the  selenium  cannot  be  effected  by  sulphurous 
acid,  nor  by  sulphuretted  hydrogen,  because  these  two  reagents 
have  no  action  upon  selenic  acid.  It  is  necessary  in  that  case  to 
boil  the  solution  with  muriatic  acid  until  the  selenic  acid  is  con- 
verted into  selenious  acid,  or  what  is  better  still,  a  solution  of 
nitrate  of  baryta  is  poured  in,  which  immediately  precipitates 
the  selenic  acid  in  the  state  of  seleniate  of  baryta,  from  the  weight 
of  which  the  quantity  of  the  acid  may  be  determined. 

If  the  combination  of  selenic  acid  to  be  analysed  is  insoluble  in 
water  and  in  acids,  as  is  the  case,  for  example,  with  seleniate  of 
baryta,  it  must  be  boiled  with  muriatic  acid  in  order  to  convert 
the  selenic  into  selenious  acid.  The  selenites  which  are  insolu- 
ble in  water,  being  soluble  in  acids,  the  reduction  is  completed 
when  the  combination  has  dissolved  in  muriatic  acid. 

*  The  reduction  of  the  selenic  acid  contained  in  compounds 
which  are  insoluble  in  acids,  into  selenious  acid,  is  often,  however, 
very  slowly  effected  by  this  process.  In  most  cases,  therefore, 
it  is  best  to  resort  to  the  following  method : — A  given  weight  of 
the  insoluble  compound  is  mixed  with  four  times  its  weight  of 
carbonate  of  potash  or  of  soda,  and  the  mixture  is  then  fused 
in  a  platinum  crucible.  The  fused  mass  is  then  treated  by 
water,  which  dissolves  the  seleniate  of  alkali,  and  the  excess  of 
carbonate  employed,  and  leaves  the  earths  in  the  state  of  undis- 
solved carbonates.  Nitric  acid  is  then  poured  in  the  solution 
to  render  it  acid,  and  the  selenic  acid  is  precipitated  therefrom  in 
the  state  of  seleniate  of  baryta. 
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SEPARATION  OP  8ELENIOUS  AND  SELENIC  ACIDS  FROM  THE 
OXYDES  OP  MERCURY,  OP  SILVER,  OP  COPPER,  OF  BISMUTH, 
OP    LEAD,    AND    OF    CADMIUM. 

Selenious  acid  is  separated  &om  these  oxydes  by  means  of 
hydrosulphuret  of  ammonia.  If  the  compound  is  insoluble,  the 
operator  must  endeavour  to  render  it  soluble  in  an  acid.  The 
liquor  is  afterwards  supersaturated  with  ammonia,  and  hydro- 
sulphuret of  ammonia  is  then  poured  into  it.  This  reagent 
dissolves  the  sulphuret  of  selenium,  whilst  the  sulphurets  of  the 
other  metals  are  precipitated.  This  method  of  precipitating 
selenium  from  most  of  the  metals  which  have  been  enumerated 
above,  is  preferable  to  that  by  sulphurous  acid,  because  the 
oxydes  of  several  of  these  metals  are  reduced  by  sulphurous 
acid. 

When  a  nitric  acid  solution  contains  selenious  acid,  and 
protoxyde  of  lead,  no  other  reagent  than  hydrosulphuret  of 
ammonia  can  be  employed,  for  if  carbonate  of  ammonia  were 
used  to  precipitate  the  protoxyde  of  lead,  the  precipitate,  even 
were  a  large  excess  of  the  reagent  poured  in,  would  still  retain 
selenious  acid.  Even  when  sulphuric  acid  is  resorted  to  for 
precipitating  the  protoxyde  of  lead  from  the  solution,  it  is 
necessary,  in  order  to  obtain  the  whole  of  the  sulphate  of  lead 
produced,  to  evaporate  the  solution  to  dryness,  and  to  heat  the 
dry  mass  until  all  the  free  acid,  both  the  selenious  and  the  excess 
of  sulphuric  acid,  have  been  completely  eliminated.  By  this 
method,  therefore,  the  quantity  of  the  selenium  cannot  be 
determined. 

In  the  analysis  by  means  of  hydrosulphuret  of  ammonia,  the 
operator  proceeds  in  the  same  manner  as  for  separating  the 
oxydes  of  antimony  and  of  arsenic  from  the  metallic  oxydes 
mentioned  at  the  beginning  of  the  paragraph,  and  a  description 
of  which  has  been  given  (pages  294 — 340).  Although  sulphuret 
of  selenium  dissolves  easily  in  hydrostdphuret  of  ammonia,  it 
is  advisable  to  add  an  excess  of  this  reagent  to  the  solution 
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supersaturated  with  ammonia,  and  to  leave  the  metals  to  digest 
for  a  long  time  in  a  warm  place.  The  metallic  sulphurets  which 
have  not  dissolved  are  afterwtu'ds  collected  on  a  filter^  they  are 
washed  with  water  to  which  hydrosulphuret  of  ammonia  has 
been  added,  and  the  quantity  of  the  metals  which  they  contained 
is  then  determined  by  the  methods  which  have  been  indicated 
before.  The  solution  in  hydrosulphuret  of  ammonia  is  acidified 
with  dilute  muriatic  acid  or  with  acetic  acid,  by  which  sulphuret 
of  selenium  is  precipitated,  if  the  liquor  contained  selenious 
acid.  The  sulphuret  of  selenium  is  then  collected  on  a  filter, 
and  it  is  oxydised,  whilst  still  moist,  by  aqua  regia,  after  which 
sulphite  of  alkali  is  added  to  the  liquor,  in  order  to  reduce  the 
selenium,  as  we  said  before. 

If,  on  the  contrary,  mercury  has  to  be  separated  firom  sele- 
nium by  this  method,  it  is  necessary  to  wait  until  the  solution 
of  the  sulphuret  of  seleniimi  has  completely  cooled  before 
filtering,  by  which  means  the  sulphuret  of  mercury  produced 
is  separated. 

This  method  may  likewise  be  resorted  to  for  separating  man- 
ganese, iron,  zinc,  and  cobalt,  from  selenium. 

*  But  if  the  solution  contains  no  selenious  acid,  but  selenic 
acid  combined  with  the  metallic  oxydes  in  question,  after 
having  precipitated  the  latter  by  hydrosulphuret  of  ammonia, 
and  separated  the  metallic  sulphurets  so  produced  by  filtering, 
sulphuret  of  selenium  cannot  be  precipitated  by  pouring  a  dilute 
acid  in  the  liquor,  because  selenic  acid  is  not  convertible  into 
sulphuret  of  selenium  by  hydrosulphuret  of  ammonia.  But  the 
solution  being  acidified,  the  selenic  acid  is  precipitated  by  nitrate 
of  baryta  in  the  manner  described  before,  and  is  determined  in 
the  state  of  seleniate  of  baryta,  wherefore  it  is  unnecessary  to 
separate  the  bases  from  selenic  acid  by  hydrosulphuret  of 
ammonia.  If  the  combination  of  selenic  acid  with  the  metallic 
oxydes  in  question,  which  cannot  be  precipitated  from  an  acid 
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solution  by  sulphuretted  hydrogen,  is  soluble  in  water,  it  is  to 
be  dissolved  therein,  and  the  selenic  acid  is  precipitated  from 
the  liquor  by  nitrate  of  baryta. 

*  Sulphuretted  hydrogen  may  be  resorted  to  for  precipitating 
metallic  oxydes  in  the  state  of  metallic  sulphurets,  since  selenic 
acid  is  not  convertible  into  sulphuret  of  selenium  by  this  gas. 
The  selenic  acid  remains  then  in  solution,  and  it  may  be  deter- 
mined in  the  liquor  filtered  from  the  precipitated  sulphurets. 
When,  however,  tihis  method  is  adopted,  muriatic  acid  should  not 
be  added  to  the  solution,  because  a  little  selenic  acid  might 
thus  be  converted  into  selenious  acid,  which  would  produce 
sulphuret  of  selenium  by  treatment  with  sulphuretted  hydrogen- 

*  This  method  is  particularly  applicable  for  the  analysis  of 
the  seleniates  which  are  insoluble  in  water,  and  the  bases  of 
which  are  capable  of  "being  converted  into  metallic  sulphurets 

« 

by  sulphuretted  hydrogen,  as  is  the  case,  for  example,  with 
seleniate  of  lead.  The  pulverised  compound  is  first  put  in  a 
vessel  with  water,  and  a  current  of  sulphuretted  hydrogen  is  then 
passed  through  it  to  entire  saturation.  The  sulphuret  of  lead 
produced  is  separated  by  filtering,  and  the  selenic  acid  remains 
in  the  liquor. 

SEPARATION    OF    SELENIUM    FROM    METALS. 

*  The  combinations  of  selenium  with  metals  are  dissolved  in 
nitric  acid  or  aqua  regia;  the  metal  is  thereby  converted  into 
oxyde,  and  the  selenium  into  selenious  acid ;  no  selenic  acid  is 
produced.  The  methods  which  have  been  previously  described 
are  employed  afterwards  to  separate  the  selenious  acid  from  the 
metallic  oxydes  in  the  solution. 

Selenium  may  also  be  separated  very  well  from  metals  by 
passing  a  current  of  chlorine  over  the  compound,  and  afterwards 
separating,  by  distillation,  the  chloride  of  selenium  formed,  and 
which  is  volatile,  from  the  other  metallic  chlorides  which  are 
fixed.     The  metallic  seleniurets  are  much  more  easily  and 
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rapidly  decomposed  by  chlorine  than  the  metallic  antimoniurets 
or  arseniurets:  wherefore  this  method  is  much  to  be  recom- 
mended for  the  analysis  of  metallic  seleninrets.  The  apparatus 
used  for  the  purpose  is  similar  to  that  represented  (page  212). 
It  is  advisable  that  the  diameter  of  the  glass  tube  soldered  to  the 
bulb  e  and  bent  at  right  angle  be  not  too  small.  A  given  weight 
of  the  seleniuret  is  introduced  into  the  glass  bulb  e,  the  apparatus 
is  then  mounted.  When  quite  filled  with  chlorine  gas,  the  bulb 
is  then  heated  with  the  smallest  flame  which  can  be  produced 
with  an  argand  spirit  lamp,  and  as  soon  as  the  chloride  of  sele- 
nium is  formed  it  immediately  volatilises.  At  first  an  oily 
liquid  of  an  orange-yellow  colour  appears,  it  is  protochloride 
of  selenium,  and  it  runs  by  the  tube  into  the  flask  k,  one- 
third  full  of  water,  and  in  which  this  chloride  undergoes  a 
decomposition,  the  result  being  to  liberate  selenium,  which, 
however,  is  redissolved  for  the  most  part  by  the  current  of 
chlorine  which  passes  through  the  liquor,  yet  a  slight  portion  of 
selenium  often  remains  at  the  bottom  of  the  vessel  under  the 
form  of  globules.  Afterwards  perchloride  of  selenium  only  is 
produced,  which  condenses  in  the  tube  bent  at  right  angle,  and 
which,  if  too  small,  it  might  obstruct :  wherefore  it  is  necessary 
to  heat  this  tube  by  the  flame  of  a  small  spirit-lamp,  in  order  to 
drive  into  the  flask  the  perchloride  which  deposits  in  the  tube. 

*  Most  metallic  seleniurets  are  so  easily  decomposed  by 
chlorine  gas,  that  half  an  hour  after  filling  the  apparatus  with 
chlorine,  all  the  selenium  is  completely  converted  into  chloride, 
when  operating  upon  a  few  grammes  of  the  compound.  The 
experiment  is  at  an  end  when,  after  having  driven  as  much  as 
possible,  by  the  flame  of  a  small  spirit  lamp,  the  perchloride  of 
selenium  from  the  bulb,  no  &esh  quantity  of  it  is  formed.  The 
bulb  is  then  allowed  to  cool  gradually,  the  portion  of  the  tube 
is  cut  with  a  good  file,  and  the  perchloride  of  selenium  which 
it  may  contain  is  pushed  out,  or  made  to  fall  into  the  flask,  which 
must  then  be  closed  immediately. 

The  metallic  chlorides  in  the  bulb  are  afterwards  analysed  by 
the  methods  which  have  been  described  before.     When  lead 
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alone  is  combined  with  selenium,  it  is  well  to  begin  by  weighing 
the  glass  bulb  with  the  metallic  chloride,  and  then  to  weigh  the 
bulb  alone,  by  which  means  the  weight  of  the  chloride  of  lead  is 
ascertained.  But  in  presence  of  copper,  it  is  useless  to  determine 
the  weight  of  the  metallic  chlorides.  If  the  compound  contains 
iron,  a  portion  of  perchloride  of  iron  is  found  with  the  non- 
volatile chlorides,  whilst  the  other  volatilises  with  the  perchloride 
of  selenium. 

The  liquor  of  the  flask  k  is  heated  until  the  &ee  chlorine  has 
volatilised;  muriatic  acid  is  then  added  to  it,  and  the  selenium  is 
precipitated  by  means  of  a  sulphite  of  alkali.  But,  though  it  is 
easy  to  precipitate  the  selenium  completely  from  a  solution  of 
selenious  acid,  by  means  of  sulphurous  acid,  yet  the  precipitation 
is  difficult  when  a  current  of  chlorine  gas  has  been  passed 
for  a  loDg  time  through  an  aqueous  solution  of  perchloride  of 
selenium.  The  solution  of  selenious  acid  assumes  a  cinnabar 
red  tinge  shortly  after  the  addition  of  sulphurous  acid,  but  it 
often  occurs  that  the  latter  does  not  at  first  produce  any  precipi- 
tate whatever,  which  proves  that  selenic  acid  must  have  formed. 
A  long  ebullition  with  muriatic  acid  is  required  to  enable  the 
sulphite  of  alkali  to  precipitate  the  selenium  completely.  The 
liquor  filtered  from  the  reduced  selenium  must  be  kept  for  along 
time,  boiled  a  second  time  with  muriatic  acid,  and  sulphite  of 
alkali  should  be  again  added  to  it  in  order  to  see  whether  the 
whole  of  the  selenium  has  been  reduced.  If  the  seleniuret  con- 
tained iron,  the  quantity  of  this  metal  which  during  the  analysis 
has  distilled  with  the  perchloride  of  selenium,  is  determined  in 
the  liquor  filtered  from  the  seleniimi. 

*  This  method  is  advantageous  when  the  seleniuret  contains 
lead,  only  it  is  necessary  in  that  case  to  heat  the  combination 
with  much  care  whilst  treated  by  chlorine,  otherwise  a  little 
chloride  of  lead  might  volatilise  with  the  chloride  of  selenium. 

*  If  the  seleniuret  contains  mercury,  which  is  often  the  case, 
the  mercury  is  by  this  method  converted  into  protochloride  of 
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mercury  {corrosive  sublimate),  which  volatilises  with  the  per- 
chloride  of  selenium,  and  dissolves  in  the  liquid  of  the  flask  k, 
and  it  may  be  separated  from  the  selenium  as  described  before. 

^Another  method  may  also  be  employed  to  analyse  compounds 
of  selenium  with  a  great  number  of  metals.  After  having  pul- 
verised the  seleniuret,  it  is  fused  with  a  mixture  of  carbonate  and 
of  nitrate  of  alkali,  until  completely  oxydised.  The  fused  mass 
is  treated  by  water,  which  dissolves  seleniate,  nitrate  and  car- 
bonate of  alkali;  this  solution  is  then  supersaturated  with  nitric 
acid,  and  selenic  acid  is  precipitated  therefrom  in  the  state  of 
seleniate  of  baryta,  by  means  of  nitrate  of  baryta.  The  oxydised 
metal  remains  behind,  when  insoluble  in  carbonate  of  alkali, 
which  is  generally  the  case.  It  is  then  washed,  dissolved  in 
muriatic  acid,  and  its  quantity  is  then  determined  by  the  methods 
which  have  been  described  before. 


SEPARATION  OF   SELENIUM   FROM  TIN,   ANTIMONY,  AND  ARSENIC. 

*  The  oxydes  of  these  metals  contained  in  solutions  with  se- 
lenious  acid  may  be  separated  from  it  by  reducing  the  latter  by 
means  of  sulphurous  acid,  which  has  no  reducing  action  upon 
them.  If  they  have  to  be  separated  from  selenic  acid,  it  is  to  be 
converted  into  selenious  acid,  by  means  of  muriatic  acid,  and  then 
reduced  by  means  of  sulphurous  acid.  After  having  separated 
the  reduced  selenium,  the  metallic  oxydes  are  precipitated  from 
the  filtered  liquor  by  the  methods  which  have  been  described 
before. 

*  Selenic  acid  may  also  be  separated  from  arsenic  acid  in 
solutions,  by  adding  thereto  a  solution  of  nitrate  of  baryta  and 
some  free  nitric  acid,  which  dissolves  the  arseniate  of  baryta, 
but  not  the  seleniate  of  that  base.  The  latter  is  collected  upon 
a  filter  and  weighed,  from  which  the  weight  of  the  selenic  acid 
is  calculated. 

*  If  a  solution  contained  selenic  acid  simultaneously  with  the 
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oxyd€8  of  antisnany,  of  tin,  and  arseniotis  acid,  the  operator 
should  endeavour  to  dissolve  them  in  muriatic  acid^  and^  after 
diluting  the  acid  liquor  with  water,  to  precipitate  the  selenic 
acid  in  the  state  of  seleniate  of  baryta ;  if  any  of  the  oxydes  ot 
antimony  are  present,  tartaric  acid  must  be  added  to  the  liquor 
before  diluting  it.  Heat  must  be  altogether  avoided,  because 
this  might  reduce  a  portion  of  the  selenic  into  selenious  acid. 

*  The  seleniurets  of  arsenic  may  be  fused  with  a  mixture  of 
nitrate  and  of  carbonate  of  alkali,  until  they  be  completely 
oxydised.  The  fused  mass  is  dissolved  in  water,  nitric  acid,  and 
a  solution  of  nitrate  of  baryta  are  added  to  the  Uquor,  and  the 
seleniate  of  baryta  which  precipitates  is  separated. 

*  If,  however,  the  seleniuret  of  arsenic  contained  a  conside- 
rable quantity  of  other  metals,  it  would  be  difficult  to  avoid  all 
loss  by  fusing  it  with  carbonate  and  nitrate  of  alkali ;  even  by 
using  a  large  proportion  of  carbonate.  Wherefore  in  rigorous 
analytical  researches  it  is  best  to  oxydise  the  compound  com- 
pletely, or  nearly  so,  by  nitric  acid  or  aqua  regia,  cautiously  to 
add  an  excess  of  carbonate  of  soda  to  the  solution,  if  it  contained 
still  a  sufficient  quantity  of  free  nitric  acid,  to  evaporate  the 
whole  to  dryness,  and  to  fuse  the  residuum.  The  fused  mass  is 
then  treated  as  just  said. 


SEPARATION    OF    SELENIUM    FROM    TELLURIUM. 

When,  in  the  course  of  an  analysis,  these  two  substances  have 
been  precipitated  simultaneously  by  sulphurous  acid,  they  are 
fused  with  a  mixture  of  carbonate  and  of  nitrate  of  alkali  at  a 
temperature  which  should  not  be  too  high;  nitric  acid  and 
nitrate  of  baryta  are  added  to  the  solution  of  the  fused  mass, 
and  the  undissolved  seleniate  of  baryta  is  separated  by  filtering 
from  the  tellurate  of  baryta  in  solution.  Telluric  acid  is  reduced 
into  tellurous  acid  in  the  filtered  liquor  by  means  of  muriatic 
acid,  and  then  the  tellurous  acid  is  afterwards  reduced  by  means 
of  sulphurous  acid. 

*  A  loss  may,  however,  take  place  during  the  fusion  of  the 
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selenium  and  tellurium  with  the  carbonate  and  nitrate  of  alkali : 
wherefore  it  is  better  to  treat  the  selenium  containing  tellurium 
by  nitric  acid  or  by  aqua  regia,  and  then,  when  it  has  been 
oxydised  for  the  most  part,  and  a  considerable  portion  of  nitric 
acid  still  exists,  an  excess  of  carbonate  of  soda  is  added,  the 
whole  is  evaporated  to  dryness,  and  the  dry  residuum  is  fused. 
The  fused  mass  is  then  treated  as  has  just  been  said. 

When  selenious  acid  has  to  be  separated  from  tellurous  acid, 
the  solution  containing  them  should  be  evaporated  to  dryness, 
and  the  residuum  is  treated  by  a  mixture  of  carbonate  and  of 
nitrate  of  alkali,  as  we  have  said.  The  solid  compoimds  con- 
taining selenious  acid  are  treated  in  the  same  manner. 


DETERMINATION    OF    SELENIOUS    AND     OF    SELENIC    ACID    WHEN 

THEY    EXIST    SIMULTANEOUSLY. 

The  quantities  of  selenious  and  of  selenic  acid  when  they 
exist  together  in  a  solution  is  easily  determined.  The  selenic 
acid  is  first  determined  in  the  state  of  seleniate  of  baryta  in  the 
liquor  acidified  with  nitric  acid,  and  the  quantity  of  the  sele- 
nious acid  is  afterwards  ascertained  by  means  of  sulphuretted 
hydrogen  or  of  sulphurous  acid. 
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SULPHUR. 


DETERMINATION  OF  SULPHUR. 

The  quantitative  determination  of  sulphur  may  be  effected 
with  great  precision.  The  sulphur  is  converted  into  sulphuric 
acid,  which  is  then  precipitated  by  a  salt  of  barium,  and  from 
the  weight  of  the  sulphate  of  baryta  obtained  the  quantity  of  the 
sulphur  is  calculated.  The  modus  operandi  consists  in  digest- 
ing the  combination  of  sulphur  in  nitric  acid  or  in  aqua  regia, 
by  which  means  it  is  oxydised  and  dissolved  in  the  acid.  The  sul- 
phur is  always  converted  by  the  excess  of  acid  employed  into 
sulphuric  acid,  and  never  into  a  less  degree  of  oxydisation.  A 
large  quantity  of  acid  and  a  prolonged  digestion  are  necessary, 
however,  to  transform  the  sulphur  completely  into  sulphuric  acid. 
In  most  cases  the  metal  combined  with  the  sulphur  is  oxydised 
long  before  that  body ;  ordinarily  the  oxyde  produced  is  dis* 
solved  in  toto,  whilst  as  yet  the  greatest  portion  of  the  sulphur 
is  entire ;  the  sulphur  is  found  after  a  long  digestion,  with  the 
help  of  heat,  into  agglomerated  yellow  lumps,  or,  after  a  shorter 
digestion  in  the  form  of  a  yellow  powder  at  the  bottom  of  the 
vessel.  As  the  complete  oxydisation  of  the  sulphiu:  would 
require  too  long  a  time,  the  solution  is  diluted  with  water,  and 
when  the  sulphur  has  separated  therefrom  with  its  characteristic 
yellow  colour,  it  is  collected  upon  an  accurately-weighed  filter, 
well  washed,  dried  at  a  temperature  as  low  as  possible  until  the 
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weight  remains  constant/  The  sulphuric  acid  produced  is  sepa- 
rated from  the  above  filtered  liquor  by  pouring  a  solution  of 
chloride  of  barium  into  it,  and,  from  the  weight  of  the  sul- 
phate of  baryta  produced,  that  of  the  sulphuir  which  it  contains 
is  calculated.  The  sum  of  the  two  quantities  of  sulphur  indi- 
cate collectively  the  weight  of  that  substance  contained  in  the 
compound  submitted  to  analysis. 

When  fuming  nitric  acid  is  employed  to  oxydise  a  substance 
which  contains  sulphur,  the  action  is  much  more  violent  than 
when  a  weaker  acid  or  aqua  regia  are  employed.  When  a 
sulphur-compound,  being  previously  pulverised,  is  afterwards 
treated  by  a  sufficient  excess  of  friming  nitric  acid,  ordinarily 
there  is  no  separation  of  sulphur,  and  the  whole  of  it  is  converted 
into  sulphuric  acid.  Fuming  nitric  acid,  however,  is  not  always 
used^  because  its  employ  requires  great  caution.  In  order,  in 
such  case,  to  avoid  the  loss  of  a  small  quantity  of  the  compound 
by  projection,  it  is  best  to  put  it  in  a  matrass,  and  to  pour  the 
fuming  acid  upon  it  by  small  portions  at  a  time,  by  means  of  a 
funnel,  taking  care  to  add  a  fresh  portion  only  after  the  violent 
reaction  which  it  produces  each  time  has  abated.  A  large  quan- 
tity of  water  is  then  added  to  the  oxydised  mass,  and  if  all  the 
sulphur  has  dissolved,  the  sulphuric  acid  formed  is  precipitated 
by  a  solution  of  chloride  of  barium. 

*  Another  and  sqfer  method  of  proceeding  for  oxydising  the 
sulphur  compound  to  be  analysed,  consists  in  pulverising  the 
substance  and  weighing  it  in  a  small  glass-tube  of  a  sufficiently 
large  diameter,  and  closed  at  one  end ;  it  is  then  introduced  into 


*  Certain  metftUic  solphurets  may  advantageously  be  treated  by  a  mixture  of 
muriatic  acid  and  of  chlorate  of  potash,  which  rapidly  converts  the  sulphur  into 
sulphuric  acid.  According  to  M.  Karsten,  iron  pyrites  reduced  iuto  fine  powder 
and  boiled  with  a  solution  of  chlorate  of  potash,  without  addition  of  muriatic  acid, 
are  rapidly  decomposed,  the  whole  of  the  sulphur  being  converted  into  sulphuric  acid, 
and  the  iron  into  peroxyde  of  iron. 

Mr.  MUlon,  however,  prefers  a  mixture  of  nitric  acid  and  of  chlorate  of  potash, 
which,  with  the  help  of  heat,  reacts  violently  ;  pure  sulphur  may  thus  be  rapidly 
converted  into  sulphuric  acid. — Ed. 
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a  flask  containing  a  suitable  quantity  of  fuming  nitric  acid^  and 
this  flask  is  closed  immediately  with  a  well-fitted  glass  stopper. 
Tlie  flask  must  be  pretty  capacious^  otherwise  the  violent  action 
of  the  acid  upon  the  compound  might  break  it  or  force  the 
stopper  out.  When  the  reaction  has  ceased^  the  stopper  is 
removed  from  the  flask^  and  heat  is  applied  to  the  latter. 

The  sulphate  of  baryta  obtained  in  these  operations  is  more 
difficult  to  wash  than  is  generally  the  case^  because^  in  presence 
of  nitric  acid^  and  of  an  excess  of  the  barytic  reagent^  some 
nitrate  of  baryta  is  precipitated  along  with  the  sulphate^  which 
cannot  be  separated  from  it  except  by  a  protracted  washing 
with  hot  water.     * 

*  It  often  happens^  during  the  washing  of  this  sulphate  of 
baryta^  that  after  the  acid  liquor  has  percolated  clear  through  the 
filter,  the  water  used  for  washing  passes  milky  through  it, 
wherefore  the  filtering-paper  used  should  not  be  too  fine.  This 
milkiness,  however,  can  be  obviated  as  follows : — The  sulphate 
of  baryta  having  completely  settled  at  the  bottom  of  the  acid 
liquor,  the  clear  supernatant  liquor  is  first  poured  on  the  filter 
to  within  about  one-eighth  of  an  inch  fr*om  the  precipitate.  A 
large  quantity  of  boiling  water  is  then  poured  over  this  precipi- 
tate, the  whole  is  well  stirred,  and  left  to  digest  for  a  long  time 
in  a  warm  place.  The  supernatant  liquor  is  then  poured  out 
upon  the  filter  to  within  a  short  distance  from  the  precipitate, 
and  a  fresh  quantity  of  boiling  water  is  poured  upon  the  pre- 
cipitate as  before.  This  treatment  is  repeated  once  or  twice, 
and  the  milky  mixture  of  sulphate  of  baryta  and  water  is  finally 
thrown  upon  the  filter.  It  is  necessary,  however,  to  take  care, 
after  filtering  the  clear  liquor,  to  receive  the  water  used  for 
washing  in  another  vessel,  in  order,  if  it  passes  milky,  not  to 
have  too  large  a  quantity  of  liquid  to  filter.  The  water  used  for 
washing,  when  turbid,  cannot  be  clarified  except  by  repeated 
filterings.  The  small  quantities  of  sulphate  of  baryta  suspended 
in  it  require  a  long  time  to  settle. 

The  other  operations  of  the  analysis  of  the  ordinary  compounds 
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of  stilphur  is  very  simple.  The  operator  has  only  to  deter- 
mine the  other  oxydes  dissolved  by  nitric  acid  or  aqua  regia^ 
which  exist  in  the  filtered  liquor.  But  as  the  excess  of 
baryta  which  has  been  employed  to  precipitate  the  sulphuric 
add  might  be  a  source  of  error,  it  is  best  to  begin  by  separating 
it  from  the  liquor,  which  is  done  by  adding  sulphuric  acid  to 
the  latter,  taking  care,  however,  not  to  use  a  great  excess  of  it. 
The  sulphate  of  baryta  produced  is  collected  on  a  filter,  and 
after  washing  it,  it  may  be  thrown  away.  This  sulphate  is  very 
easily  washed,  because,  since  there  is  an  excess  of  sulphuric 
acid,  it  can  contain  no  nitrate  of  baryta.  This  being  done,  the 
oxydes  contained  in  the  compound  are  then  precipitated. 

SEPARATION     OF    SULPHUR     FROM     COPPER,     CADMIUM,     NICKEL, 
COBALT,    ZINC,    IRON,    AND    MANGANESE. 

Most  of  the  combinations  of  sulphur  with  the  metals  can  be 
analysed  by  the  method  which  has  just  been  described ;  those 
of  sulphur,  with  copper,  cadmium,  nickel,  cobalt  and  zinc  can  be 
so  treated,  but  there  are,  however,  several  compounds,  especially 
those  of  sulphur  and  manganese,  and  also  a  few  of  those  of  sul- 
phur and  iron,  for  which  pretty  strong  and  hot  nitric  acid,  or 
strong  and  hot  aqua  regia  must  be  employed.  If  a  very  weak 
and  cold  acid  were  used,  a  slight  disengagement  of  sulphuretted 
hydrogen  might  very  well  take  place,  which  would  of  course  pro- 
duce a  loss  of  sulphur.  It  is  best  also  to  operate  upon  these 
compounds  in  the  pulverised  state,  and  not  in  lumps,  because  the 
latter  become  oxydised  only  at  the  surface,  and  become  thus 
covered  with  a  coating  of  sulphur,  which  often  protects  them 
from  the  action  of  the  acid. 

The  sulphur  which  is  separated  in  these  analyses  has  ordinarily 
a  grey  colour  at  first,  but  should  never  be  collected  upon  a  filter 
before  it  has  become  of  a  pure  yellow,  which  takes  place  by  pro- 
longing the  digestion.  It  is  then  completely  dried  upon  a 
weighed  filter,  its  weight  is  determined,  and  it  is  afterwards 
burnt,  in  order  to  ascertain  whether  it  was  perfectly  pure.  This 
is  done  as  follows : — As  much  of  it  as  possible  is  removed  from 
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the  filter^  and  heated  in  a  small  counterpoised  platinum  crucible^ 
by  which  means  it  is  volatilised.  If  a  fixed  residuum  is  left,  it 
ordinarily  consists  of  the  oxyde  of  the  metal  with  which  the 
sulphur  was  combined. 

*  Sometimes^  however,  when  operating  upon  native  sulphurets, 
this  residuum  is  quartz,  or  some  other  species  of  rock. 

The  oxyde  was  naturally  contained  in  the  state  of  metallic 
sulphuret  in  the  liberated  sulphur,  but  was  converted  into  basic 
sulphate  by  being  heated  in  contact  with  the  air;  wliich  basic 
sulphate  being  almost  always  in  very  small  quantity,  generally 
loses  all  its  sulphuric  acid  under  the  influence  of  a  very  high 
temperature.  Prom  the  weight  of  the  remaining  oxyde,  the 
quantity  of  the  metal  which  it  contains  is  calculated ;  and,  by 
deducting  it  from  that  of  the  sulphur,  the  true  quantity  of  this 
latter  substance  in  the  compound  is  ascertained.  The  operator 
then  dissolves  the  oxyde  in  muriatic  acid,  which  generally  leaves 
a  small  portion  of  matrix  and  of  silica,  as  residua;  this  is 
separated  by  filtering,  and  the  weight  thereof  is  determined. 
This  is  often  the  case  with  the  native  sulphurets,  but  it  also 
frequently  happens  with  the  artificial  sulphurets.  The  solution 
of  the  small  quantity  of  oxyde  is  mixed  with  a  solution  of  a 
barytic  salt,  in  order  to  see  whether  the  ignited  residuum  should 
not  perchance  have  retained  some  sulphuric  acid.  If  a  preci- 
pitate of  sulphate  of  baryta  is  thus  produced,  the  quantity  of 
sulphuric  acid  which  it  contains  is  determined,  and  deducted 
from  that  of  the  oxyde  which  has  been  found;  the  small  portion 
of  sulphur  remaining  in  the  said  oxyde  is  next  determined,  and 
added  to  the  quantity  of  the  sulphur  previously  obtained.  I, 
however,  must  repeat  that  when  the  quantity  of  the  oxydes  is 
small,  and  they  have  been  exposed  to  a  strong  red  heat,  they 
retain  no  sulphuric  acid.  If  the  quantity  of  the  remaining  oxyde 
is  more  considerable,  that  is,  if  above  one  or  two  centigrammes, 
the  operator  may  rest  assured  that  the  sulphur  which  was 
weighed  was  not  of  a  pure  yellow  colour. 

*  When,  during  the  oxydisation  of  the  metallic  sulphuret  by 
nitric  acid  or  aqua  regia,  the  sulphur  has  separated  under  the 
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form  of  a  cohesive  mass  of  a  yellow  colour^  from  which  the  acid 
liquor  can  be  decanted^  it  is  very  advantageous  to  do  so^  and 
thus  to  avoid  filtering  through  a  weighed  filter^  for  the  weighing 
of  a  filter  and  of  a  substance  of  whatever  kind  along  with  it  is 
always  attended  with  troublesome  contingencies.  The  sulphur 
is  washed  with  a  large  quantity  of  hot  water^  dried  in  the  vessel 
which  holds  it^  but  at  a  temperature  which  should  not  be  capable 
of  melting  it ;  it  is  then  weighed  in  a  small  porcelain  capsula 
until  the  weight  remains  constantj  and  it  is  burnt  in  that  capsula. 

*  Instead  of  the  method  which  has  just  been  described  the 
following  may  be  resorted  to  for  the  analysis^  not  only  of  the 
sulphurets  under  present  consideration^  but  of  nearly  all  other 
sulphurets.  A  certain  portion  of  the  compound  is  to  be  reduced 
into  fine  powder^  and  mixed  with  three  times  its  weight  of  pul- 
verised nitrate  of  potash  or  of  soda^  to  which  about  as  much 
carbonate  of  soda  is  to  be  added.  The  fusion  is  best  effected  in  a 
porcelain  crucible^  upon  an  argand  spirit-lamp.  The  fused  mass 
is  treated  by  water.  ^  The  fiision  with  the  nitrate  of  alkali  converts 
the  whole  of  the  sulphur  into  sulphuric  acid.  The  water  added 
dissolves  the  sulphate  thus  produced  and  also  the  nitrate,  nitrite, 
and  carbonate  of  alkali,  and  leaves  the  metals  in  the  state  of 
oxydes.  They  are  then  washed  and  dissolved  in  muriatic  add, 
they  are  then  separated  and  their  quantity  is  determined  by 
means  of  the  methods  which  have  been  described  before.  The 
solution  is  saturated  with  muriatic  acid,  and  the  sulphuric  acid  is 
precipitated  therefrom  by  chloride  of  barium." 

*  It  is  better  to  employ  hot  than  cold  water  for  the  purpose,  or  rather  the  fused 
mass  should  be  boiled  with  water.  Before  doing  this,  however,  the  mass  should 
have  been  kept  in  a  state  of  fusion  for  some  time,  in  order  to  insure  complete  de- 
composition, and  the  mass  must  be  allowed  to  become  cold  before  treating  it  by 
water. — Ed. 

'  Dr.  Kemp  proposed  the  following  method  of  analysing  metallic  sulphurets,  but 
more  especially  sulphuret  of  copper  :  The  sulphuret  is  first  reduced  into  very  fine 
powder,  and  mixed  in  a  glazed  porcelain  crucible  by  means  of  a  spatula  or  smooth 
glass  rod,  with  about  three  times  its  weight  of  clilorate  of  potash,  and  placed  in  a  test 
tube  of  strong  Bohemian  glass.  The  portions  which  adhere  to  the  glass  rod  are  wiped 
away  with  some  chlorate  of  potash,  and  tlie  mortar  in  which  the  mixture  has  been 
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*  The  only  metallic  sulphurets  which  cannot  very  well  be 
treated  in  this  manner  are  those  which  contain  a  large  excess  of 
sulphnr^  and  which  lose  a  portion  of  it  by  heat  alone.  With 
such  sulphurets  the  reaction  which  takes  place  whilst  fusing  is 
too  violent,  so  that  a  loss  may  thus  take  place.  And,  moreover, 
when  the  compound  contains  some  gangue.  *  the  above  mentioned 
process  is  not  very  suitable. 

*  Some  other  combinations  of  sulphur  require  a  somewhat 
different  method  of  analysis. 


SEPARATION    OF    SULPHUR    FROM    LEAD. 

The  combination  of  sulphur  and  of  lead  is  first  pulverised,  and 
then  converted  into  sulphate  of  lead,  by  fuming  nitric  acid.  This 
salt  is  subsequently  treated  as  described  page  162.  When, 
however,  the  operator  wishes  to  know  accurately  the  quantity  of 
sulphur  contained  in  such  a  compound,  it  is  best  to  treat  it  by 
chlorine  gas,  in  the  manner  which  will  be  described  farther  on. 
This  method  is  more  especially  applicable  when  the  sulphuret  of 
lead  is  combined  with  other  metallic  sulphurets.  In  which  case 
the  usual  method  of  analysis  is  attended  with  some  diflSculty. 

*  In  effect,  when  such  a  compound  is  treated  by  aqua  regia, 
the  sulphur  which  separates  may  contain  not  only  some  sulphate, 
but  chloride  of  lead  also,  wherefore  nitric  acid  must  be  employed 
instead  of  aqua  regia.  When  the  sulphur  has  not  been  com- 
pletely oxydised  by  the  treatment  with  that  acid,  which  can  be 
the  case  only  if  fuming  nitric  acid  has  been  employed,  it  is  a 
proof  that  that  which  has  separated  contains  sulphate  of  lead. 
The  precipitate  should  then  be  collected  on  a  weighed  filter, 
unless  the  acid  liquor  can  be  decanted  &om  the  sediment  as 


performed  is  likewise  rinsed  with  some  chlorate  of  potash,  which  is  added  to  the 
mixture  in  the  tube,  which  is  then  to  be  exposed  to  good  red  heat  from  top,  to 
bottom ;  by  vdiich  means  the  mass  becomes  immediately  oxydised.  This  being 
done,  the  contents  of  the  tube,  when  cold,  are  washed  out  with  hot  water,  treated 
with  muriatic  acid,  filtered,  washed,  and  the  silica,  sulphuric  acid,  and  metallic  oxyde 
is  determined  as  usual. — Ed. 
*  QoMkgu^  (Btrflirt)  is  the  name  of  the  rock  to  which  a  metallic  ore  is  adhering.— Ed. 
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aboye  said.  The  sediment  being  washed  and  weighed  it  is 
ignited  in  order  to  bnm  the  sulphur,  the  weight  of  which  is 
determined  from  the  difference  in  the  weighings.  The  remain- 
ing sulphate  of  lead  is  weighed,  and  from  its  weight  all  the 
quantity  of  the  oxyde  of  lead  which  it  contains,  and  also  that  of 
the  sulphuric  acid,  or,  rather,  that  of  the  sulphur  and  of  the  lead, 
is  calculated. 

*  The  liquor  filtered  from  the  sulphate  of  lead  and  sulphur 
contains  no  sulphuric  acid,  or  only  very  slight  traces,  because 
the  sulphuric  acid  produced  by  the  oxydisation  of  the  sulphur 
has  formed  sulphate  of  lead,  a  very  small  proportion  of  which 
only  can  have  dissolved.  Wherefore,  a  very  small  quantity  only 
of  solution  of  nitrate  of  baryta,  or  of  chloride  of  biarium  must  be 
added ;  if  chloride  of  barium  is  used,  an  excess  of  it  must  be 
carefully  avoided,  because  it  might  precipitate  a  little  chloride  of 
lead,  which  is  very  sparingly  soluble.  From  the  very  small 
quantity  of  sulphate  of  baryta  produced,  that  of  the  sulphur 
which  it  contains  is  calculated.  Dilute  sulphuric  acid  must  not 
be  resorted  to  for  the  purpose  of  eliminating  the  excess  of  baryta 
employed,  for  this  acid  would,  of  course,  precipitate  sulphate  of 
lead.  The  best  is  to  employ  sulphuretted  hydrogen,  which  will 
precipitate,  in  the  state  of  sulphurets,  the  oxyde  of  lead  in  solu- 
tion and  the  other  metals  contained  in  the  liquor;  these  sulphurets 
are  subsequently  examined  by  the  methods  which  have  been 
described  before. 

*  In  most  cases  the  analysis  of  the  compounds  of  sulphur  may 
be  abbreviated  by  treatment  with  nitrate  and  carbonate  of  alkali, 
as  we  have  said. 

SEPARATION    OP    SULPHUR    PROM    BISMUTH. 

The  combination  of  sulphur  and  of  bismuth  must  be  decomposed 
by  pure  nitric  acid  alone,  and  not  by  aqua  regia.  The  liberated 
sulphur  must  be  washed  with  water  to  which  a  little  nitric  acid 
has  been  added,  until  all  the  oxyde  of  bismuth  has  been  removed. 
Carbonate  of  ammonia  is  then  poured  in  the  filtered  hquor  in 
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order  to  precipitate  the  oxyde  of  bismuth,  and  after  having 
filtered  the  solution,  and  carefully  acidified  it  by  muriatic  acid, 
the  sulphuric  acid  is  precipitated  therefrom  by  solution  of 
chloride  of  barium. 

SEPARATION    OF   SULPHUR    FROM    SILVER. 

The  combinations  of  sulphur  with  silver  must  also  be  decom- 
posed by  pure  nitric  acid,  the  sulphur  liberated  is  separated  from 
the  liquor,  and  the  oxyde  of  silver  is  precipitated  therefrom  by 
muriatic  acid.  The  liquor  is  again  filtered  to  separate  the  chloride 
of  silver  produced,  and  the  sulphuric  acid  contained  in  the  filtrate 
is  precipitated  by  chloride  of  barium.  We  should  observe,  that 
the  liberated  sulphur  must  be  very  well  washed  with  hot  water, 
because  the  sulphate  of  silver  produced  is  a  salt  which  is  very 
sparingly  soluble  in  water.  In  order  to  render  it  more  soluble, 
a  few  drops  of  nitric  acid  may  be  added  to  the  water  used  for 
washing. 

In  this  analysis,  it  is  necessary  to  guard  most  carefully  against 
the  nitric  acid  solution  of  the  sulphuret  of  silver,  or  of  the  substance 
which  contains  it,  absorbing  the  slightest  trace  of  muriatic  acid, 
from  any  fumes  which  may  be  disengaged  in  the  laboratory, 
because  the  liberated  sulphur  might  thus  be  contaminated  by 
chloride  of  silver. 


SEPARATION    OF    SULPHUR    FROM    MERCURY. 

The  combinations  of  sulphur  with  mercury  must  be  treated 
by  aqua  regia,  for  nitric  acid  alone  has  no  action  upon  them ; 
the  whole  of  the  sulphur  is  thus  often  oxydised.  The  sulphuric 
acid  is  first  precipitated  by  chloride  of  barium,  and  afterwards 
the  quantity  of  mercury  is  determined.  This  operation^ 
however,  presents  difficulties,  on  account  of  the  presence  of 
nitric  acid.  The  best  is  to  precipitate  the  mercury  by  a  cur- 
rent of  sulphuretted  hydrogen,  which  method  has  already  been 
spoken  of,  page  202. 
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SEPARATION    OF    SULPHUR    FROM    GOLD    AND    PLATINUM. 

Sulphur  is  eliminated  from  these  compounds  by  igniting 
them^  the  metals  remain  in  the  pure  state^  and  their  quantity  is 
determined';  that  of  the  sulphur  is  indicated  by  the  loss. 

SEPARATION    OF    SULPHUR   FROM    TIN. 

The  combinations  of  sulphur  with  tin  may  be  oxydised  by 
aquaregia;  yet  it  is  better  to  decompose  them  by  chlorine 
gas^  according  to  the  process  which  will  be  described  farther  on. 

SEPARATION    OF    SULPHUR   FROM    TITANIUM. 

The  combination  of  sulphur  with  titanium  is  strongly  ignited 
in  the  air^  in  order  to  convert  the  titanium  into  titanic  acid^ 
from,  the  weight  of  which,  the  composition  of  this  substance,  if 
quite  pure,  may  be  determined.  When,  however,  the  operator 
wishes  to  know  immediately  the  quantity  of  sulphur  which  the 
compound  contains,  it  is  better  to  oxydise  it  by  fuming  nitric 
acid  80  as  to  convert  the  whole  of  the  sulphur  into  sulphuric  acid, 
water  is  subsequently  added,  and  the  titanic  acid  is  precipitated 
by  ammonia,  which  is  to  be  separated  by  filtering ;  the  liquor  is 
then  acidified  by  muriatic  acid,  and  the  sulphuric  acid  is  preci- 
pitated by  chloride  of  barium.  The  compound  may  also  be 
decomposed  by  chlorine  gas,  according  to  the  method  which  will 
be  described  presently. 

SEPARATION    OF    SULPHUR    FROM    ANTIMONY    AND    ARSENIC. 

The  combinations  of  sulphur  with  antimony,  arsenic,  and 
other  metals,  may  be  analysed  by  the  methods  which  have  been 
described  before  in  the  chapters  treating  of  the  metals  in 
question. 
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SEPARATION    OF   SULPHUR    FROM   TELLURIUM. 

*  When  the  combination  has  been  decomposed  by  aqua  regia, 
the  sulphur  must  be  left  for  a  long  time  in  contact  with  this 
acid,  in  order  to  free  it  entirely  from  tellurium.  The  sulphuric 
acid  is  then  separated  in  the  usual  way,  the  tellurous  acid  is 
reduced  by  sulphite  of  alkali,  after  having  previously  filtered  the 
liquor  from  the  sulphate  of  baryta  produced,  and  separated  the 
excess  of  the  baryta  employed. 

SEPARATION    OF    SULPHUR    FROM    SELENIUM. 

*  This  separation  is  effected  in  the  same  manner  as  that  of 
sulphur  from  tellurium.  If  the  combination  has  been  converted 
into  selenic  and  sulphuric  acids  by  fusion  with  nitrate  of  alkali, 
these  acids  are  separated  by  means  of  a  method,  which  will  be 
described  farther  on. 

SEPARATION    OF    SULPHUR    FROM    THE    METALS  OF  THE    ALKALIES 

AND    EARTHS. 

The  combinations  of  sulphur  with  the  metals  of  the  alkalies, 
and  alkaline  earths,  are  difficult  to  analyse,  because  sulphuretted 
hydrogen  is  always  disengaged,  even  when  they  are  treated  by 
the  most  oxydising  acids.  Fuming  nitric  acid  cannot  always 
oxydise  them  without  loss,  for  even  this  acid  often  disengages 
traces  of  sulphuretted  hydrogen  from  the  compound.  The  best 
way  of  dissolving  such  combinations  without  loss,  consists  in 
weighing  the  sulphuret  of  alkali  in  a  small  glass,  and  in  treating 
them  by  fuming  nitric  acid  in  a  large  flask,  which  is  closed  as 
rapidly  as  possible  with  a  well  adjusted  glass-stopper,  as  was 
said,  page  377. 

When  such  combinations  are  contained  in  solutions,  they  may 
be  analysed  by  decomposing  them  by  an  acid ;  the  oxyde  of  the 
alkaline  metal  thus  produced  combines  with  the  acid  employed, 
and  its  quantity  may  then  be  determined  by  the  methods  wliich 
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have  been  described  before.  The  quantity  of  the  sulphur  is 
known  from  the  loss.  If  the  operator  wishes  to  determine  it  in 
a  direct  manner^  it  is  customary  to  determine  the  bulk  of  the 
sulphuretted  hydrogen  which  is  disengaged  pending  the  decom- 
position by  means  of  an  acid.  It  is  better,  however,  to  combine 
the  sulphur  with  a  metal,  and  to  determine  the  quantity  of  this 
substance  contained  in  the  metallic  sulphuret  produced. 

The  method  employed  to  effect  this,  in  some  particular  cases, 
is  the  following : — The  weighed  solution  of  the  metallic  sul- 
phuret, or  the  dry  compound  of  sulphur  and  of  alkaline  or 
earthy  metal,  is  put  in  a  bottle  a,  which,  like  all  the  other 
bottles  of  the  apparatus,  must  be  of  moderate  size.  The  bottle  a, 
is  closed  with  a  tight  cork,  perforated  with  two  holes  to  admit 
the  stem  of  a  funnel  b,  which  reaches  nearly  to  the  bottom  of 
the  bottle,  and  a  disengagement  tube,  which  is  connected  with 
another  tube  i,  by  a  small  tube  of  Indian  rubber;  this  tube  i, 
passes  through  the  cork  of  another  bottle  dy  and  plunges  about 


an  inch  into  the  liquid  which  it  contains.  This  cork  is  also 
perforated  with  a  second  hole  which  admits  another  tube  r.  The 
two-thirds  of  bottle  d,  are  filled  with  a  metallic  solution,  and  the 
tube  r,  opens  about  half  an  inch  above  the  surface  of  the  liquid, 
and  is  bent  at  right  angle,  as  represented  in  the  figure.  Four 
other  bottles  rf,  e,  f,  g,  are  connected  in  the  same  manner ;  all 
the  corks  fit  the  bottles  quite  tight,  except  the  last,  which  is 
loose.  For  the  metallic  solution  to  be  put  in  the  bottles,  a 
solution  of  acetate  of  lead  may  be  chosen.  From  the  weight  of 
the   sulphuret  of  lead  obtained,  and  which  is  weighed  after 
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having  dried  it,  the  quantity  of  the  sulphuretted  hydrogen 
which  has  been  decomposed  is  calculated.  Yet  it  is  better  to 
fill  the  bottles  with  a  solution  of  chloride  of  copper.  *  Where- 
fore the  three  first  bottles  dy  e,  f,  are  to  be  filled,  as  was  said, 
with  a  neutral  solution  of  this  salt,  but  the  solution  of  the 
same  salt  in  the  fourth  bottle  ff,  is  rendered  alkaline  by  ammonia, 
because  such  a  solution  absorbs  sulphuretted  hydrogen  much 
better  and  much  more  rapidly  than  a  simple  solution  of  chloride 
of  copper. 

If  instead  of  a  solution  of  the  metallic  sulphuret,  the  operator 
have  employed  such  a  sulphuret  in  the  solid  form,  the  bottle  a, 
must  be  filled  with  boiled  distilled  water,  and  the  stem  of  the 
funnel  b,  must  plunge  much  below  the  surface ;  the  operator 
then  pours  very  cautiously  through  the  funnel  the  acid  by 
which  he  intends  to  decompose  the  sulphuret,  taking  care  to 
pour  only  small  portions  of  it  at  a  time.  Dilute  nitric  or 
muriatic  acids  are  ordinarily  preferred  for  the  purpose.  This 
produces  a  disengagement  of  sulphuretted  hydrogen,  which  is 
absorbed  by  the  solutions  contained  in  the  bottles,  the  result 
being  a  production  of  sulphuret  of  copper  which  precipitates. 
The  operator  must  manage  th6  experiment  so  that  the  disen- 
gagement goes  on  very  slowly,  because  if  the  current  were  too 
rapid,  a  small  portion  might  perchaiice  escape  absorption.  This 
slow  disengagement  may  be  managed  by  adding  the  acid  with 
care.  It  is  necessary  that  the  glass  tubes  should  not  plunge  too 
deeply  in  the  metallic  solution. 

When  the  disengagement  of  the  sulphuretted  hydrogen  has 
completely  ceased,  the  empty  space  of  bottle  a,  is  still  filled  with  it, 
and  the  acid  solution  retains  also  a  small  portion  of  this  gas.  In 
order  that  as  little  sulphuretted  hydrogen  as  possible  should  re- 
main dissolved  in  the  liquor,  a  small  quantity  of  water  only  should 
be  added  to  the  metallic  sulphuret  before  decomposing  it.     But 


X 


*  A  eolation  of  acetate  of  lead  is  not  so  good,  because  the  sulphuretted  hydrogen 
gas  disengaged  is  mixed  with  some  muriatic  acid,  owing  to  which  the  precipitated 
sulphuret  of  lead  is  contaminated  by  chloride  of  lead,  which  cannot  be  eliminated 
by  washing  without  great  trouble. — En. 
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that  the  sulphuretted  hydrogen  gas  may  be  completely  expelled 
from  bottle  a,  it  is  absolutely  requisite^  after  the  disengage- 
ment has  completely  ceased^  and  the  solution  in  the  bottle  has 
become  very  acid^  to  heat  it  with  care  and  for  a  long  time,  and 
when  it  has  cooled  completely,  to  pour  gradually  into  it  a 
concentrated  solution  of  carbonate  of  ammonia;  a  disengage- 
ment of  carbonic  acid  is  thereby  produced,  which  drives  all  the 
sulphuretted  hydrogen  into  the  other  flasks,  where  it  is  absorbed. 

The  absorption  being  at  an  end,  the  apparatus  is  then  taken 
asunder,  and  the  sulphuret  of  copper  produced  is  collected  on  a 
filter  as  rapidly  as  possible.  It  is  not  necessary  to  wash  it,  but 
it  must  be  oxydised,  and  the  sulphuric  acid  formed  is  afterwards 
precipitated  by  a  barytic  salt.  From  the  sulphate  of  baryta 
thus  obtained,  the  quantity  of  the  sulphur  in  the  compound 
under  examination  is  determined.  In  order  to  oxydise  com- 
pletely all  the  sulphur  and  sulphuret  of  copper,  it  is  best  to 
employ  fuming  nitric  acid.  K,  however,  the  operator  wishes  to 
avoid  using  this  acid,  and  to  employ  ordinary  nitric  acid  or  aqua 
regia,  the  sulphuret  of  copper  must  be  oxydised  without  the 
filter,  in  order  to  be  able  to  determine  the  sulphur  which 
separates,  but  this  is  by  no  means  easily  done. 

Sulphate  of  copper,  which  is  cheaper,  must  not  be  substituted 
for  that  of  solution  of  chloride  of  copper.  Should  it  be  used, 
however,  the  sulphuret  of  copper  obtained  should  be  well  washed, 
but  during  the  washing  a  portion  is  liable  to  become  oxydised, 
which  happens  especially  when  the  solution  has  previously  been 
rendered  ammoniacal. 

When  a  solution  of  acetate  of  lead  has  been  employed,  it  must 
not  be  rendered  ammoniacal  if  the  operator  intends  to  weigh 
the  sulphuret  of  lead  formed,  in  order  to  determine,  from  its 
wdght,  the  quantity  of  sulphur  contained  in  the  substance. 

This  method  of  determining  sulphur  in  a  substance  by 
converting  it  into  sulphuretted  hydrogen  is  especially  to  be 
recommended  when,  besides  sulphuretted  hydrogen,  other  gases, 
such  as  carbonic  acid  or  hydrogen,  are  disengaging  during  the 
treatment,  which  gases  are  not  capable  of  being  absorbed  by 
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the  metallic  solution^  at  least  that  contained  in  the  three  first 
bottles  d,  c,  and/. 


When  the  operator  is  certain  that  nothing  but  sulphuretted 
hydrogen  is  disengaged  during  the  decomposition^  a  less  compli- 
cated apparatus  may  be  employed.  The  bottle  a,  in  which  the 
disengagement  is  efiected  is  the  same  as  in  the  preceding  ap- 
paratus. The  cork  which  closes  it  admits  likewise  a  funnel  b,  with 
a  very  long  neck  descending  nearly  to  the  bottom ;  it  is  also 
provided  with  a  disengagement  tube  connected  with  another 
glass  tube  d,  by  one  of  caoutchouc.  This  glass  tube  d,  is  bent  at 
right  angle  as  before,  and  goes  through  a  cork  which  closes  her- 
meticaUy  a  flask  e,  half  filled  with  a  metallic  solution ;  the  tube 
d,  does  not  plunge  in  the  liquid,  and  terminates  at  about  an  inch 


from  the  surface.  The  cork  admits  besides  a  second  straight 
tube  e,  which  descends  nearly  to  the  bottom  of  the  bottle.  The 
other  end  of  the  tube  above  the  cork  passes  through  a  flask  h, 
from  which  the  bottom  has  been  removed.  A  large  medicine 
phial  [or  Florence  flask]  from  which  the  bottom  has  been  cut 
ofl"  answers  the  purpose  very  well.  This  flask  is  connected  with 
the  tube  e,  by  means  of  a  cork  through  which  the  latter  passes, 
and  protrudes  a  little  way  up.  All  the  joints  must  be  perfectly 
tight. 

This  apparatus  being  erected,  dilute  sulphuric  or  muriatic 
acid  is  cautiously  poured  through  the  funnel  into  the  bottle ; 
this  produces  a  disengagement  of  sulphuretted  hydrogen  which 
passes  into  the  flask  e,  and  causes  the  metallic  solution  to  ascend 
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into  the  flask  h.  The  pressure  produced  promotes  the  easy 
absorption  of  the  sulphuretted  hydrogen  in  the  bottle  e.  As 
soon  as  no  more  gas  is  disengaged^  the  acid  liquor  of  bottle  a,  is 
gradually  heated^  and  after  coolings  a  little  solution  of  carbonate 
of  ammonia  is  carefully  poured  in  through  the  funnel^  in  order 
to  produce  a  disengagement  of  carbonic  acid^  which  completely 
expels  the  sulphuretted  hydrogen  from  the  flask. 

The  metallic  solution^  which  is  used  in  preference  to  put  in 
the  bottle  e,  is  that  of  chloride  of  copper  with  an  excess  of 
ammonia^  which  absorbs  also  the  carbonic  acid  which  is  subse- 
quently disengaged.  When  the  whole  of  the  sulphuretted 
hydrogen  has  been  absorbed^  and  the  liquor  has  descended  from 
the  flask  h  into  the  bottle  e,  the  apparatus  is  disconnected  with 
care^  and  the  metallic  sulphuret  produced  is  collected  and 
treated  as  above  said. 

In  these  operations^  in  which  a  metallic  sulphuret  has  been 
decomposed^  the  quantity  of  oxyde  which  has  been  dissolved 
by  the  acid  poured  in  bottle  a  must  also  be  determined. 
Pure  sulphur  may  also  have  separated  in  this  bottle  during 
the  decomposition,  which  is  always  the  case  when  the  degree 
of  sulphuration  of  the  metallic  sulphuret  analysed  is  higher 
than  the  degree  of  oxydisation  of  the  metal.  In  that  case 
the  operator  must  take  care  that  the  liquor  contained  in 
bottle  a,  remains  acid  even  after  the  addition  of  carbonate  of 
ammonia.  The  liberated  sulphur  is  collected  on  a  weighed 
filter,  dried,  and  weighed,  after  which  the  quantity  of  the  oxyde 
is  determined.  This  is  ordinarily  done  in  the  following  manner : 
— ^the  solution  is  evaporated  to  dryness,  and  the  dry  residuum 
is  ignited.  After  having  expelled  the  ammoniacal  salt,  the 
remainder  is  the  oxyde  combined  with  the  acid  employed,  or, 
when  muriatic  acid  has  been  employed,  the  residuum  consists  of 
the  metal  of  that  oxyde  combined  with  chlorine. 

If,  however,  the  operator  can  dispose  of  a  tolerably  large 
quantity  of  the  sulphuret  to  be  analysed,  it  is  advisable  to  weigh 
another  portion  of  it,  and  to  decompose  it  by  an  acid  solely  for 
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the  purpose  of  determining  the  quantity  of  oxyde  produced. 
When  this  is  done  it  is  not  necessary^  as  in  the  preceding 
analysis^  instituted  for  the  determination  of  the  sulphuretted 
hydrogen,  to  employ  carbonate  of  ammonia  for  the  purpose  of 
disengaging  carbonic  acid :  carbonate  of  potash  may  be  used 
for  the  same  purpose. 

When  the  metallic  sulphuret  to  be  analysed  is  diflBlcult  to 
weigh,  a  portion  of  it  is  to  be  decomposed  without  weighing ;  the 
relative  proportion  of  oxyde  and  of  sulphur  produced  indicate 
the  composition  of  the  substance. 

*  The  most  ordinary  and  easy  method  of  determining  the  quan- 
tity of  sulphur  in  a  soluble  sulphuret  of  alkali  is  the  following : 
— The  solution  is  introduced  into  a  glass  stoppered  flask  with  an 
excess  of  solution  of  chloride  of  copper  or  of  solution  of  lead. 
When  the  sulphuret  of  copper  or  of  lead  has  completely  deposited, 
it  is  collected  on  a  filter,  and  from  its  quantity  that  of  the  sulphur 
is  determined  in  the  manner  which  has  been  described  before. 
After  having  passed  a  current  of  sulphuretted  hydrogen  in  the 
liquor  filtered  from  the  metallic  sulphuret  in  order  to  decompose 
the  excess  of  chloride  of  copper  or  of  solution  of  lead  which  it 
contains,  the  operator  may,  by  filtering  the  liquor  again,  deter- 
mine the  metal  of  the  alkali  which  it  contains,  in  the  state  either 
of  chloride  or  of  oxyde. 

SEPARATION    OF    SULPHUR    FROM  SEVERAL  METALS  IN  COMPOUND 

SULPHURETS, 

The  combinations  of  sulphur  with  most  metals  may  also  be 
analysed  in  the  following  manner : — ^A  given  weight  of  the  sub- 
stance is  treated  in  an  apparatus  similar  to  that  represented 
page  112.  After  passing  a  current  of  chlorine  gas  over  it, 
chloride  of  sulphur  distils  over,  whilst  most  of  the  metals  remain 
combined  with  the  chlorine.  The  chloride  of  sulphur  formed  is 
received,  as  we  have  said  in  speaking  of  the  treatment  of  the 
volatile  chlorides,  into  a  bottle,  one  fourth  of  the  capacity  of 
which  is  filled  with  water. 
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In  this  experiment  the  operator  must  take  care  that  the 
current  of  chlorine  gas  is  not  too  rapid.  The  chloride  of 
sulphur,  being  decomposed  by  the  water  in  which  it  is  received, 
resolves  itself  into  sulphur  and  sulphurous  acid,  which  is  com« 
pletely  converted  into  sulphuric  acid  when  the  empty  part 
of  the  flask  is  filled  with  moist  chlorine  gas ; '  wherefore,  the 
combination  under  examination  must  not  be  heated  before  the 
whole  apparatus,  including  the  empty  part  of  the  flask  which 
serves  as  a  receiver,  is  full  of  chlorine,  which  is  very  readily- 
known  by  the  peculiar  colour  of  the  gas ;  and  the  heat  applied 
must  not  be  more  elevated  than  that  which  can  be  produced 
with  the  smallest  flame  of  an  argand  spirit-lamp.  The  heat 
must  especially  be  very  gentle  when  the  compound  under 
examination  contains  lead,  for  the  chloride  of  lead  might  be  vola- 
tilised by  a  strong  heat  with  the  other  volatile  chlorides.  The 
sulphur,  liberated  by  the  decomposition  of  the  chloride  of  sulphur^ 
separates  under  the  form  of  drops  which  remain  liquid  for  a 
long  time. 

Besides  chloride  of  sulphur,  the  volatile  metallic  chlorides 
distil  over,  the  non- volatile  metallic  chlorides  remain  in  the  bulb. 
By  means  of  the  flame  of  a  small  spirit-lamp  the  volatile  metallic 
chlorides  and  the  chloride  of  sulphur  are  constantly  driven 
towards  the  flask,  where  they  are  dissolved  and  decomposed  by 
the  water  contained  therein.  The  operation  is  at  an  end  when 
volatile  chlorides  cease  to  come  from  the  glass  bulb  a,  from  which 
the  heat  is  gradually  removed,  and  when  quite  cold  the  appa- 
ratus is  disconnected.  It  is  necessary  to  take  care  before 
disconnecting  the  apparatus  to  expel  the  volatile  metallic  chlo- 
rides, in  such  a  way  that  the  glass  tube  be  free  from  them  as 
far  as  h,  (page  212).     This  tube  is  then  cut  off  at  A,  by  means  of 


'  It  is  generally  admitted  that  the  chlorides  of]  sulphur  in  coming  in  contact  with 
water,  are  decomposed,  formidg  muriatic  acid,  and  hyposulphurous  acid,  the  latter 
undei^oing  a  further  decomposition  into  sulphurous  acid,  and  sulphuric  acid, 
sulphur  being  at  the  same  time  deposited.  But  it  appears  from  the  recent  experi- 
ments of  MM.  Fordos  and  G^s,  that  hyposulphurous  acid  is  never  met  with 
amongst  the  products  of  the  decomposition  of  chloride  of  sulphur  by  water,  and  that 
the  sulphur,  sulphuric  and  sulphurous  acids  are  secondary  products  resulting  from 
an  alteration  of  the  thionic  acids,  which  are  at  first  formed.—ED. 
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a  fine  file^  and  the  lower  part  so  cut  is  allowed  to  fall  into  the 
fiask  k,  which  is  then  to  be  immediately  closed  with  a  weU- 
ground  glass  stopper^  for  the  metallic  chlorides  contained  in  this 
lower  portion  of  the  tube  are  suddenly  decomposed  by  the  water 
of  the  flask  k,  owing  to  which,  when  a  large  quantity  of  chloride  of 
sulphur  is  at  once  decomposed^  such  a  disengagement  of  heat  is 
produced,  that  a  certain  portion  of  these  substances  might  escape 
in  vapour  before  the  water  could  have  time  to  act  upon  them.  If 
a  small  quantity  of  volatile  metallic  chlorides  still  remain  in  that 
part  of  the  glass  tube  which  is  not  cut  ofi*,  that  part  is  likewise 
to  be  separated  and  washed  with  water,  which  is  afterwards  added 
to  that  of  the  flask  k.  This  being  done,  the  weight  of  the  non- 
volatile metallic  chlorides  may  be  determined,  by  weighing  the 
glass  bulb  with  its  contents,  and  weighing  it  again  after  having 
emptied  and  dried  it.  As  this  bulb  had  been  weighed  with  the 
glass  tube  soldered  on  each  side  before  the  substance  to  be 
analysed  had  been  introduced  into  it,  it  is  sufficient,  after  having 
cleared  and  dried  the  parts  of  the  tube  which  were  cut,  to 
weigh  them  with  the  glass  bulb  and  its  contents,  by  which 
means  the  weight  of  the  non-volatile  metallic  chlorides  is  deter- 
mined. If  the  compound  contained  copper  it  is  useless  to  weigh 
the  non-volatile  metallic  chlorides,  because  they  consist  of  a 
mixture  of  subchloride  and  protochloride  of  mercury. 

*  The  analysis  of  the  non  volatile  metallic  chlorides  is  per- 
formed by  the  methods  which  have  been  fully  described  before. 
They  are  first  treated  by  muriatic  acid  and  water  in  contact 
with  the  air.  If  the  compound  contains  copper,  the  subchloride 
of  copper  produced  dissolves  completely  after  some  time,  because 
under  the  influence  of  the  muriatic  acid  and  of  the  oxygen  of 
the  air,  it  is  converted  into  protochloride  of  copper.  If  it  con- 
tains silver  at  the  same  time,  this  metal  remains  undissolved  in 
the  state  of  chloride  of  silver :  and  if,  bei^ides  silver,  it  contains 
lead  also,  water  is  sufficient  to  separate  completely  the  chloride 
of  lead  from  the  chloride  of  silver.  The  chloride  of  lead  dis- 
solved is  afterwards  separated  frt)m  the  protochloride  of  copper 
by  sulphuric  acid,  as  we  said,  page  184.      If  the  non-volatile 
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metallic  chlorides  contained  chloride  of  iron  and  chloride  of 
zinc^  they  can  be  separated  by  sulphuretted  hydrogen  from  the 
lead  and  copper  in  the  solution^  but  of  coxirse  the  chloride  of 
silver  must  previously  be  removed. 

The  liquid  in  the  receiver  holds  the  volatile  metallic  chlorides 
in  solution^  when  soluble  therein ;  this  liquid  contains  also  sul^ 
phuric  acid  and  sulphur^  the  quantity  of  which  must  first  be 
determined.  When^  after  the  complete  decomposition  of  the 
substance  under  examination^  the  operator  continues  to  pass 
chlorine  gas  in  the  liquid  of  the  receiver^  he  may  sometimes 
succeed  in  dissolving  completely  the  sulphur  which  at  first  preci* 
pitated^  and  in  converting  it  into  sulphuric  acid ;  but  several  days 
are  often  required  to  produce  this  efiect ;  the  operator,  however, 
needs  not  entertain  any  fear  about  the  success  of  the  experiment 
during  that  time,  provided  the  disengagement  of  the  gas  is,  as 
usual,  very  slow. 

When  the  decomposition  is  finished,  the  receiver  is  exposed  to 
an  extremely  gentle  heat,  until  all  the  free  chlorine  is  expelled. 
If  the  liquid  contains  sulphur  in  a  free  state,  the  operator  waits 
a  little  before  collecting  it  on  a  filter,  not  only  because  it  remains 
liquid  for  a  long  time,  but  because,  after  having  warmed  the 
liquor,  it  remains  viscid  for  some  time.  When  it  has  become 
quite  hard  it  is  collected  on  a  weighed  filter,  dried  and  weighed.* 
A  solution  of  chloride  of  barium  or  some  other  barytic  salt  is 
poured  in  the  filtered  liquor  in  order  to  precipitate  the  sulphuric 
acid  produced,  and  from  the  quantity  of  sulphate  of  baryta  thus 
formed,  that  of  the  sulphur  which  it  contains  is  calculated.  The 
quantity  of  the  oxydes,  the  metals  of  which  have  distilled  over 
in  the  state  of  chlorides  along  with  the  chloride  of  sulphur, 
are  determined  in  the  liquid  filtered  from  the  sulphate  of 
baryta. . 

'  The  sulphur  remains  thus  liquid  or  viscid  for  several  hours,  and  the  liquor 
containing  it  must  be  left  at  rest  until  it  (the  sulphur)  has  completely  solidified. 
Of  course,  it  must  be  washed  as  well  as  dried  before  weighing  it,  and  the  water  used 
for  wariiing  is  added  to  the  filtered  liquor,  in  which  the  sulphuric  acid  has  to  be 
determined  hy  chloride  of  barium. — Ed. 
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When  the  combination  submitted  to  analysis  contains  sul- 
phuret  of  antimony,  and,  if  the  operator  wishes  to  decompose  it 
by  chlorine  gas,  the  liquid  put  in  the  bottle  which  serves  as 
a  receiver,  must  consist  of  a  weak^  solution  of  tartaric  acid,  to 
which  muriatic  acid  has  been  added.  After  the  decomposition, 
the  operator  begins  also  by  separating  the  liberated  sulphur ; 
after  which,  the  sulphuric  acid  is  separated  by  means  of  a  salt 
of  baryta,  and  the  antimony  is  subsequently  precipitated  by 
means  of  a  current  of  sulphuretted  hydrogen.  Yet  it  is  neces- 
sary, before  precipitating  the  antimony,  to  remove  the  excess  of 
the  salt  of  baryta  employed  by  means  of  sulphuric  acid,  a  great 
excess  of  which,  however,  must  be  avoided.  I  should  observe 
again,  that  the  sulphate  of  baryta,  the  quantity  of  which  is  to  be 
determined,  must  be  collected  on  a  filter  as  soon  as  it  has  com- 
pletely deposited,  because,  if  the  liquor  is  left  several  days 
without  filtering,  crystals  of  acid  tartrate  of  baryta,  are  formed 
therein,  notwithstanding  the  presence  of  muriatic  acid,  which  it 
is  difBcult  to  remove  from  the  sulphate  of  baryta  by  washing. 

*  In  rigorously  accurate  analysis,  it  is  advisable  to  treat  the 
ignited  sulphate  of  baryta  by  muriatic  acid,  as  we  have  said, 
page  289. 

If,  besides  sulphuret  of  antimony,  the  substance  submitted  to 
analysis  contains  also  sulphuret  of  arsenic,  it  is  likewise  necessary 
to  put  a  solution  of  tartaric  acid  in  the  bottle  which  serves  as  a 
receiver.  This  precaution,  however,  is  not  necessary,  when  sul- 
phuret of  arsenic  alone  is  present.  In  the  first  case,  both  the 
arsenic  and  antimony  are  precipitated  together  in  the  state  of 
metallic  sulphuret,  by  means  of  sulphuretted  hydrogen,  and 
the  sulphuret  of  arsenic  is  separated  from  that  of  antimony,  in 
the  manner  described,  page  848. 

When  the  metallic  sulphurets,  which  the  operator  wishes  to 
decompose  by  chlorine  gas,  contain  sulphuret  of  iron,  a  certain 
quantity  of  perchloride  of  iron  is  volatilised,  it  is  true,  but  the 
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whole  of  the  iron  cannot  be  thus  expelled  with  the  other 
volatile  metallic  chlorides,  and  with  the  chloride  of  sulphur, 
because  too  high  a  temperature  must  not  be  employed  to 
decompose  the  metallic  sulphurets.  On  the  other  hand,  it  is 
impossible  to  manage  the  experiment,  in  such  a  manner  that  all 
the  perchloride  of  iron  shall  remain  with  the  non-yolatile  metal- 
lic chlorides ;  wherefore,  in  such  a  case,  chlorine  gas  is  passed 
over  the  heated  substance,  until  no  other  volatile  metallic 
chlorides,  except  perchloride  of  iron,  are  volatilised ;  the  latter  is 
easily  recognised  by  the  yellowish-brown  colour  of  its  gas,  and 
the  crystalline  spangles  which  it  produces  when  it  is  shifted 
along  the  tube  where  it  is  deposited,  by  means  of  a  small  spirit* 
lamp;  this  distinguishes  it  very  well  from  the  other  more  volatile 
chlorides.  As  soon  as  no  more  perchloride  of  iron  volatilises;, 
the  heat  is  removed,  and  the  apparatus  is  allowed  to  cool.  The 
greater  part  of  the  perchloride  of  iron  is  found  in  the  glass-bulb 
with  the  non- volatile  metallic  chlorides,  from  which  it  may  be 
separated  in  the  manner  indicated  before  ;  the  much  less 
considerable  portion  of  this  perchloride  of  iron  which  has 
distilled  over  with  the  volatile  metallic  chlorides,  is  separated 
afterwards. 

If  the  substance  submitted  to  analysis  contained  antimony, 
and  the  operator  has,  on  this  account,  been  obliged  to  dissolve 
tartaric  acid  in  the  liquid  of  the  bottle  which  serves  as  a 
receiver,  the  antimony  is  first  precipitated  by  sulphuretted 
hydrogen,  and  the  sulphuret  of  antimony  is  collected  on  a  filter; 
the  filtered  liquor  is  supersaturated  with  ammonia ;  and  hydro- 
sulphuret  of  ammonia  is  then  added  thereto  in  order  to  preci- 
pitate the  iron,  for,  in  such  a  case,  this  latter  substance  cannot 
be  determined  in  any  other  way,  on  account  of  the  presence  of 
tartaric  acid.  The  sulphuret  of  iron  thus  obtained  is  converted 
into  peroxyde  of  iron  by  the  method  which  has  been  described, 
page  86. 

When  the  sulphuret  which  is  decomposed  by  chlorine  gas 
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contains  snlphuret  of  zinc^  and  provided  too  strong  a  heat  has  not 
been  employed  daring  the  decomposition^  the  chloride  of  zinc  pro- 
duced remains  altogether  with  the  non-volatile  metallic  chlorides. 
But  if  too  strong  a  heat  has  been  employed,  the  volatile  chlorides 
are  accompanied  by  a  very  small  quantity  of  chloride  of  zinc, 
which  may  be  separated  by  the  methods  described  before.  If  the 
substance  under  examination  contains  antimony,  the  zinc  is 
precipitated  in  the  state  of  snlphuret,  along  with  the  sulphuret 
of  iron;  the  two  metallic  sulphurets  are  then  oxydiscd,  and  the 
oxydes  may  then  be  separated  from  each  other. 

The  use  of  chlorine  gas  for  the  decomposition  of  metallic 
sulphurets,  is  a  method  much  to  be  recommended,  especially  when 
the  substance  to  be  analysed  contains  a  great  number  of  metallic 
sulphurets.  It  is  the  only  one  which  can  be  employed  for  the 
analysis  of  compounds  which  contain  simultaneously  sulphuret 
of  antimony  and  sulphurets  the  metals  of  which  form  with  chlo- 
rine combinations  which  are  insoluble  or  sparingly  soluble  in  water 
and  in  acids,  as,  for  example,  sulphuret  of  silver  and  sulphuret  of 
lead,  which  are  frequently  found  in  nature  combined  with  sulphu- 
ret  of  antimony.  The  metals  of  these  sulphurets  may,  it  is  true, 
be  separated  from  each  other  by  means  of  hydrosulphuret  of  am- 
monia, but  it  may  be  readily  seen,  that  it  would  be  impossible 
afterwards  to  determine  the  quantity  of  the  sulphur.  When  the 
operator  wishes  to  oxydise  these  metals  by  aqua  regia,  the 
insoluble  chloride  of  silver  and  sparingly  soluble  chloride  of 
lead  are  mingled  with  the  liberated  sulphur;  if  treated  by 
nitric  acid,  oxyde  of  antimomy  or  antimonious  acid  is  obtained, 
mingled  with  sulphur.  The  sulphur  might  be  completely 
oxydised  by  fuming  nitric  acid,  but  as  nitric  acid  does  not 
entirely  separate  oxyde  of  antimony,  a  small  portion  of  which 
always  remains  in  solution,  the  method  which  consists  in 
decomposing  these  metallic  sulphurets  by  chlorine  gas  is  pre- 
ferable to  all  others. 

All  metallic  sulphurets  are  decomposed  by  chlorine  gas,  but 
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they  are  not  all  decomposed  with  the  same  facility.  The  com- 
binations of  sulphuret  of  antimony  and  of  sulphuret  of  arsenic 
with  the  basic  metallic  sulphurets^  which  form  part  of  the  com- 
pounds to  which  Berzelius  has  given  the  name  of  sulphur-salts^ 
are  those  which  are  most  easily  and  completely  and  rapidly 
decomposed.  Chlorine  gas  is  especially  applicable  to  the  decom- 
positions of  these  substances^  especially  when  the  sulphuret  of 
antimony  or  that  of  arsenic  is  combined  with  metallic  sulphurets 
the  metals  of  which  are  capable  of  being  precipitated  firom  acid 
solutions^  which  is  almost  always  the  case. 

If,  however,  the  sulphuret  of  antimony  or  that  of  arsenic  is 
combined  with  sulphurets  of  iron  or  of  other  metals  which  cannot 
be  precipitated  from  acid  solutions  by  sulphuretted  hydrogen,  it 
is  better  to  oxydise  by  aqua  regia  than  by  chlorine  gas.  The 
metallic  sulphurets  are  then  dissolved  in  aqua  regia,  and,  if 
sulphuret  of  antimony  is  present,  tartaric  acid  is  added  to  the 
liquor,  which  must  besides  be  suitably  diluted  with  water.  The 
liberated  sulphur  is  then  separated  by  filtering,  and  the  sul- 
phuric acid  which  has  formed  is  precipitated  by  a  barytic  salt. 
Sulphuric  acid  is  then  added  to  the  filtered  liquor,  in  order  to 
eliminate  the  excess  of  the  barytic  salt  employed,  and,  by  means 
of  sulphuretted  hydrogen,  the  antimony  and  arsenic  are  subse- 
quently precipitated.  The  liquor  filtered  from  the  sulphuret  of 
antimony  and  of  arsenic  is  then  supersaturated  with  ammonia, 
and  the  iron  or  the  other  metals  which  cannot  be  precipitated  from 
acid  solutions  by  sulphuretted  hydrogen  are  then  precipitated  by 
means  of  hydrosulphuret  of  ammonia.  The  presence  of  tartaric 
acid  does  not  permit  the  use  of  any  other  reagent  to  effect  this. 
The  only  circumstance  in  which  chlorine  gas  is  to  be  preferred  to 
aqua  regia  for  such  a  compound,  is  when  it  contains  nickel, 
because  this  metal  is  precipitated  with  diflBlculty  from  neutral  or 
ammoniacal  solutions  by  hydrosulphuret  of  ammonia. 

The  length  of  time  required  for  the  decomposition  of  metallic 
sulphurets  by  chlorine  varies.  The  combinations  of  sulphuret  of 
antimony  and  of  arsenic  with  basic  metallic  sulphurets^  siich  as 
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grey  copper,*  sulphuret  of  silver  and  antimony,  bonmonite,'  all 
are  completely  decomposed,  if  operating  upon  a  few  grammes^ 
in  the  course  of  one  hour  after  the  apparatus  has  been  filled 
with  chlorine,  and  heat  has  been  applied.  In  effect,  chlorine 
gas  decomposes  them  for  the  most  part,  even  in  the  cold,  when 
passed  over  them  for  a  long  time,  so  that  the  subsequent  appli- 
cation of  heat  is  then  of  no  other  use  than  to  separate  the  vola< 
tile  metallic  chlorides  produced  from  those  which  are  not  volatile ; 
the  latter  will  be  found  to  contain  no  portion  of  the  substance. 
Simple  metallic  sulphurets  are  not  so  easily  decomposed,  and 
the  combinations  of  metallic  sulphurets  with  arseniurets  and 
antimoniurets,  such  as  bright  white  cobalt  [sulpho-arsenide  of 
cobalt]  and  nickel  glanz  [sulpho-antimonial  nickel],  arc  less 
rapidly  decomposed.  When  the  experiment  is  carried  on  a  few 
grammes  of  these  substances,  they  may  be  heated  for  twelve 
hours  or  more,  passing  a  current  of  chlorine  gas  over  them,  and 
yet  not  suffer  complete  decomposition. 

*  After  having  passed  gaseous  chlorine  for  a  long  time  in  the 
cold  over  a  sulphuret,  it  is  necessary  to  use  great  caution  in 
beginning  to  heat  the  bulb  of  the  apparatus,  in  order  that  the 
liquor  of  the  bottle  should  not  ascend  into  the  bulb,  which  would 
break  it.  It  often  happens,  after  having  begun  to  heat  it,  that 
the  as  yet  undecomposed  portion  of  the  compound  absorbs 
enough  gaseous  chlorine  to  create  absorption  of  the  liquor  in 
the  bottle.  If,  in  order  to  prevent  this  absorption,  too  large 
a  proportion  be  at  once  poured  in  the   flask,  the  current  of 

^  This  variety  of  grey  copper  containing  antimony  and  arsenic,  dissolves  in  nitric 
acid,  but  a  precipitate  of  antimony  is  produced,  and  emits  an  odour  of  arsenic 
when  heated  before  the  blow-pipe. — Ed. 

^  Boumonite  is  a  combination  of  sulphuret  of  lead,  sulphuret  of  copper,  and 
sulphuret  of  antimony.  A  sample  analysed  by  H.  Rose,  was  found  to  have  the 
following  composition  : — 

Lead 40*84 

Sulphur 20-31 

Antimony 26-20 

Copper 12-65 

100  00— Ed. 
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beiiig  converted  into  a  reguline  metal,  by  being  heated  in  an 
atmosphere  of  hydrogen  gas ;  but  of  all  the  metallic  snlphurets 
which  combine  with  metallic  oxydes,  that  of  antimony  is  the 
only  one  which  behaves  in  this  manner.  The  combinations  of 
sulphuret  of  antimony  with  oxyde  of  antimony  may  be  decom* 
posed  by  hydrogen  gas  in  the  following  apparatus,  which  is  the 
same  as  that  described,  (page  103). 


^\^ 


The  sulphuretted  hydrogen  gas  produced  during  the  experi- 
ment is  disengaged,  whilst  the  water  formed  at  the  expense  of 
the  oxygen  of  the  oxyde  is  partly  condensed  in  the  glass  bulb  ^, 
and  partly  absorbed  by  the  chloride  of  calciimi  in  the  tube  h. 
The  quantity  of  the  metal  reduced,  and  that  of  the  water 
produced,  are  determined,  from  which  that  of  the  oxyde  is 
easily  calculated,  and  from  the  latter,  that  of  the  metallic 
sulphuret.  If  the  compound  contains  only  a  small  quantity  of 
oxyde,  or,  if  only  a  small  portion  of  the  compound  is  submitted 
to  analysis,  the  glass  bulb  g  may  be  dispensed  with,  and 
the  tube  of  the  bulb  e  may  be  immediately  connected  with  the 
tube  h. 


This  method  of  analysis  is  preferable  to  another,  which  consists 
in  trying  to  separate  the  oxyde  from  the  sulphuret  of  antimony, 
by  means  of  a  weak  acid,  or  of  an  acid  salt,  such  as  supertartrate 
of  potash,  for  example ;  for,  when  the  combination  so  treated  is 
in  a  state  of  extreme  division^  a  certain  quantity  of  sulphuret  of 
antimony  is  liable  to  be  decomposed  by  protracted  boiling  with 
water,  and  cream  of  tartar. 
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If  the  compound  to  be  analysed  consists  of  metallic  sulphurets 
and  oxydes  which  cannot  be  reduced  by  hydrogen  gas,  they  must 
be  submitted  to  the  treatment  ordinarily  employed  in  the  ana- 
lysis of  metallic  sulphurets  alone.  A  certain  quantity  is  weighed 
and  digested  with  nitric  acid  or  aqua  regia,  and  the  quantity  of 
siQphur  and  that  of  the  sulphuric  acid  produced  are  determined ; 
that  of  the  metallic  oxyde  is  subsequently  ascertained,  part  of 
which  existed  originally  in  that  state,  whilst  another  portion  is  the 
result  of  the  action  of  the  nitric  acid  employed.  It  is  easy 
afterwards  to  calculate  the  quantity  of  the  siQphuret  and  of  the 
oxyde. 

DETERMINATION    OF    SULPHURIC    ACID    IN  SULPHATES. 

The  manner  in  which  sulphates  are  to  be  analysed  may  be 
partially  anticipated  from  that  which  has  been  said  before  on  the 
same  subject.  The  sulphates  which  are  soluble  in  water  are 
dissolved  in  this  menstruum,  and  the  sulphuric  acid  is  precipi- 
tated  by  the  solution  of  a  baryta-salt,  for  which  purpose  chloride 
of  barium  in  most  cases  is  preferred.  If  sulphuric  acid  has  to  be 
precipitated  from  the  neutral  solution  of  a  sulphate,  by  means  of 
the  solution  of  a  salt  of  baryta,  it  is  advisable  previously  to 
acidify  the  liquor  by  means  of  a  little  muriatic  acid.  When 
this  Uquor  contains  free  ammonia,  it  is  necessary  to  supersaturate 
it  with  muriatic  acid,  because  after  having  added  the  solution  of 
barjrta-salt,  the  precipitate  formed  would  consist  not  only  of 
sulphate,  but  also,  after  some  time,  of  carbonate  of  baryta. 

From  the  weight  of  the  sulphate  of  baryta  obtained,  the 
quantity  of  the  sulphuric  acid  which  it  contains  is  calculated. 
Before  submitting  the  filtered  liquor  to  further  examination,  it 
is  customary  to  separate  the  excess  of  baryta  employed,  by  means 
of  sulphuric  acid,  after  which  the  quantity  of  the  base  which  was 
combined  with  the  sulphuric  acid  is  determined. 

But  if  the  sulphate  to  be  analysed  is  insoluble  in  water,  which 
is  the  case  of  several  basic  siQphates,  it  is  dissolved  in  muriatic 
acid  or  in  nitric  acid ;  the  solution  is  then  diluted  by  water  and 
mixed  with  a  solution  of  baryta-salt. 

D    D    2 
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Wlien  the  sulphates  are  insoluble  also^  or  at  least  sparingly 
soluble  in  acids^  another  process  must  be  adopted.  The  com- 
binations which  sulphuric  acid  forms  with  baryta;,  strontia^ 
lime^  and  oxyde  of  lead  are  in  this  predicament.  Sulphate  of 
lime  is  completely  decomposed  when,  after  having  been  reduced 
to  powder,  it  is  boiled  with  an  excess  of  a  solution  of  carbonate 
of  potash  or  of  carbonate  of  soda.  The  result  is  an  insoluble 
carbonate  of  lime;  it  is  collected  on  a  filter,  washed,  dried,  and 
its  weight  is  determined.  It  may  also  be  ignited  after  w^gh- 
ing,  but  as  it  might  lose  a  little  carbonic  acid  by  ignition,  it 
should  then  be  treated,  as  is  the  case  for  oxalate  of  lime  which 
has  been  ignited,  by  a  solution  of  carbonate  of  ammonia,  in  the 
manner  and  with  the  precautions  mentioned  (page  24).  The 
liquor  filtered  from  the  carbonate  of  lime  contains,  besides 
sulphate  of  alkali,  the  excess  of  carbonate  of  alkali  employed. 
It  is  acidified  by  cautiously  pouring  muriatic  acid  into  it,  and 
afterwards  solution  of  chloride  of  barium  is  added,  which  produces 
a  precipitate  of  sulphate  of  baryta  from  the  weight  of  which 
the  quantity  of  the  sulphuric  acid  is  calculated. 

The  other  insoluble,  or  sparingly  soluble  sulphates,  cannot  be 
completely  decomposed,  except  by  fusion  with  carbonate  of 
potash,  or  of  soda.  A  portion  of  the  insoluble  sulphate  reduced 
into  very  fine  powder,  is  mixed  in  a  platinum  crucible  with 
three  parts  of  alkaline  carbonate,  and  the  whole  is  heated  to 
fusion.  If  sulphate  of  lead  is  present,  the  operator  must  avoid 
too  strong  a  heat,  and  to  continue  it  too  long,  which  might 
cause  the  reduction  of  a  small  quantity  of  lead,  which  would 
spoil  the  crucible.  In  such  a  case,  the  heat  should  not  be  urged 
so  as  to  produce  complete  fusion. 

The  ignited  mass  is  afterwards  softened  with  water.  If  the 
combination  contains  no  oxyde  of  lead,  but  baryta  and  strontia 
only,  the  residuum  left  by  the  water  consists  of  carbonate  of 
baryta,  and  of  strontia,  which,  after  being  washed,  are  to  be 
dissolved  in  muriatic  acid.  The  quantity  of  each  earth  in  the 
solution  is  afterwards  determined  by  the  methods  which  have 
been  indicated  before.     The  liquor  filtered  from  the  ejg^hy 
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carbonates  contains  sulphate  of  alkali^  and  the  excess  of  alka- 
line carbonate  employed;  it  is  then  cautiously  supersaturated  by 
muriatic  acid,  and  a  solution  of  chloride  of  barium  is  poured 
into  it,  in  order  to  precipitate  the  sulphuric  acid.  From  the 
weight  of  the  sulphate  of  baryta  obtained,  the  quantity  of 
sulphuric  acid  which  this  salt  contains,  and  which  existed  in  the 
combination  submitted  to  analysis,  is  calculated. 

When  the  sulphate  contains  oxyde  of  lead,  the  water  by 
which  it  is  treated,  after  ignition  with  carbonate  of  alkali, 
leaves  a  trace  of  this  oxyde.  If  the  operator  does  not  intend  to 
determine  the  quantity  of  sulphuric  acid,  the  oxyde  of  lead  may 
be  immediately  precipitated  from  the  solution  in  the  state  of 
sulphuret  of  lead,  by  means  of  hydrosulphuret  of  ammonia ;  but 
if  the  quantity  of  sulphuric  acid  in  the  liquor  has  Ukewise  to  be 
determined,  the  latter  must  be  supersaturated  by  nitric  acid, 
and  the  sulphuric  acid  is  precipitated  by  means  of  a  solution  of 
nitrate  of  baryta.  The  sulphate  of  baryta  produced  is  separated 
by  filtering ;  a  little  solution  of  siQphuretted  hydrogen  is  added 
to  precipitate  the  traces  of  lead  in  the  state  of  sulphuret.  That 
which  has  remained  undissolved,  when  ^e  mass  which  was 
fused  with  alkaline  carbonate  was  treated  by  water,  consists  of 
oxyde  of  lead.  This  residuum  is  ignited,  if  the  oxyde  is  pure, 
in  a  porcelain  crucible,  and  its  quantity  is  determined ;  or  if  it 
contains  other  substances,  such  as  peroxyde  of  iron,  for  example, 
it  is  dissolved  in  nitric  acid,  and  it  is  separated  from  such 
foreign  substances  by  the  methods  which  have  been  described 
before. 

*   SEPARATION     OF     SULPHATES     FROM     METALLIC     8ULPHURET8. 

Considering  that  several  metalHc  sulphurets,  such  as  those  of 
potassium  and  of  sodium,  which  are  soluble  in  water,  are  soluble 
in  alcohol  also,  whilst  most  sulphates  are,  on  the  contrary, 
insoluble  in  this  menstruum,  sulphurets  and  sulphates  may  thus, 
in  a  very  great  number  of  cases,  be  separated  from  each  other 
when  the  combination  to  be  analysed  is  in  the  solid  state.  This 
is  the  case  with  the  combinations  of  sulphates  of  alkalies  w^ith 
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their  corresponding  sulphurets^  which  compounds  are  always 
produced  when  alkaline  carbonates  are  heated  with  sulphur. 
The  combination  is  digested  in  alcohol^  in  a  glass  stoppered 
flask^  and  the  sulphate  insoluble  in  that  menstruum  is  washed 
with  it;  it  is  then  dried^  ignited^  and  its  weight  is  determined. 

*  If  the  compound  contained  any  undecomposed  alkaline 
carbonate  besides^  this  salt,  being  insoluble  in  alcohol,  remains 
with  the  sulphate.  The  quantity  of  sulphur  in  the  alcoholic 
solution  of  the  metallic  sulphuret  might  be  determined  by 
adding  thereto  an  excess  of  an  alcoholic  solution  of  a  metallic 
salt,  the  metal  of  which  might  form  an  insoluble  sulphuret ;  for 
example,  an  alcoholic  solution  of  chloride  of  copper.  The 
solution  of  the  metallic  sulphuret  must  be  contained  in  a  glass 
stoppered  flask,  and  the  precipitation  must  be  effected  in  this 
flask,  in  order  to  avoid  as  much  as  possible  the  contact  of  the 
air.  After  having  separated  the  sulphuret  of  copper  which  will 
have  formed,  it  is  completely  oxydised,  without  washing  it,  by 
fuming  nitric  acid,  and  the  quantity  of  the  sulphur  is  calculated 
from  that  of  the  sulphuric  acid  produced,  and  which  is  subse- 
quently precipitated  by  solution  of  chloride  of  barium.  Instead 
of  the  quantity  of  the  sulphur,  that  of  the  metal  in  the  solution 
of  the  metallic  sulphuret  might  be  determined. 

*  The  separation  of  sulphuret  of  barium,  and  of  sulphate  of 
baryta,  when  existing  simultaneously  in  a  compound,  may  be 
obtained  by  means  of  hot  water  only,  freed  from  atmospheric 
air,  and  out  of  the  contact  of  the  air. 

*  If  the  combination  of  the  sulphuret  with  the  metallic 
sulphate  can  be  analysed  only  in  the  state  of  aqueous  solution, 
a  portion  of  the  liquor  is  devoted  to  the  determination  of  the 
quantity  of  the  metallic  sulphuret  which  it  holds  in  solution,  by 
means  of  the  solution  of  protochloride  of  copper ;  that  of  the 
sulphuric  acid  is  determined  in  another  portion  of  the  liquor,  and 
from  the  latter,  the  quantity  of  the  sulphate  is  calculated.  The 
best  manner  of  performing  this  experiment  consists  injpouring 
in  the  solution  some  chloride  of  barium,  which  precipitates 


SULPHUiL  4,07 

the  sulphuric  acid  in  the  state  of  sulphate  of  baryta.  But^  as 
in  some  cases  the  liquor  may  contain  carbonate  of  alkaU,  the 
precipitate  of  sulphate  of  baryta  may  then  be  contaminated  by 
carbonate  of  baryta.  It  is  therefore  always  advisable  to  decant 
the  supernatant  Uquid  from  the  precipitated  sulphate  of  baryta, 
and  to  treat  the  latter  by  muriatic  acid.  If  the  sulphate  of 
baryta  should  contain  any  precipitated  sulphur^  it  is  of  no  con- 
sequence^ because  by  igniting  the  salt,  the  sulphur  will  volatilise. 

SEPARATION  OF  SULPHURIC  ACID  FROM  SELENIOUS  ACID. 

*  When  these  two  acids  exist  simultaneously  in  a  solution, 
the  operator  may,  after  having  added  muriatic  acid,  separate 
them  &om  each  other  by  means  of  solution  of  chloride  of 
barium,  which  precipitates  the  sulphuric  acid  in  the  state  of 
sulphate  of  baryta,  because  the  selenite  of  baryta  formed  at  the 
same  time  remains  dissolved  in  the  free  muriatic  acid.  The 
sulphate  is  collected  on  a  filter,  and  the  selenious  acid  is  preci- 
pitated afterwards,  in  the  state  of  selenium,  by  means  of  a 
sulphite  of  alkali. 

*  The  same  method  is  employed  to  separate  these  two  acids 
and  their  salts. 

SEPARATION    OF    SULPHURIC    ACID    FROM    SELENIC    ACID. 

When  these  two  acids  exist  together,  either  in  the  free  state, 
or  in  the  state  of  salts,  their  solution  must  be  concentrated,  or 
if  the  salts  are  in  the  dry  state,  they  must  be  dissolved  in  a 
small  quantity  of  water ;  muriatic  acid  is  added,  and  the  whole 
is  boiled  imtil  all  odour  of  chlorine  has  ceased,  and  all  the  selenic 
acid  is  converted  into  selenious  acid,  which  may  then  be  separated 
from  sulphuric  acid  in  the  manner  indicated  above. 

The  separation  of  those  salts  which  are  insoluble  in  water  and 
in  acids  is  performed  in  the  same  manner  by  ebullition  with 
muriatic  acid.  Considering,  however,  that  in  such  a  case  the 
reduction  of  the  selenic  add  into  oxyde  of  selenium  is  very 
difficult  to  effect  by  means  of  muriatic   acid,  the  following 
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method^  proposed  by  Berzelius^  may  be  resorted  to^  at  least  for 
the  separation  of  the  sulphate  and  selenite  of  baryta. 

*  A  weighed  quantity  of  the  substance  is  introduced  in 


the  above  apparatus^  which  has  been  described  (page  128)j  in 
which  it  is  heated  in  an  atmosphere  of  hydrogen  ga^.  The 
seleniate  of  baryta  is  thereby  reduced  into  seleniuret  of  barium^ 
with  so  much  violence  that  a  disengagement  of  light  sometimes 
takes  place^  but  the  sulphate  of  baryta  remains  untouched. 
The  appearance  of  the  mass  remains  the  same.  When  water 
ceases  to  be  formed^  the  mass  is  treated  by  dilute  muriatic  acid, 
which  dissolves  the  seleniuret  of  barium  under  disengagement 
of  seleniuretted  hydrogen.  This  experiment  should  be  per- 
formed under  the  hood  of  the  chimney,  because  seleniuretted 
hydrogen  is  a  gas  which  has  a  violent  action  on  the  membrane 
of  the  nose.  The  sulphate  of  baryta  remains  undissolved; 
ordinarily,  the  atmospheric  air  contained  in  the  muriatic  acid 
decomposing  a  little  seleniuretted  hydrogen  communicates  a 
light  red  colour  to  the  liquor ;  the  sulphate  may,  however,  be 
easily  freed  from  this  colour  by  digesting  it  in  aqua  regia,  or, 
which  is  more  simple  still,  by  igniting  it. 


SEPARATION    OF   SULPHURIC    ACID     FROM    ARSENIOI78    AND    PROM 

ARSENIC    ACIDS. 

*  When  these  acids  exist  in  the  free  state,  or  imder  the  form 
of  salts,  muriatic  acid  is  added  to  their  solution,  and  a  solution 
of  baryta-salt  is  next  added.     If  the  salts  be  insoluble  in  water. 
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they  are  to  be  dissolved  by  muriatic  acid,  or  in  certain  cases  by 
nitric  acid,  and  a  solution  of  a  baryta-salt  is  then  poured  in  the 
acid  liquor,  previously  diluted  with  water.  Sulphuric  acid  alone 
is  precipitated  thereby  in  the  state  of  sulphate  of  baryta ;  the 
arseniate  and  arsenite  of  baryta  remain  dissolved  in  the  free 
acid.  The  quantities  of  these  acids  are  afterwards  determined 
by  precipitating  them  in  the  state  of  sulphuret  of  arsenic  by 
means  of  sulphuretted  hydrogen.  The  operator,  however,  must 
previously  remove  the  excess  of  baryta  by  means  of  dilute 
sulphuric  acid,  which  precaution  must  also  be  taken  when  these 
acids  are  determined  by  Berthier's  method,  (page  337). 


SEPARATION    OP     SULPHURIC     ACID     PROM     VANADIC     ACID     AND 

OXYDB    OP    VANADIUM. 

*  SiQphuric  acid  may  be  separated  from  vanadic  acid  simply 
by  the  action  of  heat,  but  if  the  quantity  of  sulphuric  acid  has 
to  be  determined  in  a  solution  containing  vanadic  acid  and 
deutoxyde  of  vanadium,  it  may  be  done  by  means  of  a  solution 
of  chloride  of  barium,  but,  according  to  Berzelius,  when,  before 
precipitating  it,  the  liquor  has  been  acidified  by  muriatic  acid, 
the  sulphate  of  baryta  thus  obtained  retains  still,  after  having 
been  washed,  a  little  vanadic  acid,  owing  to  which  it  has,  when 
moist,  a  bluish,  and  after  ignition  a  yellowish  tinge.  This 
sulphate  is  weighed  and  fused  with  sulphate  of  potash,  which 
then  becomes  yellow.  The  fused  mass  is  treated  by  water,  and 
after  having  well  washed  the  sulphate  of  baryta,  it  is  ignited 
and  weighed.  The  loss  indicates  the  small  quantity  of  vanadic 
acid  which  has  precipitated  with  it  in  the  first  instance.  The 
liquor  filtered  &om  the  sulphate  of  baryta  is  treated  in  the  cold 
by  sulphuric  acid  in  order  to  precipitate  the  baryta;  it  is 
evaporated  to  dryness ;  the  residuum  is  ignited  in  order  to 
remove  the  sulphuric  acid,  and  the  vanadic  acid  is  obtained. 
That  small  portion  of  vanadic  acid  which  had  precipitated  with 
the  sulphate  of  baryta  must  be  taken  account  of,  and  added 
to  the  above  residuum  of  vanadic  acid. 
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SEPARATION    OF   SULPHURIC    ACID    PROM   CHROMIC   ACID. 

The  best  way  of  separating  sulphuric  acid  from  chromic  add, 
and  the  sulphates  from  the  chromates^  consists  in  treating  the 
combination  like  that  of  sulphuric  and  of  selenic  acids,  and  to 
proceed  as  follows: — The  combination  is  dissolved  iA  a  little 
water,  and,  after  having  added  a  sufficient  quantity  of  muriatic 
acid,  the  liquor  is  carefully  boiled  imtil  the  odour  of  chlorine 
has  disappeared,  after  which  it  is  diluted  with  water.  The 
oxyde  of  chromium  which  has  formed  must  first  be  precipitated 
by  ammonia.  The  liquor  is  filtered,  acidified  by  muriatic  acid^ 
and  the  sulphuric  acid  is  precipitated  in  the  state  of  sulphate  of 
baryta  by  means  of  a  solution  of  a  baryta-salt.  The  operator  may 
also  proceed  inversely,  that  is  to  say,  precipitate  first  the  sul- 
phuric add  by  means  of  a  salt  of  baryta,  and  then  the  oxyde  of 
chromium  by  ammonia ;  in  the  latter  case,  however,  the  opera- 
tor must  take  care,  before  effecting  the  second  predpitation^  to 
remove  the  excess  of  baryta  in  the  liquor  by  means  of  sulphuric 
add,  otherwise  the  predpitated  oxyde  of  chromium  would  be 
contaminated  by  it,  (page  328). 

Alcohol  must  not  be  added  to  the  muriatic  acid  in  order  to 
hasten  the  reduction  of  the  chromic  acid  into  oxyde  of  chro- 
mium, because  in  that  case  the  whole  of  the 'Sulphuric  add 
would  not  be  predpitated  in  the  state  of  sulphate  of  baryta. 

*  It  is  by  ebullition  also  with  muriatic  acid  that  these 
two  acids  are  separated  in  such  of  their  combinations  as  are 
iusoluble  in  water  and  in  acids.  Yet  it  is  necessary  to  reduce 
these  combinations  into  very  fine  powder,  or  even  to  levigate 
them,  for  otherwise  the  sulphate  which  remains  undissolved 
might  retain  a  certain  quantity  of  undecomposed  chromate 
which  would  impart  a  colour  to  it.  The  insoluble  compound 
might  also  be  fused  with  carbonate  of  alkali,  and  the  two  adds 
are  then  determined  by  the  method  employed  for  the  insoluble 
sulphates  and  seleniates  (page  404). 
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DETERMINATION    07    SULPHUROUS  ACID    IN    SULPHITES. 

*  In  order  to  determine  sulphurous  acid  in  the  state  of  gas, 
peroxyde  of  lead  may  be  employed,  sulphurous  acid  absorbing 
this  oxyde  completely,  and  being  thereby  converted  into  sul- 
phuric a6id,  which  forms  sulphate  of  lead.  The  quantity  of  the 
sulphurous  acid  gas  is  determined  &om  the  volume  absorbed. 
The  peroxyde  of  lead  may  be  put  in  a  small  glass  covered  with 
a  piece  of  kid  glove,  after  which  the  glass  is  introduced  into 
the  sulphurous  acid  gas,  by  passing  it  through  the  mercurial 
trough  by  means  of  a  steel  piano-wire.  If  the  peroxyde  of 
lead  has  been  previously  weighed,  the  increase  of  weight  may 
furnish  the  means  of  determining  the  quantity  of  the  sulphurous 
acid. 

*  Sulphurous  acid  gas  being  absorbed  by  borax,  this  sub« 
stance  may  serve  to  separate  it  from  other  gases,  and  especially 
from  carbonic  acid.  Gay  Lussac's  method  for  separating  sul- 
phuretted hydrogen  from  carbonic  acid,  (which  method  will  be 
described  farther  on),  may  also  be  successfully  employed  for 
separating  sulphurous  acid  gas  and  carbonic  acid  gas  from  each 
other. 

*  The  best  method  of  analysing  the  combinations  of  sul- 
phurous acid  with  the  bases,  consists  in  oxydising  them  and 
converting  them  into  sulphates,  which  are  then  treated  in  the 
manner  mentioned  before.  Care  must,  however,  be  taken  in 
oxydising  these  combinations.  When  the  solution  is  a  concen- 
trated one,  it  is  necessary  to  add  strong  nitric  acid  or  aqua  regia 
thereto,  and  to  digest  the  whole  for  a  long  time,  with  the  help 
of  heat,  in  order  to  oxydise  the  sulphurous  acid  completely. 
In  order  to  prevent  all  disengagement  of  sulphurous  acid,  it  is 
advisable  to  heat  the  solution  before  adding  the  strong  nitric 
acid.     It  is  better,  however,  to  use  fuming  nitric  acid. 

*  But  if  the  solution  of  the  sulphites  is  dilute,  or  if  sulphurous 
acid  exists  in   a  free   state  in  the  liquor,   it  cannot  be  well 
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oxydised  by  nitric  acid.  It  is  preferable  then^  to  pass  a  current 
of  chlorine  gas  through  the  solution  until  the  conversion  into 
sulphuric  add  be  complete.  The  operator  must  not  neglect  to 
heat  the  liquor^  and  to  continue  the  stream  of  chlorine  gas 
through  it  for  some  time.  A  solution  of  baryta-salt  is  then 
added  to  the  liquor,  and  from  the  quantity  of  sulphate  of  baryta 
obtained  that  of  the  sulphurous  acid  is  calculated. 

When  the  sulphites  which  are  to  be  analysed  are  in  the  dry 
state,  they  are  put  in  a  glass-stoppered  flask  and  oi^dised 
therein  by  strong  nitric  acid,  as  has  been  described  before, 
when  treating  of  the  oxydisation  of  sulphurets  (page  376).  The 
sulphite  being  oxydised,  if  the  base  be  not  volatile,  and  if  the 
salt  be  a  neutral  salt,  the  oxydised  mass  may  be  ignited  in  a 
platiniun  crucible.    The  residuum  is  a  neutral  sulphate. 

The  solid  sulphites  are  more  readily  oxydised  by  fusion  with 
nitrate  of  potash  than  by  treatment  with  fuming  nitric  acid. 
A  certain  quantity  of  the  salt  to  be  analysed  is  to  be  weighed, 
pulverised,  and  mixed  with  four  or  five  times  its  weight  of 
nitrate  of  potash  in  powder,  and  a  small  quantity  of  nitre  is 
further  laid  upon  the  mixture.  The  whole  is  gradually  heated 
in  a  porcelain  crucible  until  it  begins  to  fiise,  the  sulphurous 
acid  is  thereby  transformed  into  sulphuric  acid  under  disen- 
gagement of  nitrous  acid.  If  the  nitrate  of  potash  has  been 
mixed  with  its  own  weight  of  carbonate  of  potash  or  of  soda,  the 
mixture  may  be  heated  in  a  platinum  crucible  over  the  spirit- 
lamp.  Water  is  poured  upon  the  mass  after  it  has  cooled,  by 
which  it  is  dissolved,  provided  it  contains  none  of  the  bases 
which  form  insoluble  compoimds  with  sulphuric  acid.  The 
solution  is  afterwards  supersaturated  with  muriatic  acid,  the 
sulphuric  acid  is  precipitated  by  a  solution  of  chloride  of  barium, 
and  from  the  quantity  of  sulphate  thus  obtained,  that  of  the 
sulphurous  acid  is  calculated. 

*  Instead  of  nitrate  of  potash,  the  chlorate  of  that  base  may 
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be  employed,  but  it  is  advisable  to  mix  it  with  carbonate  of 
potash  or  of  soda,  and  to  mix  this  mixture  with  the  sulphate 
which  it  is  intended  to  analyse.  The  mixture  is  exposed  to  a 
cherry-red  heat  in  a  platinum  crucible,  after  which  the  ignited 
mass  is  treated  like  that  which  has  been  fused  with  nitre. 


DETEBMINATION    OF    HYPOSULPHURIC    ACID    AND    OF    ITS    SAliTS. 

*  If  hyposulphuric  acid  or  its  salts  exist  in  concentrated 
solutions,  strong  nitric  acid  is  employed  to  oxydise  them,  as  is 
done  for  the  sulphites.  Heat  must  be  applied,  because  it  is 
impossible  to  oxydise  them  in  the  cold.  The  solution  may  also 
be  oxydised  by  passing  a  stream  of  chlorine  gas  whilst  the 
liquor  is  kept  warm.  The  sulphuric  acid  produced  by  the 
oxydisation  of  the  hyposulphuric  acid,  is  precipitated  by  a 
solution  of  a  salt  of  baryta,  and  from  the  sulphate  thus  preci- 
pitated, that  of  the  hyposulphuric  acid  is  calculated. 

*  When  neutral  hyposulphates  in  the  dry  state  are  analysed 
by  means  of  fuming  nitric  acid,  the  mass  must  not  be  evaporated 
to  dryness,  nor  the  dry  residuum  ignited,  because  the  oxydisation 
produces  acid  sulphates,  neutral  sulphates,  and  an  excess  of 
siQphuric  acid.  The  mass  which  has  been  oxydised  by  nitric 
acid,  must,  therefore,  be  diluted  with  water,  and  by  adding  a 
solution  of  baryta-salt,  the  operator  determines  the  quantity  of 
sulphuric  acid  thus  obtained. 

*  The  oxydisation  or  conversion  of  the  combinations  of  hypo- 
sulphuric acid  into  sulphuric  acid,  may  be  effected  like  that  of 
the  sulphites  by  fusing  the  hyposulphates  in  a  platinum  crucible 
with  nitrate  or  chlorate  of  potash,  mixed  with  carbonate  of 
potash  or  of  soda.  The  ignited  mass  is  afterwards  treated  like 
that  which  results  &om  the  sulphites  which  have  been  oxydised 
by  the  same  means.  Yet  the  oxydisation  of  hyposulphates 
requires  more  care  than  that  of  sulphites,  because  the  reaction 
is  a  little  more  energetic. 
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The  dry  hyposulpliates  may  also  be  analysed  by  igniting  a 
known  weight  thereof.  After  ignition  there  remains  a  neutral 
sulphatOj  the  quantity  of  which  is  determined^  sulphurous  acid 
and  water  of  crystallisation  being  disengaged  during  the  treat- 
ment. The  sulphuric  acid  in  the  sulphate  contains  half  more 
sulphur  than  the  hyposiQphuric  acid  of  the  hyposulphate.  From 
that,  the  quantity  of  the  latter  acid  is  calculated,  which  indicates 
also  that  of  the  water  of  crystallisation. 


DETERMINATION  OF  HTPOSULPHUBOUS  ACID  AND  OF  ITS  SALTS. 

*  When  hyposulphites  in  the  solid  form  have  to  be  analysed, 
they  must,  like  the  dry  hyposulphates,  be  cautiously  oxydised 
by  means  of  fuming  nitric  acid.  The  oxydised  mass  is  diluted  by 
water.  K  a  little  sulphur  has  been  liberated,  it  is  collected  in 
a  filter  and  determined  separately.  A  solution  of  baryta-salt  is 
then  poured  in  the  liquor  to  precipitate  the  sulphuric  add,  fi^m 
which  that  of  the  hyposulphurous  acid  is  calculated. 

*  When  the  oxydisation  of  the  hyposulphite  is  eflFected  by 
fusion  with  nitrate  or  chlorate  of  potash,  the  operator  must  use 
greater  caution  still  than  for  the  oxydisation  of  the  sulphites 
and  hyposulphates  by  these  salts,  for  the  reaction  is  much  more 
violent.  The  nitrate  or  chlorate  of  potash,  to  which  carbonate 
of  potash  or  of  soda  has  been  added,  is  intimately  mixed  with 
the  hyposulphite  in  a  platinum  crucible,  and  a  layer  of  the 
oxydising  mixture  is  fiirther  put  over  the  whole.  After  fusion, 
the  mass  is  treated  by  water,  muriatic  acid,  and  a  solution  of 
chloride  of  barium,  absolutely,  as  for  the  sulphites  and  hypo- 
sulphates which  have  been  treated  in  the  same  manner. 

*  But  when  a  hyposulphite  is  contained  in  a  solution,  neither 
nitric  acid,  nor  aqua  regia,  nor  even  chlorine  gas,  can  convert 
the  hyposulphurous  acid  into  sulphuric  acid  in  a  safe  manner, 
that  is,  without  loss.  The  free  acids  which  are  poured  in  the 
solutions  of  the  hyposulphites,  transform  the  hyposulphurous 
acid  into  sulphurous  acid,  and  into  sulphur,  which  is  deposited. 
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A  pretty  considerable  time  must  elapse  before  the  decomposition 
is  finished^  but  there  is  always  a  chance^  even  though  operating 
with  chlorine  gas^  that  a  little  sulphurous  acid  will  have 
volatilised^  which  accident  is  especially  to  be  feared  when  the 
stream  of  chlorine  gas  is  too  slow ;  wherefore  it  is  better  to 
resort  to  another  method  for  separating  hyposulphurous  acid 
from  its  neutral  solutions. 

*  The  best  process  is  the  following : — ^The  solution  of  the 
hyposulphite  is  mixed  with  a  pretty  large  excess  of  a  solution  of 
neutral  nitrate  of  silver.  The  whole  is  then  heated.  The 
hyposulphurous  acid  is  thereby  decomposed^  half  of  its  sulphur 
absorbs  all  the  oxygen  of  the  acid^  and  that  of  the  portion  of 
oxyde  of  silver  which  is  decomposed ;  it  is  thereby  converted 
into  sulphuric  acid^  which  remains  in  solution  in  the  state  of 
sulphate  of  silver ;  the  other  half  of  the  sulphur  combines  with 
the  silver  reduced,  and  is  precipitated  under  the  form  of  black 
sulphuret  of  silver.  This  sulphuret  is  collected  on  a  filter,  well 
washed^  preferably  with  hot  water,  because  sulphate  of  silver  is 
only  sparingly  soluble.  A  solution  of  nitrate  of  baryta,  which 
must  be  perfectly  &ee  from  chloride  of  barium,  is  poured  in  the 
filtered  liquor,  which  produces  a  precipitate  of  sulphate  of 
baryta,  firom  the  quantity  of  which  that  of  the  hyposulphurous 
acid  may  already  be  calculated,  since  the  sulphuric  acid  pro- 
duced during  the  operation  contains  half  the  sulphur  which 
existed  in  the  whole  of  the  hyposulphite.  The  quantity  of  the 
hyposulphurous  acid  might  abo  be  estimated  from  the  quantity 
of  that  of  the  sulphuret  of  silver,  since  this  substance  contains 
half  of  its  sulphur. 

*  In  this  process  of  analysing  it  is  necessary  that  the  solution 
of  nitrate  of  silver  employed  should  be  dilute,  in  order  that  the 
liberated  nitric  acid  should  not  have  an  oxydising  action  upon 
the  sulphuret  of  silver  produced.  This  precaution  is  so  much  the 
more  necessary,  that,  in  order  to  hasten  the  decomposition,  it  is 
necessary  to  heat  the  whole.  Now,  if  the  nitric  acid  set  at 
liberty  should  come  to  part  with  any  oxygen,  the  quantity  of 
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and  the  operator  calculates  the  quantity  of  hyposulphuric  acid 
necessary  to  saturate  iV 

The  analysis  is  performed  in  the  same  manner^  when  the 
liquor  contains^  besides  sulphuric  acid,  that  combination  of 
sulphuric  acid  and  ether,  known  under  the  name  of  sulphovinic 
acid,  and  which,  by  its  properties,  bears  some  analogy  with 
hyposulphuric  acid. 

If,  however,  the  sulphuric  and  hyposulphuric  acids  are  com- 
bined with  bases,  the  best  way  of  determining  their  respective 
quantities  consists  in  analysing  two  portions  of  the  combination. 
In  one  of  these  portions  the  quantity  of  the  sulphuric  acid  is 
determined  in  the  usual  way,  that  is  to  say,  by  adding  a  solution 
of  baryta-salt  to  the  liquor,  and  from  the  weight  of  the  sulphate 
of  baryta  produced,  the  quantity  of  the  sulphuric  acid  which  it 
contains  is  calculated.  The  other  portion  of  the  combination  is 
treated  by  sulphuric  acid,  by  aqua  regia,  by  nitrate  of  potash  or 
chlorate  of  potash,  in  order  to  transform  the  hyposulphuric  acid 
into  sulphuric  acid,  as  was  said  before.  When  the  operation  is 
terminated,  the  sulphuric  acid  is  precipitated  by  means  of  a 
baryta-salt,  and  its  quantity  is  determined  ;  the  diflPerence 
between  the  two  quantities  of  the  sulphuric  acid  obtained  in  the 
two  experiments  indicates  the  quantity  of  sulphuric  acid  which 
has  been  produced  by  the  oxydisation  of  the  hyposulphuric 
acid,  from  which  the  quantity  of  the  latter  may  then  be 
easily  calculated. 

*  When  a  combination  contains  sulphates  and  sulphites,  the 
quantities  of  the  two  acids  may  be  determined  in  the  same 
manner,  except  that  in  order  to  determine  the  quantity  of  the 
sulphuric  acid,  the  solution  must  be  acidified  with  muriatic  acid 
before  proceeding  to  precipitate  it. 

»  It  is  hardly  necessary  to  remark,  that  it  is  only  the  free  baryta  which  is  thus 
precipitated  as  carbonate,  the  hypoaulphate  of  that  base  remaining  in  solution  or  in 
a  soluble  state  is  afterwards  precipitated  by  solpharic  acid  as  described. — Ed. 

E   E  2 
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The  following  note  is  by  M.  E.  Peligot : — 

*  The  researches  which  have  been  lately  made  upon  the 
oxacids  of  sulphur  having  established  six  varieties  of  these  com- 
poiinds  (page  212,  vol.  i.)  have  augmented  the  difficulties  with 
which  their  separation  is  fraught,  when  existing  simultaneously. 
According  to  Messrs.  Fordos  and  G^lis,  the  following  method 
should  be  resorted  to  for  the  purpose  of  analysing  an  aqueous 
solution  of  a  mixed  compound  consisting  of  a  sulphate,  sulphite, 
hyposulphite,  hyposulphate,  and  bisulphuretted  hyposulphate. 

The  liquor  must  be  divided  into  four  equal  portions. 

First  portion. 

*  This  portion  is  devoted  to  the  determination  of  the  sulphuric 
acid,  and  in  order  to  do  this  an  excess  of  solution  of  chloride 
of  barium  is  poured  into  the  non-acidified  liquor;  the  precipi- 
tate being  collected  on  a  filter  is  washed  thereon,  first,  with 
boiling  distilled  water;  secondly,  with  water  slightly  acidified 
with  muriatic  acid;  the  precipitate  is  afterwards  dried  and 
ignited  with  the  ordinary  precautions. 

Second  portion. 

*  This  second  portion  must  be  treated  by  iodine,  the  action 
of  which  is  1st.  To  transform  the  sulphurous  into  sulphuric  acid, 
owing  to  the  decomposition  of  the  water,  hydriodic  acid  being 
produced  at  the  same  time.  2nd.  To  transform  the  hyposulphite 
into  bisulphuretted  hyposulphate  and  iodide  of  alkali,  each 
equivalent  of  hyposulphite  absorbing  half  an  equivalent  of  sul- 
phur  without  formation  of  either  sulphurous  or  sulphuric  acid,  or 
deposit  of  sulphur.  Before  adding  the  iodine  it  is  necessary  to 
hold  in  suspension  in  the  liquor  a  few  grammes  of  carbonate 
of  magnesia,  in  order  that  at  the  moment  when  the  hydriodic 
add  will  be  formed,  it  may  find  a  base  which  it  may  at  once 
saturate,  and  thus  be  prevented  from  acting  as  an  acid  upon 
the  as  yet  undecomposed  portion  of  sulphite  or  of  hyposulphite 
contained  in  the  liquor,  which  would  cause  a  disengagement  of 
sulphurous  acid,  and  a  deposit  of  sulphur. 
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*  The  liquor,  after  tliis  addition,  being  saturated  with  iodine, 
the  operator  takes  care  to  note  the  weight  of  the  iodine  employed, 
and  the  quantity  of  sulphuric  acid  which  it  contains  is  again 
determined  by  chloride  of  barium ;  the  difference  between  the 
weight  of  the  sulphate  of  baryta  yielded  by  this  operation  and 
that  which  was  given  by  the  first  liquor,  indicates  the  quantity 
of  sulphurous  acid,  and  also  that  of  the  iodine  which  has  been 
employed  to  transform  it  into  sulphuric  acid. 

*  Deducting  now  from  the  total  weight  of  the  iodine  employed 
that  which  has  served  to  transform  the  sulphurous  acid  into 
sulphuric  acid,  the  operator  thus  finds  the  quantity  of  iodine 
which  has  been  absorbed  by  the  hyposulphurous  acid,  and, 
consequently,  the  weight  of  the  latter. 

*  For  the  purpose  of  treating  the  liquor  by  iodine,  the  operator 
should  employ  either  an  alcoholic  solution  of  iodine  recently 
prepared,  and  of  a  known  strength,  or  of  small  fragments  of 
iodine  taken  from  a  phial,  the  weight  of  which  shall  have  been 
previously  determined. 

*  This  solution  takes  place  rapidly,  and  it  is  easy  to  hit  the 
point  of  saturation;  the  operator  must  stop  as  soon  as  the 
liquor  assumes  a  yellow  tinge. 

Third  portion, 

*  This  third  portion  is  devoted  to  the  determination  of  the 
bisulphuretted  hyposulphuric  acid.  The  liquor  is  treated  by 
iodine  to  saturation,  and  with  the  same  precautions  as  above, 
only  it  is  not  necessary  to  note  the  quantity  of  iodine  employed; 
the  iodine  will  form,  as  we  have  said,  a  sulphate  at  the  expense 
of  the  sulphite,  and  a  bisulphuretted  hyposulphate  at  the  expense 
of  the  hyposulphite.  This  being  done,  the  saline  solution  must 
be  diluted  with  water,  and  a  current  of  chlorine  gas  is  passed 
through  it,  which  will  transform  into  sulphuric  acid  all  the 
sulphur  of  the  bisulphuretted  hyposulphate,  without  acting 
upon  the  ordinary  hyposulphate.  When  the  saturation  is  com- 
pleted, the  liquor  is  saturated  by  chloride  of  barium.  The 
weight  of  the  sulphate  of  baryta  obtained  represents  the  sulphur 
of  the  sulphate,  of  the  sulphite,  of  the  hyposulphite,  and  of  the 
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bisulphuretted  hyposulphate.  The  experiments  performed  with 
the  first  and  the  second  portion  of  the  liquor  give  the  weight 
of  the  sulphur  contained  in  the  three  first  of  these  salts^  the 
difference  betwixt  this  weight  and  that  of  the  last  operation 
indicates  the  quantity  of  sulphur  contained  in  the  bisulphuretted 
hyposulphate. 

*  The  sulphate  of  baryta  obtained  in  this  last  operation^  is 
mixed  with  a  large  proportion  of  iodate  of  baryta^  due  to  the 
action  of  chlorine  upon  the  iodides  contained  in  the  liquor. 
This  salt  being  very  sparingly  soluble  in  water,  the  washing  of 
the  sulphate  of  baryta  must  be  continued  for  a  long  time  in 
order  to  eliminate  it  entirely. 

Fourth  portion. 

*  There  remains  only  to  determine  the  quantity  of  the  hypo- 
sulphuric  acid.  To  arrive  at  this,  it  is  sufficient  to  know  the 
weight  of  all  the  sulphur  contained  in  the  liquor.  Messrs. 
Fordos  and  Gdlis  recommend  to  add  a  little  caustic  soda  to  the 
solution,  and  to  evaporate  it  to  dryness.  The  solid  residuum 
is  then  treated  by  fuming  nitric  acid,  in  order  to  convert  all  the 
sulphur  into  sulphuric  acid. 

*  It  is  preferable,  it  would  seem,  to  mix  the  residuum  with  its 
own  weight  of  pure  and  dry  nitre,  and  to  ignite  it.  The  pro- 
duct, after  being  kept  in  a  state  of  fusion  for  some  time,  is 
saturated  by  nitric  acid,  and  then  treated  by  chloride  of  barium, 
which  will  precipitate  all  the  sulphur  contained  in  the  solution 
in  the  state  of  sulphate  of  baryta. 
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CHAPTER    XLIII. 

PHOSPHORUS. 


DETERMINATION  OF  PHOSPHORIC  ACID. 

When  phosphoric  acid  exists  in  solution  in  a  liquor  which 
contains  nothing  else  but  nitric  acid^  it  may  be  determined  in 
the  same  manner  as  arsenic  acid^  with  which  it  has  much 
analogy  in  respect  to  its  properties.  A  known  weight  of  pure 
and  recently  ignited  protoxyde  of  lead  is  added  to  the  solution, 
which  is  then  evaporated  to  dryness,  and  the  residuum  is  ignited 
in  a  small  counterpoised  platinum  capsula.  The  quantity  of 
the  dry  phosphoric  acid  is  then  found  by  deducting  firom  the 
weight  of  the  fused  mass  that  of  the  protoxyde  of  lead  which 
has  been  added. 

The  determination  of  phosphoric  acid  requires  also  that  the 
solution  should  contain  no  acid  which  may  form  with  protoxyde 
of  lead  a  salt  incapable  of  being  reduced  into  pure  protoxyde 
of  lead  by  ignition. 

*  The  quantitative  determination  of  phosphoric  acid  may  also 
be  performed  by  means  of  metallic  iron  by  the  method  which 
Berthier  indicated  for  the  estimation  of  arsenic  acid,  and  which  I 
have  explained  (page  337).  The  advantage  of  this  method  is  that 
it  can  be  employed  in  several  cases  in  which  the  use  of  protoxyde  of 
lead  is  impracticable.  When  this  method  is  used,  the  presence  of 
nitric  acid  or  muriatic  acid,  or  sulphuric  acid,  and  even  of  fixed 
alkalies  is  not  objectionable.      As  phosphoric  acid  cannot,  like 
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arsenic  acid^  be  determined  quantitatively  by  sulphuretted  hydro- 
gen^ Berthier's  method  is  still  more  useful  for  the  determination 
of  phosphoric  acid  than  for  that  of  arsenic  acid.  Rather  less  than 
one  part  of  metallic  iron  for  two  parts  of  the  phosphoric  acid  sus- 
pected in  the  liquor  is  employed.  As  for  the  determination  of 
arsenic  acid,  an  excess  of  peroxyde  of  iron  far  from  being  objec- 
tionable is,  on  the  contrary,  an  advantage.  If  too  little  solution 
of  the  persalt  of  iron  is  poured  in  the  liquor,  so  that  a  basic 
perphosphate  of  iron  is  formed,  the  ammonia  dissolves  some  of 
the  perphosphate  of  iron.' 

*  If  phosphoric  acid  is  contained  in  an  acid  solution, 
uncombined  with  bases,  or,  which  is  worse  still,  if  it  is  combined 
with  earths  or  metallic  oxydes,  it  cannot  be  quantitatively  deter- 
mined in  the  state  of  ammonio-magnesian  phosphate  by  adding 
to  the  liquor,  previously  supersaturated  with  ammonia,  a  solu- 
tion of  sulphate  of  magnesia  previously  mixed  with  a  sufficient 
quantity  of  a  solution  of  muriate  of  ammonia  to  prevent  the 
ammonia  from  producing  a  precipitate  in  it ;  it  is  true  that,  in 
presence  of  phosphoric  acid,  a  precipitate  of  ammonio-magne- 
sian phosphate  is  produced,  but  this  salt  is  insoluble  only  in 
an  excess  of  phosphates,  so  that  it  is  not  entirely  precipitated 
when  the  salt  of  magnesia  is  in  excess.  Thus,  though  the 
method  of  determining  magnesia  quantitatively  by  a  solution 
of  phosphate  of  alkali  with  addition  of  ammonia  is  good,  a 
magnesian  salt  cannot  be  employed  inversely  for  the  purpose 
of  determining  phosphoric  acid,  for  the  results  which  are«thu8 
obtained  are  quite  inaccurate.  We  have  said,  in  the  first 
volume  of  this  work,  that  the  use  of  a  magnesian  salt  is  very 
suitable  in  qualitative  analysis  for  detecting  the  presence  of 
phosphoric  acid,  especially  when  sulphuric  acid  exists  simul- 
taneously with  it. 


1  The  operator  knows  that  he  has  employed  a  sufBcient  quantity  of  the  solution 
of  pei*mtrate  of  iron,  because  in  that  case  the  precipitate  produced  by  the  excess  of 
ammonia  will  be  reddidi-brown,  in  the  contrary  case,  it  will  be  white  or  whitish. — Eik 
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The  separation  of  phosphoric  acid  &om  other  substances  is 
also  attended  sometimes  with  the  greatest  difficulties.  The 
most  accurate  manner  of  determining  its  quantity  in  the  ana- 
lysis of  phosphates^  consists  in  taking  a  given  weight  of  the 
combination^  and  to  determine  only  the  bases  or  substances 
which  are  combined  with  the  phosphoric  acid,  and  to  look  upon 
the  loss  as  indicative  of  the  latter.* 

DETERMINATION  OF  PHOSPHOROUS  AND  HYPOPHOSPHOROUS  ACIDS* 

Phosphorous  and  hyphosphorous  acids  may  be  quantitatively 
determined  in  a  liquor  by  a  method  analogous  to  that  employedfor 
phosphoric  acid.  To  the  solution^  a  known  weight  of  protoxyde 
of  lead  is  added,  and  also  as  much  nitric  acid  as  is  necessary 
to  convert  the  phosphorous  acid  or  hypophosphorous  acid  into  a 
higher  degree  of  oxydisation.  The  whole  being  then  reduced 
into  a  smaller  bulk  by  evaporation,  it  is  poured  in  a  counter- 
poised platinum  capsula,  and  evaporated  to  dryness;  the  dry 
mass  is  then  ignited,  and  its  weight  determined.  The  residuum 
consists  of  phosphoric  acid  and  protoxyde  of  lead.  Deducting 
therefrom  the  weight  of  the  protoxyde  of  lead  employed,  the 
remainder  indicates  the  quantity  of  phosphoric  acid,  from  the 
weight  of  which  the  quantity  of  the  phosphorous  and  hypo- 
phosphorous  acids  are  calculated. 

The  complete  oxydisation  of  the  phosphorous  and  hypophos- 
phorous acids  are  principally  produced,  during  the  ignition,  by  the 
nitrate  of  lead  which  has  been  formed  during  the  experiment. 
The  ignition  must  be  performed  with  care,  because  the  mass 
intumesces,  and  a  loss  might  thus  be  sustained.     On  the  other 

*  Another  method  has  lately  been  proposed  by  M.  Raewsky  for  the  estimation  of 
phosphorus,  which  method  consists  in  converting  it  into  perphoephate  of  iron,  which 
is  insoluble  in  acetic  acid,  washing  the  precipitate  thoroughly,  and  dissolving  it  in 
muriatic  acid,  bringing  the  liquor  to  the  minimum  by  sulphate  of  soda,  and 
converting  it  into  a  protosalt  by  means  of  a  solution  of  permanganate  of  potash 
of  a  known  strength,  and  which  we  have  already  described  before,  (page  114). 
M.  Racwski  has  ascertained  that  the  perphoephate  of  iron  has  always  the  same 
composition,  namely,  PCs,  FcaOs,  so  that  the  phosphorus  or  phosphoric  acid  may 
be  calculated  from  the  quantity  of  the  iron  obtained  by  the  above  proces& — Ed. 
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hand^  an  incautious  management  of  the  heat  might  also  cause  a 
loss,  if  too  large  a  proportion  of  protoxyde  of  lead  has  been 
employed,  because  too  much  nitrate  of  lead  would  then  be 
formed,  which  would  strongly  decrepitate  before  being  de- 
composed. 

*  Phosphorous  and  hypophosphorous  acids  cannot  be  con- 
verted into  phosphoric  acid  by  nitric  acid,  except  in  very 
concentrated  solutions,  and  with  the  help  of  heat.  Wherefore, 
when  the  operator  wishes  to  determine  them  quantitatively,  by 
means  of  metallic  iron  according  to  Berthier's  method,  it  is 
necessary,  after  having  added  the  nitric  acid,  to  evaporate  the 
liquor  to  a  very  small  bulk.  Yet  it  may  very  easily  happen 
that  a  small  quantity  of  the  phosphoric  acid  produced  is  vola- 
tilised by  the  action  of  the  heat.  This  effect  does  not  take 
place  when,  besides  nitric  acid,  the  operator  adds  nitrate  of 
potash  to  the  liquor,  and  evaporates  the  whole  to  dryness.  The 
oxydised  mass  may  then  be  dissolved  in  water,  supersaturated 
with  nitric  or  muriatic  acid,  and  the  phosphoric  acid  produced 
determined  by  means  of  metallic  iron. 

*  It  is  advisable,  for  the  purpose  of  determining  phosphorous 
and  hypophosphorous  acids,  to  employ  this  method  only  when 
the  liquor  contains  muriatic  acid,  sulphuric  acid,  or  alkalies,  in 
which  case  that  which  consists  in  the  use  of  protoxyde  of  lead 
cannot  be  resorted  to.  Otherwise,  that  is  if  the  substances 
just  enumerated  are  absent,  the  latter  method  is  preferable. 

SEPARATION    OF   PHOSPHORIC    ACID    FROM    SULPHURIC   ACID. 

Phosphoric  acid  may  be  very  accurately  separated  from  sul- 
phuric acid  by  means  of  a  solution  of  a  salt  of  baryta,  an  excess 
of  which,  poured  in  an  acid  solution,  precipitates  only  sulphate 
of  baryta,  the  phosphate  of  that  base  remaining  in  solution  in 
the  liquor.  From  the  weight  of  the  sulphate  of  baryta,  that  of 
the  sulphuric  acid  which  it  contains  is  calculated.  The  operator 
may  then  determine  in  the  filtered  liquor  the  quantity  of  the 
phosphoric  acid  which  it  contains,  by  saturating  the  solution  with 
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ammonia^  which  produces  a  precipitate  of  phosphate  of  barjrta ; 
but  this  method  does  not  yield  very  accurate  results.  The  phos- 
phate of  baiyta  is  not  completely  precipitated  by  the  super- 
saturation  with  ammonia^  a  small  quantity  of  this  salt  remains  in 
solution^  which  is  so  much  the  more  considerable  that  the  liquor 
is  more  acid^  because  a  greater  quantity  of  ammoniacal  salt  is 
then  produced^  which  dissolves  a  little  phosphate  of  barjrta. 
The  quantity  of  phosphate  of  baryta  which  is  not  precipitated  is 
pretty  considerable^  especially  when  the  solution  contains  free 
muriatic  acid.  Phosphate  of  baryta  is  so  soluble  in  a  solution 
of  muriate  of  ammonia,  that  a  solution  of  chloride  of  barium, 
added  to  a  solution  of  phosphoric  acid  containing  much  muri- 
atic acid,  and  subsequently  supersaturated  with  ammonia,  often 
fails  in  precipitating  the  smallest  trace  of  phosphate  of  baryta. 

♦  In  such  a  case,  the  best  method  of  determining  quantita- 
tively phosphoric  acid  in  the  liquor,  is,  after  having  removed  the 
sulphuric  add,  to  employ  iron,  according  to  Berthier's  method, 
but  the  operator  must  then  take  care  to  eliminate  the  excess  of 
barjrta  contained  in  the  liquor,  by  means  of  sulphuric  acid. 


SEPARATION   OF    PHOSPHORIC  ACID  FROM  THE  ACIDS  OF  ARSENIC, 
FROM   SELENIUM,    AND    FROM    TELLURIUM. 

Phosphoric  acid  may  be  very  accurately  separated  from  the 
acids  of  arsenic,  by  passing  a  current  of  sulphuretted  hydrogen 
through  the  acid  liquor ;  this  reagent  precipitates  only  the  acids 
of  arsenic  in  the  state  of  sulphuret  of  arsenic,  whilst  it  has  no 
action  upon  phosphoric  acid.  The  quantity  of  the  arsenic  acid 
is  then  determined  from  the  weight  of  the  sulphuret  of  arsenic 
obtained  in  the  manner  spoken  of  (page  332.)  If  the  operator 
wishes  to  estimate  the  phosphoric  acid  contained  in  the  liquor 
filtered  from  the  sulphuret  of  arsenic,  protoxyde  of  lead  may  be 
resorted  to  in  the  manner  described  before.  Yet  the  solution 
must  not,  of  course,  contain  any  other  substance  than  nitric 
acid,  and  the  absence  of  all  acids  capable  of  forming  with 
protoxyde  of  lead  salts  which  would  resist  the  action  of  the  fire. 
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must  have  been  previously  ascertained.  It  is  necessary  also  to 
expel  beforehand  even  the  slightest  trace  of  sulphuretted 
hydrogen  which  might  remain  in  solution. 

*  The  determination  of  phosphoric  acid  is  more  easily  effected, 
however,  in  such  cases,  by  metallic  iron  than  by  protoxyde  of 
lead,  because  the  action  of  nitric  acid  upon  sulphuretted 
hydrogen  is  to  form  a  little  sulphuric  acid,  the  presence  of  which 
renders  the  determination  of  phosphoric  acid  by  protoxyde  of 
lead  uncertain  in  its  results. 

The  method  which  serves  to  separate  phosphoric  acid  from  the 
acids  of  arsenic  might  be  likewise  employed  for  separating  it 
from  tellurous  and  from  selenious  acids,  when  these  substances 
exist  simultaneously  with  it  in  a  compound :  but  in  such  a  case 
the  separation  is  effected  much  better  by  sulphurous  acid. 
Selenic  acid  may  be  separated  from  phosphoric  acid  by  the  same 
process  which  is  used  for  separating  the  latter  from  sulphuric 
acid,  that  is  to  say,  by  means  of  a  solution  of  baryta-salt,  for 
which  purpose  nitrate  of  baryta  should  be  chosen.  But,  if 
muriatic  acid  has  been  added  to  the  solution,  the  whole  must  be 
heated  with  an  excess  of  this  add^  in  order  to  convert  the  selenic 
acid  into  selenious  acid,  which  is  precipitated  afterwards  by  sul- 
phurous acid.  If  telluric  acid  were  present,  it  should  be  first 
converted  into  tellurous  acid,  and  afterwards  reduced  by 
sulphurous  acid. 

SEPARATION    OF    PHOSPHORIC    ACID    FROM    VANADIC    ACID. 

*  In  order  to  separate  these  two  acids  from  each  other,  they 
must  be  first  combined  with  ammonia:  the  excess  of  volatile 
alkali  is  expelled  by  applying  heat,  and  to  the  solution  the  operator 
adds  a  solution  of  muriate  of  ammonia,  in  which  vanadate 
of  ammonia  is  insoluble.  This  latter  salt  is  washed  with  a 
solution  of  muriate  of  ammonia,  and  it  is  subsequently  converted 
into  vanadic  acid  by  heating  it  moderately  in  contact  with  the 
air.  The  phosphoric  acid  is  afterwards  determined  in  the  liquor 
filtered  from  the  vanadate  of  ammonia. 
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SEPARATION  OF  PHOSPHORIC  ACID  FROM  THE  OXYDES  OF  ANTI- 
MONY, OF  TIN,  OF  GOLD,  OF  MERCURY,  OF  SILVER,  OF 
COPPER,    OF    BISMUTH,    OF    LEAD,    AND    OF    CADMIUM. 

When  phosphoric   acid  is  combined  with  these  oxydes,   a 
certain  quantity  of  the  combination  is  to  be   weighed,   and 
dissolved  in  an  acid;  in  most  cases  muriatic  acid  is  preferred  for 
the  purpose.     The  only  cases  in  which  this  acid  cannot  be 
employed  are  those  in  which  the  combination  contains  either 
protoxyde   of  lead  or  oxyde  of  silver.      The  solution  is  first 
diluted  with  water,  and  the  oxyde  is  precipitated  by  a  current  of 
(sulphuretted  hydrogen.     The  metallic  sulphuret  thus  obtained 
is  treated  according  to  the  methods  which  have  been  described 
before,  and  the  quantity  of  the  oxydes  determined.     It  is  best 
to  infer  the  quantity  of  the  phosphoric  acid  from  the  loss,  but 
this  acid  may  also  be  determined  by  means  of  metallic  iron  after 
previously  expelling  the  slightest  traces  of  sulphuretted  hydrogen. 

When  phosphoric  acid  is  combined  with  oxyde  of  silver,  or 
with  protoxyde  of  lead,  another  method  may  be  adopted.  The 
combination  is  dissolved  in  nitric  acid,  which  is  the  only  acid 
which  can  be  employed  in  this  case,  and  the  oxyde  of  silver  is 
precipitated  from  the  solution  by  means  of  muriatic  acid.  From 
the  quantity  of  chloride  of  silver  obtained,  that  of  the  oxyde  of 
this  metal  is  calculated,  and  subsequently  that  of  the  phosphoric 
acid,  unless  the  operator  wishes  to  determine  the  latter  by 
means  of  metallic  iron. 

If  protoxyde  of  lead  is  contained  in  the  solution,  it  should  be 
precipitated  therefrom  by  sulphuric  acid,  alcohol  being  added  to 
the  liquor,  by  which  means  the  sulphate  of  lead  is  precipitated 
completely,  because  it  is  altogether  insoluble  in  a  spirituous 
liquor.  It  should  be  washed  with  alcohol.  From  the  weight  of 
the  sulphate  of  lead  obtained,  that  of  the  protoxyde  of  lead  is 
calctdated,  and  the  quantity  of  the  phosphoric  acid  is  afterwards 
estimated  from  the  loss. 
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SEPARATION   OF   PHOSPHORIC    ACID    FROM    ARSENIC    ACID^    AND 

FROM    THE    OXYDES    ABOVE    NAMED. 

When  the  substance  to  be  analysed  is  composed  of  phos- 
phoric acid,  of  arsenic  acid,  and  of  one  of  the  oxydes  above 
named — which  can  be  precipitated  completely  from  an  acid 
solution  by  sulphuretted  hydrogen,  which  combinations  occur 
in  nature,  and  in  which  phosphoric  and  arsenic  acids,  being 
isomorphous,  may  replace  each  other  in  the  most  varied  propor- 
tions— the  analysis  may  be  performed  by  two  diflFerent  methods. 

The  combination  is  dissolved  in  an  acid,  for  which  purpose 
muriatic  acid  is  ordinarily  chosen ;  but,  in  certain  cases,  nitric 
acid  answers  better. 

One  of  the  methods  consists  in  diluting  the  solution  with  a 
sufficient  quantity  of  water,  and  precipitating  the  oxyde  in  the 
state  of  sulphuret,  by  means  of  sidphuretted  hydrogen.  The 
sulphuret  of  arsenic,  and  the  metallic  sulphuret  are  afterwards 
separated  from  each  other,  and  the  quantity  of  the  metallic 
oxyde  and  of  the  arsenic  acid  are  afterwards  determined. 

In  the  other  method,  the  acid  solution  is  supersaturated  with 
ammonia,  and  hydrosulphuret  of  ammonia  is  added  thereto  in 
sufficient  quantity  only  to  precipitate  the  oxyde  in  the  state  of 
stdphuret.  The  liquor  is  then  filtered,  and  the  sulphuret  of 
arsenic  is  afterwards  precipitated  therefrom  by  adding  dilute 
muriatic  acid,  or  acetic  acid.  The  substance,  in  that  case,  must 
not  contain  oxyde  of  antimony,  or  of  tin,  because  the  sulphurets 
of  these  two  metals  are,  like  that  of  arsenic,  soluble  in  an  excess 
of  hydrosulphuret  of  ammonia.  Having  already  indicated  the 
precautions,  which  it  is  absolutely  necessary  to  take  in  analyses 
of  that  kind,  they  need  not  be  related  again  here.  When  the 
operator  has  found  the  quantity  of  the  arsenic  acid,  and 
that  of  the  metallic  oxyde,  the  quantity  of  the  phosphoric  acid 
is  calculated   from  the  loss,  this  latter  acid  not  being  acted 
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upon  by  either  sulphuretted  hydrogen,  or  hydrosulphuret   of 
ammonia. 

The  analytical  process  is  the  same  when  the  combination 
consists  of  phosphoric  acid,  of  arsenious  acid,  and  of  one  of  the 
metallic  oxydes  which  have  been  mentioned. 

SEPARATION    OF    PHOSPHORIC    ACID    FROM    THE    OXYDBS    OF 
COBALT,    OF   ZINC,    OF    IRON,    AND    OF    MANGANESE. 

When  phosphoric  acid  is  combined  with  these  metallic 
oxydes,  the  best  method  of  analysing  the  combination  is  the 
following : — A  certain  weight  of  the  compound  is  dissolved  in  an 
acid — muriatic  acid  answers  best  for  this  purpose — ^the  solution 
is  supersaturated  with  ammonia,  and  the  oxydes  are  afterwards 
precipitated  in  the  state  of  metallic  sulphuret  by  hydrosulphuret 
of  ammonia.  When  the  muriatic  add  solution  of  these  metallic 
phosphates  is  saturated  with  ammonia,  the  phosphate  precipi- 
tates  first,  but  sometimes  also  it  redissolves  in  the  excess  of 
the  ammonia.  But,  even  when  the  phosphate  remains  precipi- 
tated, it  is  decomposed  in  a  complete  manner  by  digestion  with 
hydrosulphuret  of  ammonia,  so  that  the  metallic  sulphuret 
precipitated  is  entirely  free  from  phosphoric  acid.  Prom  the 
quantity  of  metallic  sulphuret  thus  obtained,  that  of  the 
metalUc  oxyde  contained  in  the  solution  is  determined  by  the 
methods  which  have  been  described  before.  The  loss  indicates 
the  quantity  of  the  phosphoric  acid. 

*  The  combinations  of  phosphoric  acid  with  the  oxydes  of 
cadmium,  of  lead,  of  bismuth,  of  copper,  of  silver,  and  of  mer- 
cury, may  be  analysed  in  the  same  manner.  But  this  method 
should  not  be  applied  to  the  combinations  of  phosphoric  acid 
with  the  oxydes  of  silver,  and  of  lead;  those  which  I  have  indi- 
cated previously  for  the  quantitative  determination  of  these 
compounds  being  more  simple. 
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SEPARATION    OF    PHOSPHORIC    ACID    FROM    THE    OXYDES    OF 

URANIUM,    AND    OF    NICKEL. 

The  analysis  of  the  combinations  of  phosphoric  acid  with  the 
metallic  oxydes  which,  like  those  of  uranium  and  of  nickel, 
cannot  be  precipitated  from  an  acid  solution  by  sulphuretted 
hydrogen,  or  which  are  imperfectly  precipitated  from  an  ammo- 
niacal  solution  by  hydrosulphuret  of  ammonia,  are  attended 
with  more  difficulties.  The  combination  of  phosphoric  acid 
with  oxyde  of  nickel,  might  be  dissolved  in  muriatic  acid,  and 
ammonia  being  added  to  the  solution,  the  oxyde  might  then 
be  precipitated  in  the  state  of  sulphuret  of  nickel  by  hydrosul- 
phuret of  ammonia;  but  the  operation,  as  we  said,  (page  146),  is 
attended  with  difficulties.  This  method  is  not  appropriate 
either  for  analysing  the  combination  of  phosphoric  acid  with 
oxyde  of  uranium.  Consequently,  when  the  quantity  of  these 
metallic  oxydes  has  to  be  determined  in  such  a  combination, 
the  following  process  should  be  adopted : — A  certain  portion  of 
the  compound  is  weighed,  and  then  mixed  in  a  large  platinum 
crucible  with  about  three  times  its  weight  of  dry  carbonate  of 
potash,  or  of  soda ;  the  whole  is  ignited,  and  the  ignited  mass  is 
then  to  be  treated  by  water,  which  dissolves  the  phosphate  of 
alkali  produced  and  the  excess  of  alkaline  carbonate  employed, 
whilst  the  metallic  oxydes  remain  behind.  These  oxydes  are 
washed  with  water,  and  their  weight  is  determined.  The 
quantity  of  phosphoric  acid  which  was  combined  with  them  is 
indicated  by  the  loss. 

The  metallic  oxydes  which  water  has  not  dissolved,  should 
always  be  dissolved  in  muriatic  acid,  and  subsequently  precipi- 
tated from  that  solution,  because  they  ordinarily  contain  a  pretty 
considerable  quantity  of  alkali  from  which  they  cannot  be  freed 
by  washing,  which  is  especially  the  case  when  this  method 
has  been  employed  to  separate  peroxyde  of  uranium  from 
phosphoric  acid.  The  uranium  remains  united  with  the  alkali 
in  the  state  of  combination.  It  must  therefore  be  dissolved  in 
muriatic   acid,  and   precipitated  therefrom   by  ammonia;    the 
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precipitate  is  afterwards  washed  with  a  solution  of  muriate  of 
ammonia^  ignited^  and  then  weighed. 

Berzelius  employed  this  method  for  separating  phosphoric 
acid  from  peroxyde  of  uranium^  in  the  mineral  called  uranite. ' 

*  Phosphoric  acid  may  be  separated  from  metallic  oxydes  in 
several  phosphates,  by  fusing  the  latter  with  an  excess  of  car- 
bonate of  alkali,  when  the  oxydes  are  completely  insoluble,  both 
in  carbonate  of  alkali,  and  in  pure  alkali.  This  method  may  also 
be  employed  when  phosphoric  acid  has  to  be  separated  from  the 
oxydes  of  iron,  of  zinc,  of  cobalt,  of  copper,  and  some  other 
metals.  The  advantage  of  this  method  is,  besides,  that  the 
phosphoric  acid  may  be  determined  by  means  of  iron  in  the 
alkaline  solution,  after  having  previously  supersaturated  it  by 
an  acid.  It  is  better  however,  in  most  cases,  to  precipitate  the 
metallic  oxydes  by  means  of  sulphuretted  hydrogen,  or  of 
hydrosulphuret  of  ammonia,  this  method  of  analysis  being  more 
accurate,  and  less  difficult. 

SEPARATION    OF    PHOSPHORIC    ACID   FROM    THE    OXYDES   OF 

CHROMIUM. 

*  This  separation  is  attended  with  difficulties.  If  the  solution 
is  neutral,  the  phosphoric  acid  is  separated  fi^m  the  chromic 
acid  by  means  of  a  solution  of  chloride  of  calcium  which  preci- 
pitates the  phosphoric  acid  in  the  state  of  phosphate  of  lime, 

*  Uranite  (calcareo-phosphate  of  uranium)  is  found  chiefly  at  Si  Symphonia,  near 
Antrim,  and  at  St.  Yrieux,  near  Limoges,  in  France,  and  in  several  places  in 
Saxony.     That  of  Austria,  analysed  by  BerzeHus^  was  found  to  consist  of 

Peroxyde  of  Uranium 59*37 

Phosphoric  acid 14'63 

Lime 5-66 

Magnesia,  and  Oxyde  of  Manganese.          .     .  0*19 

Silica,  and  Oxyde  of  Iron      ....  2-85 

Baryta .  1-51 

Water ,         .  14-90 

Fluoric  Acid,  and  Ammonia              ...  Traces. 
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but  does  not  precipitate  the  chromic  acid.  The  phosphate  is 
collected  on  a  filter,  washed,  ignited,  and  the  weight  is  deter- 
mined. In  most  cases,  this  precipitate  is  a  neutral  phosphate 
of  lime,  from  the  weight  of  which  the  quantity  of  the  phos- 
phoric acid  may  be  calculated.  It  is  better,  however,  to  deter- 
mine the  quantity  of  this  acid  by  direct  experiment,  especially 
when  the  solution  from  which  it  was  precipitated,  instead  of 
being  neutral,  was  acid,  the  operator  having  consequently 
been  obliged  to  neutralise  it  with  ammonia.  The  method  by 
means  of  which,  the  quantity  of  phosphoric  acid  existing  in  the 
phosphate  of  lime  is  determined,  will  be  exposed  farther  on. 

*  An  acid  solution  from  which  phosphoric  acid  has  to  be 
separated  from  chromic  acid,  should  first  be  saturated  by  ammo- 
nia, after  which  a  solution  of  chloride  of  calcium  is  poured  into 
it.  If  the  solution  have  been  supersaturated  with  a  little 
ammonia,  it  must  be  filtered  rapidly,  out  of  the  contact  of  the 
air,  in  order  that  the  phosphate  of  lime  should  not  be  contami- 
nated by  carbonate  of  lime. 

*  If  the  solution  be  alkaline,  and  if  it  contain  an  alkaline 
carbonate,  it  should  first  be  supersaturated  by  nitric  acid,  and 
left  at  rest  for  a  long  time,  and  which  is  better  in  a  moderately 
warm  place,  in  order  that  all  the  carbonic  acid  may  be  com- 
pletely disengaged.  It  is  saturated  afterwards  with  ammonia, 
and  then  mixed  with  a  solution  of  chloride  of  calcium. 

*  After  having  separated  the  phosphate  of  lime  by  filtering, 
the  filtered  liquor  is  evaporated  to  dryness,  and  the  residuum,  if 
it  contains  any  ammoniacal  salts,  is  ignited ;  it  is  then  mixed 
with  carbonate  and  nitrate  of  alkali,  and  the  ftised  mass  is 
treated  as  has  been  said  (page  328). 

*  The  separation  of  phosphoric  acid  from  oxyde  of  chromium 
might  be  effected  by  fusing  the  combination  with  hydrate  and 
nitrate  of  potash,  in  order  to  convert  the  oxyde  of  chromium ' 
which  it  contains  into  chromic  acid,  which  might  afterwards 
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be  separated  from  phosphoric  acid  by  the  means  which  I 
have  indicated.  The  separation  of  oxyde  of  chromium  and  of 
phosphoric  acid  by  fusion  with  carbonate  of  potash  or  of  soda, 
might  be  performed  in  the  same  manner  as  that  of  oxyde  of 
nickel^  of  oxyde  of  uranium^  and  other  oxydes  which  are  insoluble 
in  solutions  of  carbonates  of  alkalies^  were  it  practicable  to  efTect 
the  fusion  out  of  the  contact  of  the  air^  by  the  action  of  which  a 
portion  of  the  oxyde  of  chromium  would  be  converted  into 
chromic  acid,  and  which,  upon  the  mass  being  subsequently 
treated  by  water,  would  be  dissolved  along  with  the  phosphate 
of  alkali. 

SEPARATION     OF    PHOSPHORUS  FROM    THE    METALS. 

*  When  phosphorus  is  combined  with  metals  capable  of  being 
precipitated  from  their  solutions  by  sulphuretted  hydrogen  or 
by  hydrosulphuret  of  ammonia,  nitric  acid  or  aqua  regia  is 
poured  upon  the  combination,  and  the  whole  is  heated.  The 
phosphuret  dissolves  completely,  even  when  it  contains  much 
phosphorus,  and  without  leaving  a  trace  of  the  latter  substance. 
The  solution  is  treated  in  the  same  manner  as  an  acid  solution 
of  a  metallic  phosphate.  There  are,  however,  only  a  small 
nimiber  of  metals  which  combine  with  phosphorus,  so  as  to  form 
phosphurets.  Copper,  chromium,  iron,  nickel,  and  cobalt  are 
about  the  only  metals  which  can  thus  unite  with  phosphorus  in 
a  great  number  of  various  proportions. 

*  Muriatic  acid,  even  with  the  help  of  heat,  has  no  action 
upon  the  metals  which  decompose  water  under  the  influence  of 
an  acid,  such  as  iron,  nickel,  and  cobalt. 

*  The  phosphurets  of  the  metals  just  named,  may  very  well  be 
decomposed  like  the  arseniurets  of  the  same  metals,  by  fusing 
them  in  the  pulverised   state,  with  nitrate  and  carbonate  of 

•alkali  (page  343). 
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SEPARATION    OF    PHOSPHORIC    ACID    FROM    YTTRIA. 

The  separation  of  phosphoric  acid  from  the  non-alkaline 
earths,  is  often  attended  with  extraordinary  difficulties.  Phos- 
phoric acid  produces,  with  these  substances,  compounds  which 
have  so  much  resemblance  with  the  pure  earths,  that  it  has  often 
happened,  even  to  distinguished  chemists,  to  overlook  a  very 
considerable  quantity  of  this  acid  in  quantitative  analyses. 

Phosphoric  acid  forms  with  yttria  a  compoimd  which  occurs 
in  nature.  To  separate  these  two  substances  from  each  other 
Berzelius  proceeds  as  follows  : — The  combination  is  fused  with 
carbonate  of  soda,  and  the  fused  mass  is  treated  by  water,  which 
dissolves  the  phosphate  and  the  carbonate  of  soda,  and  leaves 
the  yttria  behind. 

SEPARATION    OF    PHOSPHORIC    ACID    FROM    ALUMINA. 

The  separation  of  phosphoric  acid  from  alumina  is  very 
difficult.  Phosphate  of  alumiua  behaves  towards  a  solution  of 
potash  much  in  the  same  manner  as  alumina.  Neither  can 
phosphoric  acid  be  separated  from  alumina  by  fusion  with  car- 
bonate of  soda,  because  phosphate  of  alumina  is  soluble  in  a 
concentrated  solution  of  the  latter  salt. 

According  to  Berzelius,  the  analysis  of  this  compound  may  be 
performed  as  follows : — The  quantity  of  the  compound  which  it 
is  intended  to  submit  to  analysis  is  first  reduced  into  fine  powder, 
and  weighed.  It  is  then  mixed  in  a  platinum  crucible  with 
silicic  acid  in  extremely  fine  powder,  and  with  carbonate  of  soda, 
and  the  mixture  is  exposed  for  half  an  hour  to  a  red  heat.  If 
the  combination  contains  hardly  auy  thing  else  but  phosphoric 
acid  and  alumina,  the  mixture  should  consist  of  two  parts  of 
phosphate,  and  one  and  a  half  of  silicic  acid,  and  about  six  of 
carbonate  of  soda.  The  pure  silicic  acid,  obtained  from  the 
analysis  or  silicious  compound8,is  the  best  suited  to  the  purpose, 
but  should  the  operator  have  none,  rock-crystal  reduced  into  very 
fine  powder  by  levigation,  answers  the  same  purpose.      The 
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ignited  mass  is  digested  in  water;  that  which  refused  to  dissolve 
is  separated  by  filtering,  and  washed  with  water.  The  solution 
contains  phosphate  of  soda,  and  the  excess  of  carbonate  of  soda. 
The  residuum  consists  of  silicic  acid  combined  with  alumina 
and  soda.  A  small  quantity  of  silicate  of  soda  has  dissolved 
also ;  in  order  to  precipitate  it,  a  little  carbonate  of  ammonia 
is  added  to  the  solution,  and  the  whole  is  left  to  digest.  The 
slight  precipitate  which  is  then  produced  is  added  to  the  mass 
which  water  refused  to  dissolve.  Muriatic  acid  is  poured  on 
the  latter,  and  the  whole  is  evaporated  to  perfect  dryness  in  a 
capsula  of  porcelain  or  of  platinum,  which  renders  the  silicic  acid 
insoluble.  This  being  done,  the  dry  mass  is  to  be  thoroughly 
drenched  with  muriatic  acid,  and  after  some  time  water  is 
poured  upon  it.  The  whole  of  the  silicic  acid  employed  remains 
in  an  insoluble  state,  the  alumina  on  the  contrary  has  dissolved, 
and  is  precipitated  from  the  filtered  liquor  by  carbonate  of 
ammonia.  If  other  bases  are  present  they  have  dissolved  with 
the  alumina.  The  quantity  of  the  phosphoric  acid  is  generally 
estimated  from  the  loss,  when  the  combination  contained  no 
other  acid  capable  of  forming  a  soluble  salt  with  soda.  If, 
however,  the  operator  wishes  to  determine  immediately  the 
quantity  of  the  phosphoric  acid  as  accurately  as  possible,  methods 
should  be  employed,  which  will  be  described  farther  on. 

The  method  employed  by  Puchs  to  separate  phosphoric  acid 
from  alumina,  is  as  follows :  A  certain  quantity  of  the  com- 
bination is  weighed  and  dissolved  in  a  solution  of  pure  potash, 
and  a  solution  of  silicate  of  potash  (liquor  silicum)  is  added 
thereto.  A  thick  mucilaginous  mass  is  thus  obtained,  which  is 
diluted  with  water,  and  afterwards  heated  to  ebullition,  by  which 
an  abundant  precipitate  of  silicate  of  alumina  and  potash  is 
formed.  This  precipitate  is  treated  by  muriatic  acid,  after  which 
the  jelly  produced  by  the  silicic  acid  is  evaporated  to  dryness, 
and  the  latter  is  separated  in  the  same  manner  as  in  Berzelius^ 
method.  The  alumina  is  afterwards  precipitated  from  the 
filtered  liquor.      The  liquor  filtered  from  the  silicate  of  alumina 
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and  potash  contains  the  whole  of  the  phosphoric  acid  which 
existed  in  the  compound. 

SEPARATION    OF    PHOSPHORIC    ACID    FROM    MAGNESIA. 

In  order  to  separate  phosphoric  acid  from  magnesia^  the  com- 
bination is  fused  with  carbonate  of  potash  or  of  soda,  and  the 
ignited  mass  is  treated  by  water,  which  dissolves  the  phosphate 
of  alkali  and  the  excess  of  the  alkaline  carbonate,  and  leaves  the 
magnesia. 

SEPARATION    OF    PHOSPHORIC    ACID    FROM    LIME,    8TR0NTIA,    AND 

BARYTA. 

The  separation  of  phosphoric  acid  and  of  these  earths  is  not 
diflBcult,  and  yields  very  accurate  results.  A  certain  quantity 
of  the  combination  is  weighed  and  dissolved  in  an  acid,  prefer- 
ably in  muriatic  acid.  If  the  phosphoric  acid  is  combined  with 
baryta  only,  the  acid  solution  is  diluted  with  water,  and  sulphuric 
acid  is  added  thereto  in  order  to  precipitate  the  baryta.  Prom 
the  weight  of  the  sulphate  of  baryta  obtained,  the  quantity  of 
the  baryta  is  calculated,  and  that  of  the  phosphoric  acid  is 
deduced  from  the  loss. 

When,  on  the  contrary,  phosphoric  acid  is  combined  with 
strontia  or  with  lime,  weak  alcohol  is  added  to  the  muriatic 
acid  solution,  and  sulphuric  acid  being  added,  precipitates  the 
earths  in  the  state  of  sulphates,  which  are  insoluble  in  weak 
alcohol,  so  that  they  may  thus  be  completely  separated  from  the 
solution.  They  are  then  washed  with  weak  alcohol  and  ignited. 
Afker  ignition,  their  weight  is  determined,  from  which  the 
quantity  of  the  strontia  or  of  the  lime  is  calculated ;  that  of  the 
phosphoric  acid  is  estimated  from  the  loss. 

*  The  acid  combinations  of  phosphoric  acid  with  baryta, 
strontia,  and  lime,  are  insoluble  in  muriatic  acid  after  ignition. 
They  can  be  decomposed  only  by  boiling  them  for  a  pretty  long 
time  in  the  pulverised  state  with  concentrated  sulphuric  acid,  in 
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a  platinum  capsula.  When  the  decomposed  mass  has  cooled,  it 
is  treated  with  a  moderate  quantity  of  water,  which  does  not 
dissolve  the  sulphate  of  baryta.  If  the  combination  contains 
strontia  or  lime,  weak  alcohol  is  poured  on  the  mass  which  has 
been  decomposed  by  sulphuric  acid,  and  the  sulphate  produced 
being  insoluble  in  this  menstruum,  it  is  washed  with  it.  I  have 
already  said  before,  that  phosphate  of  lead  might  be  analysed 
in  the  same  manner. 

The  combinations  of  phosphoric  acid  with  the  alkaline  earths 
may  be  analysed  by  fusing  them  in  a  platinum  crucible,  with 
three  times  their  weight  of  carbonate  of  potash  or  of  soda.  The 
fused  mass  is  treated  by  water,  which  dissolves  the  earth  in  the 
state  of  carbonate  and  free  from  phosphoric  acid.  The  solution 
contains  phosphate  of  alkali  and  the  excess  of  alkaline  carbonate 
employed. 

SEPARATION    OF    PHOSPHORIC    ACID    FROM    POTASH    AND    SODA. 

When  phosphoric  acid  is  combined  with  these  two  alkalies, 
the  best  method  of  determining  it  quantitatively  consists,  accord- 
ing to  Mitzcherlich,  in  determining  the  quantities  of  the  bases> 
and  estimating  that  of  the  phosphoric  acid  from  the  loss.  A 
certain  quantity  of  the  combination  is  weighed,  dissolved  in 
water,  and  an  excess  of  a  solution  of  acetate  of  lead  is  added  to 
the  solution.  The  phosphoric  acid  combines  with  the  pfSt- 
oxyde  of  lead,  and  is  completely  precipitated,  even  when  the 
combination  submitted  to  analysis  is  an  acid  phosphate,  because 
the  precipitate  is  almost  insoluble  in  acetic  acid.  This  preci- 
pitate is  collected  on  a  filter.  A  current  of  sulphuretted 
hydrogen  might  be  passed  through  the  filtered  liquor,  in  order 
to  precipitate  the  protoxyde  of  lead  in  the  state  of  sulphuret  of 
lead ;  but  a  better  and  less  complicated  method  consists  in 
pouring  a  solution  of  carbonate  of  ammonia  in  the  liquor,  and 
heating  the  whole.  The  excess  of  the  protoxyde  of  lead  employed 
is  then  precipitated  in  the  state  of  carbonate  of  lead.  The 
liquor  filtered  from  this  salt  is  evaporated  to  dryness,  and  the 
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residuum  is  ignited.  The  weight  of  the  carbonate  of  alkali 
obtained  is  then  determined ;  if  this  cannot  be  done  with  great 
accuracy,  which  is  the  case,  for  example,  when  the  substance  is 
carbonate  of  potash,  it  is  treated  by  muriatic  or  by  sulphuric 
acid,  and  from  the  weight  of  the  metallic  chloride,  or  of  the 
srdphate  of  alkali,  the  quantity  of  alkali  which  existed  in  the 
phosphate  is  determined ;  that  of  the  phosphoric  acid  is  estimated 
from  the  loss. 
'  It  is  not  so  advantageous  to  employ  chloride  of  barium  instead 
of  acetate  of  lead  to  precipitate  a  phosphoric  acid.  Phosphate 
of  baryta  is  not  absolutely  insoluble  in  water,  and  its  solubility 
is  much  increased  when  the  phosphate  submitted  to  analysis 
being  an  acid  phosphate,  the  operator  is  obliged  to  add  ammonia 
in  order  to  dissolve  it.  The  excess  of  baryta  employed  cannot 
be  so  well  removed  by  carbonate  of  ammonia  as  by  sulphuric 
acid;  and  if  precipitated  by  sulphuric  acid,  and  ammonia  has  been 
previously  added  to  the  solution  of  the  phosphate,  sulphate  of 
ammonia  is  produced  at  the  same  time,  which  cannot  be  expelled 
completely  from  the  sulphate  of  a  fixed  alkali  without  loss. 

*  The  neutral  combinations  of  phosphoric  acid  with  potash 
and  with  soda,  are,  after  ignition,  more  easy  to  analyse.  A 
solution  of  nitrate  of  silver  is  added  to  the  solution.  A  white 
precipitate  of  neutral  phosphate  of  silver  is  thus  obtained,  which 
is  collected  on  a  filter  and  dried ;  it  may  subsequently  be  fused, 
as  for  chloride  of  silver,  and  its  weight  determined,  from  which 
that  of  the  phosphoric  acid  is  estimated.  It  may  be  also 
decomposed,  after  fusion,  by  nitric  acid,  and  precipitated  after- 
wards by  muriatic  acid,  so  as  to  determine  the  oxyde  of  silver  in 
the  solution  in  the  state  of  chloride  of  silver,  which  is  a  still 
better  way  of  determining  the  phosphoric  acid  (page  193).  The 
liquor  filtered  from  the  phosphate  of  silver  must  now  be  freed, 
first  from  the  excess  of  oxyde  of  silver,  by  means  of  muriatic 
acid,  and  thus  the  quantity  of  the  alkali  in  the  solution,  which 
contains  nitric  and  muriatic  acids,  is  then  determined  by  means 
of  the  methods  which  have  been  described  before. 
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*  It  is  not  possible^  however,  to  analyse  thns  the  phosphates 
of  potash  and  of  soda  which  have  not  been  ignited,  and  the 
solutions  of  which  yield,  when  treated  by  nitrate  of  silver,  a 
yellow  precipitate  of  basic  phosphate  of  silver.  After  the  preci- 
pitation by  the  salt  of  silver,  there  remains  a  pretty  large 
quantity  of  phosphoric  acid  in  the  liquor  which  has  been  filtered 
from  this  basic  salt. 

SEPARATION    OF    PHOSPHORIC    ACID    FROM    LITHIA. 

The  separation  of  phosphoric  acid  from  lithia  is  exceedingly 
difficult,  especially  when  the  combination  contains  soda  besides. 
Berzelius  employed  the  following  process  to  decompose  these 
combinations. 

A  certain  portion  of  the  compoimd  is  weighed,  mixed,  and 
fused  in  a  platinum  crucible,  with  twice  its  weight  of  car- 
bonate of  lime;  the  fiised  mass  is  carefully  pulverised,  and 
boiled  with  water.  The  liquor  then  contains  lime  and  the 
whole  of  the  alkalies,  whilst  the  phosphate  of  lime  remains 
insoluble.  The  liquor  is  then  saturated  with  oxalic  acid ;  the 
oxalate  of  lime  which  has  formed  is  collected  on  a  filter,  the 
filtered  liquid  is  evaporated  to  dryness,  and^the  dry  residuum 
is  ignited.  The  alkaline  carbonate  thus  obtained  is  calcined 
and  weighed. 

SEPARATION    OP    PHOSPHORIC    ACID    FROM    SEVERAL    BASES    IN 

COMPLEX    COMPOUNDS. 

The  analysis  of  the  phosphates  becomes  very  difficult  when 
they  simultaneously  contain  several  bases  which  sulphuretted 
hydrogen  or  hydrosulphuret  of  ammonia  cannot  precipitate  in 
the  state  of  metallic  sulphurets  from  acid  or  from  neutral  solu- 
tions, as,  for  example,  when  phosphoric  acid  is  combined  simul- 
taneously with  a  metallic  oxyde  and  with  an  earth.  The 
analysis  is  then  performed  in  the  following  manner : — A  certain 
portion  of  the  combination  is  weighed  and  ignited  with  carbonate 
of  potash  or  of  soda,  and  the  calcined  mass  is  then  treated  by 
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water.  In  most  cases  the  water  so  added  dissolves  only  the 
excess  of  alkaline  carbonate  employed  and  the  phosphate  of 
alkali  produced.  The  bases  with  which  the  phosphoric  acid 
was  previously  combined  remain  behind ;  they  are  to  be  dissolved 
in  muriatic  acid^  and  separated  by  the  methods  which  have  been 
previously  explained. 

*  Of  all  the  methods  which  may  be  employed  to  determine 
bases  in  the  combinations  of  phosphoric  acid^  that  which  has 
been  just  described  is  unquestionably  the  best.  It  may  be  em- 
ployed^ as  we  have  already  said^  for  the  analysis  of  all  the  simple  or 
compound  phosphates  the  bases  of  which  are  not  dissolved  by 
the  alkaline  carbonates^  that  is  to  say^  for  the  analysis  of  the 
phosphates  of  alkaline  earths  and  of  most  metallic  phosphates ; 
but  it  cannot  be  resorted  to,  as  we  have  already  remarked,  when 
phosphate  of  alumina  is  present.  The  determination  of  the 
phosphoric  acid  in  the  aqueous  solution  is  eflFected,  as  will  be 
shown  farther  on. 

When  the  operator  has  to  separate  from  each  other  the  bases 
which  exist  in  compounds  containing  phosphate  of  lime,  or  of 
protoxyde  or  of  peroxyde  of  iron,  BerzeUus  employs  a  method 
which  was  first  proposed  by  Herschel  to  separate  peroxyde  of 
iron  firom  other  oxydes.  The  combination  is  dissolved  in  an 
acid,  and,  if  the  iron  is  in  the  state  of  protoxyde  of  iron,  it  is 
converted  into  peroxyde  of  iron  by  means  of  nitric  acid  or  of 
chlorine  gas.  The  liquor  is  then  saturated  by  carbonate  of 
ammonia  as  exactly  as  possible,  or  rather  until  a  precipitate 
begins  to  appear,  and  then  it  is  made  to  boil.  The  peroxyde  of 
iron  is  thereby  precipitated,  while  the  phosphate  of  lime  remains 
in  solution.  This  method  is  grounded  upon  the  fact  that  the 
neuti*al  persalts  of  iron  are  precipitated  from  their  solutions  by 
ebullition.  But  as  a  small  quantity  of  peroxyde  of  iron  may 
still  be  kept  in  solution  by  a  small  quantity  of  free  acid  which 
may  be  present,  the  operator  should  add  a  little  alkali  to  the 
filtered  liquor,  which  should  be  boiled  a  second  time  until  it  has 
become  too  slightly  acid  to  retain  any  peroxyde  of  iron.     As  the 
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precipitated  peroxyde  of  iron  always  contains  phosphoric  acid, 
it  should  be  dissolved  in  muriatic  acid ;  the  solution  is  then 
saturated  by  ammonia,  and  the  peroxyde  of  iron  is  then  preci- 
pitated therefrom  in  the  state  of  sulphuret  of  iron  by  hydrosul- 
phuret  of  ammonia.  The  liquor  in  which  the  lime  is  dissolved 
is  concentrated  by  evaporation,  and  the  lime  is  then  precipitated 
by  sulphuric  acid  and  alcohol. 

In  general,  in  the  analysis  of  the  phosphates  the  operator 
must  not  forget  that  all  the  combinations — acid,  neutral,  and 
basic — of  phosphoric  acid  are  soluble  in  acids,  but  that  a  very 
large  number  of  acid  phosphates  are  not  soluble  in  muriatic 
acid,  in  nitric  acid,  and  in  dilute  sulphuric  acid,  after  having 
been  exposed  to  a  red  heat.  In  order  to  decompose  these  phos- 
phates, a  certain  quantity  thereof  is  to  be  weighed  and  fused 
with  three  times  its  weight  of  carbonate  of  potash  or  of  soda, 
after  which  .the  fused  mass  is  treated  by  water.  The  following 
method,  which  has  already  been  indicated  (page  440),  is  less  com- 
plicated : — The  insoluble  compound  is  pulverised,  and  a  weighed 
quantity  of  it  is  put  in  a  platiniun  capsula,  which  must  be  pretty 
large,  and  concentrated  sulphuric  acid  being  poured  upon  it,  the 
whole  is  boiled  for  a  long  time,  taking  care,  however,  not  to 
volatilise  all  the  excess  of  sulphuric  acid.  Water  is  then  added 
with  care ;  the  combination  dissolves  then  completely,  provided 
the  base  of  the  phosphate  is  not  one  of  those  which  form  with 
sulphuric  acid  salts  insoluble  or  sparingly  soluble,  such  as,  for 
example,  protoxyde  of  lead,  lime,  strontia,  and  baryta. 

In  almost  all  the  analysis  of  the  combinations  of  phosphoric 
acid  with  the  various  bases  which  have  been  enumerated,  hitherto 
we  have  not  spoken  of  the  method  which  should  be  adopted 
to  determine  immediately  the  quantity  of  this  acid.  The  imme 
diate  determination  cannot  be  effected  as  accurately  as  that  of 
many  other  substances.  The  methods  which  consist  in  analysing 
in  a  precise  manner  the  quantity  of  the  base  contained  in  the 
phosphates,  and  in  calculating  the  quantity  of  the  phosphoric 
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acid  by  the  loss,  yield  unquestionably  the  most  accurate  results. 
Yet,  in  certain  cases,  and  especially  when  the  combination 
contains  a  great  number  of  bases,  it  may  be  necessary  or  useful 
to  determine  immediately  the  quantity  of  the  phosphoric  acid. 

After  having  separated  the  bases  from  the  phosphoric  acid  by 
means  of  sulphuretted  hydrogen,  and  heated  for  a  long  time 
the  filtered  acid  liquor,  in  order  to  expel  the  slightest  traces  of 
sulphuretted  hydrogen,  it  is  customary  to  determine  the  quan- 
tity of  the  phosphoric  acid  in  the  following  manner :— The  hquor 
is  saturated  with  ammonia,  and  the  operator  then  adds  the 
solution  of  a  salt  with  the  base  of  which  phosphoric  acid  forms 
an  insoluble  compoimd.  Acetate  or  nitrate  of  lead,  or  chloride 
of  barixmi  or  of  calcium  are  ordinarily  chosen  in  preference. 
The  solutions  of  the  salts  of  lead  are  those  which  precipitate 
phosphoric  acid  best.  When  they  are  used,  it  is  advisable  to 
saturate  the  liquor  exactly  with  ammonia.  This  liquor  may, 
however,  be  slightly  acid,  provided  this  be  owing  to  the  presence 
of  acetic  acid,  and  provided  the  liquof  contains  no  other  acid. 
If  solutions  of  salts  of  baryta  are  employed,  the  liquor  must 
contain  no  muriatic  acid.  After  having  saturated  the  acid  liquor 
by  ammonia,  the  phosphoric  acid  may  be  precipitated  by  chloride 
of  bariimi,  or  of  calcium,  but  in  that  case  the  phosphate  of 
baryta  or  of  lime  must  be  speedily  collected  on  a  filter  and  shel- 
tered from  the  contact  of  the  air  during  the  filtering,  because  if 
this  precaution  was  neglected  if  might  be  contaminated  by  some 
carbonate  of  baryta  or  of  lime.  I  have  already  said  before,  that 
phosphate  of  baryta  is  not  absolutely  insoluble  in  a  liquor  which 
contains  ammoniacal  salts.  As  phosphate  of  Ume  appears  to  be 
less  soluble  in  a  liquor  of  that  kind,  the  solution  of  chloride  of 
calcium  is  generally  preferred  to  that  of  chloride  of  barium,  for 
the  purpose  of  precipitating  phosphoric  acid.  Berthier's  method 
is,  however,  more  suitable  for  the  determination  of  the  phos- 
phoric acid  in  the  liquor  filtered  from  the  metallic  oxydes. 

When  the  bases  have  been  separated  from  the  phosphoric  acid 
by  hydrosulphuret  of  anmionia,  the  liquor  filtered  from  the 
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metallic  sulphurets  is  acidified  and  heated  until  every  trace  of 
sulphuretted  hydrogen  has  been  expelled.  The  sulphur  which 
has  separated  is  then  collected  on  a  filter^  and  the  phosphoric 
add  is  precipitated  in  the  manner  mentioned  above. 

When  the  solution  from  which  the  phosphoric  acid  has  to 
be  precipitated  contains  carbonate  of  alkali  or  pure  alkaU^  it 
must  be  acidified  by  adding  acetic  acid  thereto^  and  left  at 
rest  for  about  twenty-four  hours,  covering  it  loosely  so  that 
all  the  carbonic  add  may  be  disengaged.  It  is  best  to  employ 
a  flask  capable  of  being  covered,  and  into  which  the  pred- 
pitation  of  the  phosphoric  add,  by  the  addition  of  chloride  of 
caldum  to  the  ammoniacal  liquor  is  performed.  The  access  of 
the  air,  and  all  formation  of  carbonate  of  Ume  is  thus  prevented. 
Time  is  allowed  for  the  phosphate  of  lime  produced  to  settle  well 
at  the  bottom  of  the  flask,  the  supernatant  Uquor  is  then  filtered, 
the  precipitate  itself  is  afterwards  thrown  upon  the  filter  and 
washed  thereon. 

*  When  the  combination  has  been  fused  with  carbonate  of 
alkali,  and  the  fused  mass  has  been  afterwards  treated  by  water, 
a  solution  of  phosphate  and  of  carbonate  of  alkali  is  always 
obtained  (page  442). 

It  is  always  impossible  to  know  exactly  the  composition  of 
the  precipitate  which  the  salts  of  lead,  chloride  of  barium,  or 
chloride  of  calcium  have  produced  in  solutions  of  phosphates ; 
wherefore  the  quantity  of  the  phosphoric  acid  must  never  be 
calculated  from  the  weight  of  such  a  precipitate.  This  is 
principally  the  case  when  chloride  of  barium  or  of  calcium  have 
been  employed  to  precipitate  phosphoric  acid  in  the  state  of 
phosphate  of  baryta  or  of  lime  from  a  liquor  which  has  been 
rendered  ammoniacal ;  the  precipitate  consists,  then,  of  a  mix- 
ture of  neutral  and  of  basic  salts  in  undetermined  proportions. 
It  is  therefore  absolutely  necessary  to  estimate  the  quantity  of 
the  phosphoric  add  contained  in  the  precipitates  which  have 
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formed.  This  may  be  done  by  the  simple  method  which  has 
been  described  before.  The  precipitate  is  ignited,  after  which, 
if  it  consists  of  phosphoric  acid  and  baryta,  it  is  first  treated 
by  sulphuric  acid,  then  by  water.  If  protoxyde  of  lead  or  lime 
has  been  employed  to  precipitate  the  phosphoric  acid,  weak 
alcohol  is  used  instead  of  water.  The  quantity  of  sulphate  thus 
obtained  is  afterwards  determined,  from  which  that  of  the 
baryta,  of  the  protoxyde  of  lead,  or  of  the  lime,  is  calculated, 
and  afterwards  that  of  the  phosphoric  acid  which  was  combined 
with  these  bases  in  the  precipitate. 

The  quantitative  determination  of  phosphoric  acid  by  means 
of  the  solutions  of  chloride  of  barium  and  chloride  of  calcium, 
or  of  a  salt  of  lead,  becomes  still  more  uncertain  when  the  com- 
bination contains  sulphuric  acid  besides.  It  is  true  that  the 
latter  may  be  easily  removed  by  means  of  a  solution  of  a  salt 
of  baryta,  as  I  have  already  said,  for  sulphate  of  baryta  alone 
caik^thus  be  precipitated  from  an  acid  Uquor.  Yet,  for  the 
reasons  which  I  have  developed  before,  the  phosphoric  acid 
contained  in  the  filtered  liquor  cannot  be  precipitated  completely 
in  the  state  of  phosphate  of  baryta  by  supersaturating  the  liquor 
with  ammonia.  The  quantitative  determination  of  sulphuric 
and  of  phosphoric  acids,  when  simultaneously  present,  can 
hardly  ever  be  attended  with  success,  and  at  any  rate,  only 
when  these  acids  are  combined  with  bases  capable  of  being 
precipitated  by  sulphuretted  hydrogen  in  the  state  of  metallic 
sulphurets.  In  such  cases  the  combination  is  dissolved  in  nitric 
acid,  and,  after  diluting  the  solution,  the  metallic  oxydes  are 
precipitated  therefrom  by  sulphuretted  hydrogen,  the  liquid  is 
filtered,  heated  in  order  to  expel  all  the  free  sulphuretted 
hydrogen  which  it  may  contain,  and  a  solution  of  nitrate  of 
baryta  is  afterwards  added.  The  precipitated  sulphate  of  baryta 
is  weighed,  and  from  its  weight  the  quantity  of  the  sulphuric 
acid  is  calculated.  The  quantity  of  this  acid  may  be  greater 
than  that  which  is  actually  contained  in  the  solution,  because 
the  action  of  sulphuretted  hydrogen  upon  dilute  nitric  acid, 
produces  sometimes  a  little  sulphuric  acid. 
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*  The  liquor  filtered  from  the  sulphate  of  bar3rta  produced 
is  then  evaporated  with  care  to  dryness^  the  dry  residuum  is  then 
ignited  and  weighed.  The  quantity  of  the  baryta  contained  in 
the  residuum  is  determined  in  order  to  estimate  that  of  the 
phosphoric  acid  from  the  loss.  To  effect  this  the  ignited  mass 
is  decomposed  by  sulphuric  acid^  and^  from  the  weight  of  the 
sulphate  of  baryta  which  is  thus  formed^  the  quantity  of  the 
baryta  which  it  contains  is  calculated. 

In  adding  nitrate  of  baryta^  great  care  should  be  taken 
to  pour  only  a  little  more  of  it  than  is  strictly  necessary 
to  precipitate  the  sidphuric  acid.  The  excess  employed 
varies  with  the  quantity  of  the  phosphoric  acid.  If  too  much 
nitrate  of  baryta  has  been  employed^  the  result  will  subse- 
quently be  that  when  the  excess  of  this  salt  comes  to  be  decom- 
posed during  the  ignition^  carbonate  of  baryta  is  produced  from 
the  action  of  the  air,  which  will,  of  course,  completely  vitiate 
the  analysis.  * 

In  the  analysis  of  phosphates  the  bases  may  often  be  preci- 
pitated by  an  excess  of  solution  of  pure  potash,  by  which  means 
they  may  be  separated  from  phosphoric  acid.  But  this  method 
yields  results  which  are  quite  as  inaccurate  as  those  obtained 
by  separating  arsenic  acid  from  metallic  oxydes,  by  means  of 
pure  potash  (page  341).  However  large  may  be  the  excess  of 
potash  employed,  the  metallic  oxydes  precipitated  by  this  re- 
agent can  very  seldom  be  obtained  free  from  phosphoric  acid. 

It  is  easily  seen  from  that  which  has  been  said,  that  the  method 
which  consists  in  precipitating  phosphoric  acid  by  solution  of  a 
salt  of  lead,  previous  to  the  determination  of  the  bases,  cannot 
be  applied  here  any  more  than  for  arsenic  acid  (page  344).' 


^  M.  Erdman  proposed  some  years  ago  to  estimate  the  constituents  of  perpbos- 
phate  of  iron,  by  precipitating  with  ammonia,  mixing  it  witli  a  sufficient  quantity  of 
carbonate  of  soda,  and  igniting  the  mixture  in  a  platinum  crucible.  The  soda 
becomes  thus  converted  into  phosphate  of  soda,  which  he  separates,  by  filtering,  from 
the  insoluble  peroxyde  of  iron.  If  the  perphosphate  of  iron  was  mixed  with  phos- 
phate of  alumina,  the  alumina  would  be  dissolved  by  tlie  alkaline  salt ;  by  saturating 
the  excess  of  carbonate  and  adding  ammonia  to  the  solution,  it  is  precipitated  in  the 
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DETERMINATION  OF  PHOSPHOROUS  AND  HYPOPHOSPHOROUS 

ACIDS  IN  THEIR  COMPOUNDS. 

When  the  quantity  of  phosphorous  and  of  hypophosphorous 
acids  in  the  combinations  which  these  acids  form  with  bases  has 
to  be  determined^  these  combinations  are  first  converted  into 
phosphates^  which  are  then  analysed  by  the  methods  which 
have  been  mentioned  before.  In  order  to  transform  phosphites 
and  hypophosphites  into  phosphates^  a  certain  quantity  of  the 
combination  under  exatiaination  is  first  weighed^  it  is  put  in  a 
shallow  platinum  capsula,  nitric  acid  is  poured  upon  it^ 
and  the  whole  is  evaporated  to  dryness ;  the  residuum  is  then 
ignited  with  care.  Thus  treated,  the  neutral  phosphites  yield 
neutral  phosphates ;  but  the  neutral  hypophosphites  are  con- 
verted into  acid  phosphates. 

The  quantitative  determination  of  phosphorous  acid  would  be 
more  simple^  if  it  was  only  necessary  to  dissolve  its  combinations 
in  water,  or  in  acids,  and  only  to  determine  the  quantity  of  the 
bases  in  the  solution.  But  all  the  phosphites  contain  water 
which  cannot  be  expelled  by  a  gentle  heat,  because  it  is  consti« 
tutional  water,  that  is,  water  necessary  to  the  existence  of  these 
salts;  and  hence,  the  quantity  indicates  collectively  phos- 
phorous acid  and  water.  It  is  therefore  necessary  to  weigh  a 
certain  quantity  of  the  phosphite,  and  to  transform  it  into 
phosphate,  which  is  afterwards  weighed,  and  in  which  the 
quantity  of  base  which  it  contains  is  determined.  The  quantity 
of  phosphoric  acid  produced  by  the  oxydisation  being  thus 
arrived  at,  it  is  easy  to  calculate  from  it  that  of  the  phosphorous 
acid,  which  has  been  thus  converted  into  a  higher  degree  of 
oxydisation.  The  quantity  of  the  base,  and  of  the  acid  in  the 
phosphite  being  thus  determined,  the  loss  indicates  how  much 
water  was  contained  in  this  salt. 


state  of  basic  phosphate  of  almnina  ;  the  liquor  is  then  acidified  by  acetic  acid,  and, 
by  means  of  acetate  of  lead,  the  phosphoric  acid  contained  in  the  solution  is  finally 
predpitated. — Ed. 
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The  phosphites  of  alkalies  are  soluble  in  water^  but  the 
combinations  of  phosphorous  acid  with  the  other  bases  are 
only  soluble  in  acids. 

The  hypophosphites  are  all  soluble  in  water^  wherefore  the 
bases  can  be  precipitated  firom  their  solutions  and  quantitatively 
determined  by  the  ordinary  methods.  When  hypophosphoroua 
acid  is  combined  with  metallic  oxydes^  the  latter  may  also  be 
precipitated  by  alkalies^  when  capable  of  being  thus  precipitated^ 
The  earthy  hypophosphites  are  precipitated  by  the  reagents 
which  have  been  spoken  of  before  in  the  chapters  which  treat  of 
these  salts. 

When  the  operator  wishes  to  determine  in  hypophosphites 
the  quantity  of  the  acid  and  of  the  water,  of  which  water  often 
the  whole,  but  frequently  also  a  part  only,  is  necessary  to  the 
existence  of  the  salt,  a  certain  portion  of  the  latter  is  weighed, 
and  nitric  acid  being  poured  upon  it,  the  whole  is  evaporated 
to  dryness;  the  dry  mass  is  afterwards  ignited.  The  hypo- 
phosphorous  acid  is  thus  converted  into  phosphoric  acid.  The 
combination  is  then  weighed,  and  the  quantity  of  base  which  it 
contains  is  determined,  by  which  that  of  the  phosphoric  acid 
becomes  known,  and  from  which  that  of  the  hypophosphorous 
acid  is  calculated.  The  loss  indicates  the  quantity  of  the  water. 
This  mode  of  operation  presents,  however,  a  peculiar  difl&culty. 
The  hypophosphites,  when  treated  by  nitric  acid,  are  trans- 
formed into  acid  phosphates,  which  after  ignition  are  insoluble 
in  muriatic  acid,  and,  therefore,  are  difficult  to  decompose.  In 
order  to  render  them  soluble,  they  are  treated  by  sulphuric 
acid  in  the  manner  described  before,  or  else,  before  treating  the 
hypophosphites  by  nitric  acid,  a  weighed  quantity  of  base  is 
added. 
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DETERMINATION    OF    THE    QUANTITIES    OF    THE    ACIDS    OF    PHOS- 
PHORUS   WHEN    SOME    OF    THEM    EXIST    SIMULTANEOUSLY. 

When  a  liquor  contains  both  phosphoric  and  phosphorous 
acids^  or  phosphoric  and  hypophosphorous  acids^  and  their 
respective  quantities  have  to  be  determined,  it  may  be  done  in 
a  very  accurate  manner  by  the  following  method : — The  liquor 
is  gradually  poured,  and  by  small  portions  at  a  time,  into  a  fully 
saturated  solution  of  perchloride  of  mercury.  The  precaution 
(pouring  small  portions  at  a  time)  is  necessary,  because,  if  too 
large  a  quantity  of  the  acid  liquor  imder  examination  was  at 
once  poured  into  the  solution  of  perchloride  of  mercury,  or 
vice  versd,  a  large  quantity  of  the  latter  into  the  former,  a 
separation  of  mercury  in  the  metallic  state  might  take  place, 
which  accident  must  be  absolutely  avoided.  Subchloride  of 
mercury  soon  precipitates,  with  a  lustre  like  that  of  mother-of- 
pearl,  and  which  gradually  increases.  The  whole  is  left  to  digest 
for  several  days  at  a  very  gentle  heat,  because  the  last 
portions  of  the  subchloride  of  mercury  subside  very  slowly,  and 
only  by  a  prolonged  digestion.  The  precipitate  is  collected 
upon  a  weighed  filter,  dried  at  an  exceedingly  moderate  heat, 
until  it  ceases  to  lose  weight,  and  it  is  then  finally  weighed. 
From  the  quantity  obtained,  that  of  the  phosphorous,  or  of  the 
hypophosphorous  acid  are  calculated,  both  these  acids  having 
been  converted  into  phosphoric  acid. 

Another  portion  of  the  liquor  under  examination  is  mixed 
with  nitric  acid  and  with  a  weighed  quantity  of  protoxyde  of  lead, 
in  order  to  determine,  by  the  method  indicated  before  (page  426), 
the  quantity  of  the  phosphoric  acid,  part  of  which  existed 
already  in  the  liquor,  whilst  the  other  portion  arises  from  the 
decomposition  of  the  nitric  acid  by  the  phosphorous  or  hypo- 
phosphorous acid.  The  first  experiment  having  indicated  how 
much  phosphoric  acid  was  produced  by  the  phosphorous  or 
hypopliosphorous  acid,  the  operator,  by  deducting  that  quantity 
from  the  whole  of  the  phosphoric  acid  obtained,  may  thus  learn 
how  much  of  the  acid  existed  in  the  compound. 

o  o  2 


452 


PHOSPHORUS. 


It  is  easy  by  this  method  to  analyse  the  acid  which  is  prodi 
by  the  deliquescence  of  phosphoruB  in  the  air.  It  never  hap] 
that  a  liquor  contains  simultaneously  the  three  acida  of  p 
phorus,  and,  consequently,  the  quantity  of  each  of  these  i 
has  never  to  be  determined  in  a  same  liqnor. 


When  combinations  of  phosphates,  of  phosphites,  am 
hypophoBphites,  have  to  be  analysed,  tbey  are  dissolved  in  wi 
or  if  insoluble  therein,  they  are  dissolved  in  muriatic  acid ; 
liquor  is  acidified,  in  the  first  case,  vrith  muriatic  acid,  and 
operator  then  proceeds  as  we  have  just  said. 
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CHAPTER   XLIV. 

SILICIUM. 


DETERMINATION  OF  SILICIC  ACID. 

The  quantity  of  silicic  acid  contained  in  an  alkaline^  or  in 
an  acid  liquor,  cannot  be  determined  in  any  other  manner  than 
by  evaporating  the  solution  to  perfect  dryness.  If  the  liquor  is 
alkaline,  it  must  first  be  acidified  by  adding  muriatic  acid  thereto. 

*  During  the  evaporation,  the  silicic  acid  is  gradually  sepa- 
rated under  the  form  of  a  jelly.  When  the  acid  liquor  has 
been  reduced  to  a  certain  volume,  and  is  suffered  to  cool,  it  is 
found,  after  cooling,  in  the  state  of  a  firm  jelly ;  but  in  that 
state,  the  silicic  add  is  not  as  yet  quite  insoluble  in  water;  it  is 
only  after  having  completely  dried  this  jelly  that  it  becomes 
insoluble.  The  dry  mass  is  then  treated  by  water,  the  silicic 
acid  is  separated  by  filtering,  it  is  washed  and  ignited  in  a 
platinum  crucible.  Silicic  acid  must  be  perfectly  dry  before 
being  submitted  to  ignition,  otherwise  it  may  be  projected  as 
dust,  and  a  loss  thus  easily  be  sustained.  Immediately  after 
this,  the  crucible  must  be  closed  with  a  tight  cover,  and,  when 
cold,  the  whole  is  weighed.  If  the  silicic  acid  were  suffered 
to  cool  without  covering  the  crucible,  it  would  attract  moisture 
with  still  more  rapidity  than  other  pulverulent  substances. 

Silicic  acid  forms  with  other  oxydes,  compounds,  some  of 
which  are  easily  decomposed  by  stronger  acids,  whilst  others 
resist  the  action  of  the  most  powerful  acids.  The  process  to  be 
followed  for  the  analysis  of  silicious  compounds  which  can  be 
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I  easily  decomposed  by  aeids^  is  quite  different  from  that  whic 

must  be  resorted  to  for  such  of  those  compounds  as  are  m 
attacked  by  acids.  I  have  given,  in  the  first  volume^  a  list  < 
the  native  silicious  compounds  which  are  decomposed  by,  c 
which  resist  the  action  of  acids. — (Vol.  I.,  page  287.) 

SEFARATION    AND    DETERMINATION    OF    SILICIC     ACID,    IN    COl 

FOUNDS   WHICH    ARE    CAPABLE    OF    BEING    DECOMPOSED    B 
ACIDS. 

The  analysis  of  the  silicates  which  can  be  decomposed  l 

acids  is  much  more  simple  than  that  of  the  other  silicate 

Muriatic  acid  (somewhat  concentrated)  is  generally  used  in  pn 

ference  to  decompose  these  combinations.     It  is  only  in  a  sma 

j  number  of  cases  that  nitric  acid,  or  even  sulphuric  acid^  ai 

i  employed  instead.      Although   most   of  the   combinations   < 

I  silicic  acid  can  be  decomposed  by  sulphuric  acid,  when  the 

are  digested  in  a  state  of  fine  powder  with  this  add,  yet  it  i 
seldom  resorted  to,  because  its  employ  has  many  drawback 
which  will  be  mentioned  farther  on. 

The  silicate  to  be  analysed  is  first  reduced  into  fine  powdei 
without  addition  of  water,  in  order  to  be  able  to  weigh  exact! 
a  certain  quantity  of  it,  and  the  powder  thus  weighed  is  put  i 
a  platinum  crucible,  which  must  be  very  moderately  heatec 
The  operator  must  take  great  care  that  the  temperature  doe 
not  exceed  that  of  boiling  water,  because  many  silicates  contaii 
water  or  other  volatile  substances,  a  portion  of  which  woul 
then  be  disengaged.  Moreover,  a  great  many  silicates  can  n 
longer  be  decomposed  by  acids  after  their  volatile  constituent 
have  been  expelled  by  a  strong  heat  or  by  ignition. 

The  weighed  portion  of  the  silicate  is  put  in  a  glass,  which  i 
closed  by  a  glass-plate  fitting  well,  and  muriatic  add  is  poure 
upon  it.  The  glass  must  be  of  a  kind  capable  of  resisting  th 
action  of  acids.  The  various  combinations  of  silicic  acid  ar 
differently  decomposed.  Some  of  them  are  decomposed  almos 
instantaneously ;  the  silicic  acid  separates  in  the  form  of  a  jellj 
and  when  too  large  a  proportion  of  silicic  acid  has  not  bee] 
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employed^  it  absorbs  all  the  acid,  and  tlie  result  is  a  swelled 
mass  of  a  gelatinous  appearance.  Other  silicates,  also  in  powder, 
are  likewise  easily  decomposed  by  muriatic  acid,  but  the  silicic 
acid  separates  in  the  form  of  a  light  flocculent  powder,  and  does 
not  form  a  jelly.  Others  again  are  difficultly  decomposed  by 
muriatic  acid,  and  it  is  necessary,  after  having  reduced  them 
into  very  fine  powder,  to  digest  them  for  a  long  time  in  that 
acid,  with  the  help  of  heat,  in  order  to  decompose  them. 

The  decomposed  and  gelatinous  combination  is  treated  by  a 
little  water;  the  silicic  acid  separates  under  the  form  of  light 
flocks.     Before  collecting  it  upon  a  filter,  the  operator  must 
examine  whether  the  combination  has  been  completely  decom- 
posed by  the  acid.      This  is  done  in  a  very  simple  manner,  and 
which  is  the  same  for  all  the  silicates  which  can  be  decomposed 
by  acids : — ^A  glass  rod  is  rubbed  against  the  bottom  and  sides 
of  the  glass ;  if  this  produces  a  gritty  noise  similar  to  that  pro- 
duced by  rubbing  fine  sand  between  two  pieces  of  glass,  it  is 
owing  to  the  presence  of  a  certain  quantity  of  undecomposed 
powder.      In  this  case,  the  operator  will  notice  that,  under  the 
flocks  of  silicic  acid,  there  is  a  deposit  of  a  heavier  powder. 
Ths  liquor  must  then  be  decanted  with  the   silicic  acid  in 
suspension,  and  the  undecomposed  portion  is  then  treated  by  a 
fresh  quantity  of  muriatic  add.    When,  however,  the  combina- 
tion under  examination  is  one  which  is  easily  decomposable  by 
acids,  this  powder  is  generally  produced  by  some  foreign  sub- 
stances, which  were  enclosed  in  the  silicate,  and  upon  which 
the  acid  employed  has  no  decomposing  action.     In  such  a  case, 
the  residuum  must  be  levigated  in  order  to  separate  the  silicic 
acid,  which  is  lighter,  and  the  undecomposed  powder  remains 
at  the  bottom  of  the   glass.      This  operation  is  very  easily 
performed,  and  does  not  require  much  practice;  the  foreign 
substance  is  dried  in  the  glass,  its  weight  is  determined,  and 
it  is  deducted  from  that  of  the  combination  experimented  upon. 
The  silicic  acid  is  collected  upon  a  filter,  the  water  passes 
through  the  filter  slowly,  but  the  washing  need  not  last  long, 
because  in  the  case  under  present  consideration,  the  silicic  acid 
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is  easily  washed.  It  is  necessary  after  having  ponred  a  sufficient 
quantity  of  water  upon  the  decomposed  gelatinous  combination^ 
and  stirred  the  whole^  to  leave  it  at  rest  for  a  long  time  (about 
twelve  hours)  in  order  that  the  silicic  acid  may  settle  com- 
pletely. The  clear  supernatant  liquor  filters  much  more  rapidly 
than  when  turbid.  After  washing  the  silicic  acid  it  is  dried 
and  ignited  in  a  counterpoised  platinum  crucible.  Immediately 
after  the  ignition,  the  crucible  is  shut  with  a  close  cover,  and 
the  silicic  acid  is  weighed.  The  whole  of  the  silicic  acid  which 
existed  in  the  compound  submitted  to  analysis  cannot,  however, 
be  obtained  in  this  manner;  a  very  small  quantity  of  the  acid, 
but  which  ordinarily  does  not  exceed  one  per  cent.,  remains  in 
solution  in  the  acid  liquor,  from  which  it  is  precipitated  along 
with  the  other  substances  which  it  still  contains. 

It  is  customary  also  after  the  decomposition  of  the  compound, 
by  muriatic  acid,  to  evaporate  the  whole  to  dryness,  and  to  vola- 
tilise thus  all  the  excess  of  acid,  so  that,  upon  treating  the 
dry  mass  by  water,  the  whole  of  the  silicic  acid  remains  undis- 
solved. This  method  in  most  cases  does  not  answer  the  purpose, 
for  when  employed,  a  large  proportion  of  siHcic  acid  remains, 
yet  a  small  quantity  of  it  dissolves  notwithstanding,  especially 
when  the  dry  mass  is  not  immediately  treated  by  water,  which 
is  generally  the  case,  since  the  operator  is  often  obliged  to  treat 
it  previously  by  miiriatic  acid,  as  I  shall  have  occasion  to 
remark  farther  on.  Since  then,  the  whole  of  the  siUcic  acid 
does  not  remain  insoluble,  small  portions  of  which  have  to  be 
subsequently  separated  in  the  course  of  the  analysis,  this 
operation  of  drying  is  useless,  and  should,  therefore,  be  dis- 
pensed with,  not  only  because  it  presents  difficulties,  but 
principally  because  it  may  be  a  source  of  loss.  Moreover,  there 
are  certain  volatile  principles  which  might  be  completely 
expelled  by  evaporating  the  acid  liquor  to  dryness.  It  has 
happened  to  many  chemists  to  overlook  in  the  analysis  of  silicates 
the  presence  of  certain  substances  which  had  volatilised  during 
the  drying.  Wherefore,  the  combinations  which  are  easily 
decomposed  by  muriatic  acid  should  be  digested  only  in  the 
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cold^  and  heat  should  be  applied  only  for  the  silicates  which  are 
more  difficult  to  decompose. 

Most  of  the  oxydes  which  are  met  with  in  combination 
with  silicic  acid,  being  very  soluble  in  muriatic  acid,  are 
found  in  the  liquor  which  has  been  filtered  from  the  silicic  acid. 
If  the  combination  contains  protoxyde  of  lecui  or  oxyde  of  silver, 
it  must  be  treated  by  nitric  acid,  and  not  by  muriatic  acid, 
because  a  great  portion  of  the  chloride  of  lead,  and  the  whole  of 
the  chloride  of  silver  would  remain  mixed  with  the  undissolved 
silicic  acid.  The  combinations  which  form  a  jelly  by  being 
decomposed  by  acids  never  contain  these  two  oxydes,  which  are 
frequently  met  with  only  in  artificial  combinations,  for  example, 
in  certain  enamels  which  may  be  easily  and  completely  decom- 
posed by  digestion  in  hot  nitric  acid,  after  having  previously 
reduced  them  into  fine  powder. 

The  other  substances  contained  in  the  liquor  filtered  from  the 
silicic  acid  are  separated  by  the  methods  which  have  been  ftilly 
described  before.  The  method  most  generally  employed  for 
the  analysis  of  the  native  silicates  is  the  following : — ^After  having 
separated  the  silicic  acid,  the  acid  liquor  is  neutralised  by 
ammonia,  a  slight  excess  of  which  should  be  added.  This 
alkali  completely  precipitates  the  alumina  and  peroxyde  of  iron ; 
small  quantities  of  magnesia  and  of  protoxyde  of  manganese  are 
precipitated  at  the  same  time.  These  substances  are  separated 
from  each  other  by  the  methods  which  have  been  indicated 
(page  76.)  The  liquor  is  filtered,  the  lime  is  precipitated  there- 
from by  oxalate  of  ammonia,  and,  if  it  contains  neither  magnesia 
nor  protoxyde  of  manganese,  the  fixed  alkali  which  it  may 
contain  is  determined  by  evaporating  to  dryness  the  liquor 
filtered  from  the  oxalate  of  lime,  and  heating  the  dry  mass  for 
a  long  time  to  incipient  redness.  The  chloride  and  oxalate  of 
ammonia  are  volatilised,  whilst  the  alkali  remains  in  the  state 
of  metallic  chloride.  If  magnesia  exists  with  the  alkali,  the 
determination  of  these  two  bases  presents  some  difficulties,  and 
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should  be  effected  as  we  said  (page  42).  But  if  it  contains  no 
alkali^  after  having  separated  the  Ume^  the  magnesia  is  deter- 
mined by  treatment  with  carbonate  of  potash^  or^  what  is  better 
still,  and  provided  muriatic  acid  has  been  employed  to  decompose 
it,  the  whole  is  evaporated  to  dryness  and  the  magnesia  is 
obtained  by  repeatedly  igniting  it  with  carbonate  of  ammonia, 
(page  44). 

I  shoidd  remark  also  that  most  of  the  substances  which  are 
separated  during  the  course  of  this  analysis  contain  very  small 
quantities  of  silicic  acid,  which,  in  all  cases  of  extreme  accuracy, 
should  be  determined.  This  is  done  by  igniting  and  weighing 
each  substance  separately,  and  dissolving  it  in  muriatic  acid, 
which  has  no  action  upon  the  slight  quantity  of  sihcic  acid. 
The  latter  is  collected  on  a  filter,  washed,  ignited,  and  its  weight 
is  then  determined  and  added  to  that  of  the  silicic  acid  obtained 
at  the  beginning  of  the  analysis.  In  thus  dissolving  three  or 
four  substances  small  quantities  of  silicic  acid  are  obtained 
which,  however,  when  collected  together,  amoimt  barely  to  one 
hundredth  part  of  the  substance  submitted  to  analysis,  as  I  said 
before,  and  which  small  quantities  are  neglected  in  such  analyses 
which  need  not  be  very  accurate.  It  is  in  redissolving  magnesia 
that  the  greatest  proportion  of  silicic  acid  is  obtained,  when  this 
base  comes  subsequently  to  be  precipitated  by  carbonate  of 
potash,  from  which  latter  substance  it  is  generally  derived.  If 
carbonate  of  potash  has  not  been  employed  to  precipitate  the 
magnesia,  no  residuum  of  silicic  acid,  or,  at  least,  a  very  trifling 
one,  is  obtained.  Much  less  silicic  acid  still  is  found  by  redis- 
solving the  alumina  and  peroxyde  of  iron,  and  the  carbonate  of 
lime  obtained  always  redissolves  without  residuum. 

SEPARATION    AND    DETERMINATION    OF     SILICIC     ACID,     IN    COM- 
POUNDS   WHICH    CANNOT    BE    DECOMPOSED    BY  ACIDS. 

Decomposition  of  such  combinations  by  Carbonate  of  Alkali. 

The  analysis  of  the  silicates  which    cannot  be  decomposed 
by  acids  is    more  difficult.     A  few  of  them,  such  as   garnet, 
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idocrase^  and  epidote,  may  be  completely  decomposed^  according 
to  Kobell,  by  muriatic  acid ;  *  when,  after  having  ignited  or 
fused  and  then  reduced  them  to  powder,  they  are  treated  by 
that  acid,  in  which  case  they  form  a  jelly.  Most  of  them, 
however,  are  decomposed  after  having  reduced  them  into  very 

*  Garnet,  idocraee,  and  epidote,  are  minerala,  including  several  varieties,  which 
consist  of  the  same  elements. 
The  precious  garnet  of  Bohemia,  analysed  by  Yauquelin,  gave^ — 

SUica 36-00 

Alumina 2200 

Protoxyde  of  Iron 36-80 

Lime 3-00 

97-80 
The  green  garnet,  or  glossularite  of  Norway  and  of  Siberia  : 

NORWAY. 

Silica 38-80 

Alumina 20-40 

Lime 3200 

Protoxyde  of  Iron                .     .  8*35 

99-55 — Richardson. 

The  black  garnet  (Melanite)  : 

Silica 35*50 

Alumina 6*00 

Lime        .                 .        .        .  32-50 

Protoxyde  of  Iron                .     .  24-25 

Protoxyde  of  Manganese  .  0-40 

98-65— Klaproth. 

Idocrase  (pyramidal  garnet),  from  Vesuvius  : 

SiKca 37-359 

Alumina    .        .                 .     .  '  23-520 

Lime 29-681 

Protoxyde  of  Iron     .        .     .  3-992 
Magnesia,  and  Protoxyde  of 

Manganese                  .     .  5*208 

99-760— Magnus. 

Epidote  (crystallised) : 

SiUca 37-0 

Alumina 21*0 

Lime 15-0 

Oxyde  of  Iron       .        .  24-0 

Oxyde  of  Manganese .  1*5 

98*5 — Yauquelin. 
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fine  powder^  and  fused  then  with  carbonate  of  potash ;  the  silicic 
acid  combines  then  with  the  potash  to  form  silicate  of  potash, 
and  the  bases  which  were  combined  with  it,  are  set  at  liberty. 
After  fusion  with  carbonate  of  potash,  the  mass  may  be  com- 
pletely decomposed  by  acids. 

Many  precautions  must,  however,  be  observed  in  such  an 
analysis.  The  operator  must  first  take  great  care  to  pulverise 
the  silicate  as  finely  as  possible,  before  fusing  it  with  carbonate 
of  potash,  for  otherwise  its  decomposition  would  not,  in  many 
cases,  be  effected  in  a  complete  manner.  In  order  to  pulverise 
the  substance  to  be  analysed  to  the  requisite  degree  of  fineness, 
it  is  first  broken  into  coarse  grains,  which  operation  may  be 
performed  in  a  steel  mortar,  but  the  same  result  may  be 
obtained  as  well  by  wrapping  the  substance  in  paper,  and 
crushing  it  with  a  hammer  upon  a  hard  stone  or  a  plate  of  iron, 
so  that  the  steel  mortar  may  thus  be  dispensed  with.  The 
coarse  powder  is  afterwards  triturated  in  a  mortar  of  agate  or 
better  still,  upon  a  slab  of  agate  with  water.  When  the 
operator  thinks  that  a  great  portion  of  the  substance  has 
attained  a  sufficient  degree  of  division,  the  whole  is  poured  out 
in  a  glass,  water  is  added,  and  the  mass  is  stirred  with  a  glass 
rod,  and  left  at  rest  for  a  few  moments,  in  order  that  the 
coarsest  powder  may  settle.  The  fine  particles  remain  in  sus- 
pension  in  the  water,  which  is  to  be  poured  in  another  glass. 
The  coarse  powder  is  again  triturated  in  the  mortar,  and  the 
same  experiment  as  before  is  repeated.  The  fine  particles 
suspended  in  the  water  are  allowed  to  settle  completely,  and  it 
is  separated  from  the  liquid  by  decantation,  and  dried.  The 
decomposed  water  contains  still  a  small  portion  of  the  pulverised 
compound  which  rendci*s  it  opaline  and  which  can  be  obtained 
by  evaporating  it  to  dryness,  for  it  cannot  be  separated  by 
filtering. 

In  most  cases  when  it  is  not  necessary  to  reduce  the  silicate 
to  an  extreme  degree  of  division,  the  operator  only  triturates  it 
with  water  in  an  agate  mortar,  and  then  pours  a  large  quantity 
of    water  in   the   mortar;    the  whole    is    then   stirred,    and 
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transferred  to  another  vessel  by  means  of  a  glass  syphon ;  the 
coarsest  parts  remain  in  the  mortar,  and  are  triturated  again. 

When  the  triturated  substance  is  less  hard  than  agate,  it 
may  be  assumed  that  nothing  has  been  abraded  from  the 
mortar;  but  if  the  substance  be  harder,  which,  however,  is 
rarely  the  case,  this  effect  must,  of  necessity,  take  place.  This 
is  a  very  troublesome  circumstance,  because  it  is  difiScult  to 
ascertain  how  much  the  mortar  has  lost  by  abrasion.  It  has 
been  proposed  to  weigh  the  mortar  accurately,  and  to  ascribe 
the  augmentation  of  weight  of  the  powder  after  trituration  to 
the  abrasion  of  the  mortar,  but  such  a  determination  is  very 
difficidt,  and  can  but  seldom  be  accurately  ascertained ;  it  is 
almost  preferable  to  triturate  the  coarse  powder  in  a  small 
crucible,  previously  counterpoised,  in  scales  capable  of  indicating 
larger  weights  with  precision ;  if  then,  after  the  operation,  the 
mortar  weighs  a  little  less,  the  difference  must  be  ascribed  to 
loss  from  abrasion.  As  agate  consists  almost  entirely  of  pure 
silicic  acid,|  the  quantity  which  has  been  abraded  is  afterwards 
deducted  from  that  of  the  silicic  acid  obtained,  and  &om  that 
of  the  silicate  submitted  to  analysis.  But  this  method  is  also 
very  difficult.  The  small  number  of  silicates  which  can  be 
decomposed  by  carbonate  of  alkali,  and  which  are  harder  than 
steel,  mighty  however,  be  pulverised  in  a  steel  mortar^  as  will  be 
said  farther  on. 

The  quantity  of  fine  powder  which  it  is  intended  to  submit  to 
analytical  research  is  put  in  a  small  counterpoised  platinum 
crucible,  in  which  it  is  warmed,  and  then  slightly  ignited,  until 
it  ceases  to  loose  Weight,  after  which  its  weight  is  noted. 
If  the  substance  contains  protoxyde  of  iron  or  another  oxyde 
the  composition  of  which  is  altered  by  ignition,  the  powder  must 
not  be  exposed  to  a  red  heat,  but  merely  dried  before  weighing 
it.  Wlien  it  is  dry  it  is  carefully  shaken  into  a  larger  platinum 
crucible.  As  it  often  happens  that  a  very  slight  portion  remains 
in  the  smaller  crucible,  the  operator  must  take  care  to  weigh  it 
again,  by  which  means  the  operator  may  ascertain  that  a  few 
milligrammes  of  the  powder  have  remained  attached  thereto, 
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and  which  must  be  deducted  from  the  quantity  of  that   on 
which  the  analysis  will  be  performed/ 

The  powder  is  very  carefully  mixed  in  the  large  platinum 
crucible,  with  three  or  four  times  its  weight  of  pure  carbonate 
of  potash,  which  should  be  previously  pulverised  in  a  wann 
mortar.  The  mixture  is  effected  by  means  of  a  small  glass  rod, 
and  must  be  continued  until  the  mixture  has  become  quite 
homogeneous,  yet  it  should  not  be  continued  too  long,  other- 
wise the  carbonate  of  potash  would  absorb  moisture;  that 
which  adheres  to  the  glass  rod  is  carefully  detached  with  a 
dry  feather. 

In  most  cases  carbonate  of  soda,  previously  deprived  of  its 
water,  can  be  advantageously  used  instead  of  carbonate  of 
potash.  This  salt  does  not  absorb  moisture  whilst  being  mixed 
with  the  pulverised  silicate,  and  as  it  contains  no  silicic  acid, 
the  operfitor  is  sure  that  it  will  not  increase  the  quantity  of 
that  substance,  which  certainly  is  not  the  case  when  car- 
bonate of  potash  is  used,  added  to  which,  a  less  quantity  of 
carbonate  of  soda  answers  the  purpose. 

When  the  mixing  is  finished,  the  crucible  is  covered  up  and 
put  in  a  wind  furnace  amongst  charcoal.  A  moderate  heat  is 
at  first  given,  but  it  is  soon  increased,  so  that  the  crucible 
remains  exposed  to  a  red  heat  for  half  an  hour  or  an  hour.    As 


'  At  a  red  heat  the  followiDg  oxydes  absorb  oxygen,  and  pass  to  a  higher  degree 
of  oxydisation. 

Protoxyde  of  Barium  becomes  Binoxyde  of  Barium. 

Protoxyde  of  Potassium  Peroxyde  of  Potassium, 

Protoxyde  of  Sodium  Peroxyde  of  Sodium. 

Protoxyde  of  Tin  Peroxyde  of  Tin. 

Protoxyde  of  Manganese  Sesquioxyde  of  Manganese. 

Protoxyde  of  Iron  Sesquioxyde  of  Iron. 

Protoxyde  of  Molybdenum  :  Molybdic  Acid. 

Deutoxyde  of  Molybdenum  Molybdic  Acid. 

Oxyde  of  Tungsten  Tungstic  Acid. 

Oxyde  of  Titanium  Titanic  Acid. 

Suboxyde  of  Copper  Protoxyde  of  Copper. 

Protoxyde  of  Lead  Minium  or  Red  Lead. 

Suboxyde  of  Mercury  Protoxyde  of  Mercury.— Ed. 
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a  platinum  crucible  is  often  injured  when  placed  between 
burning  charcoal  and  becomes  incrusted  here  and  there,  but 
principally  about  the  cover,  with  a  fused  mass  produced  by  the 
silicic  acid  and  oxydes  contained  in  the  ashes  of  the  charcoal, 
and  which  it  is  difficult  to  remove,  the  platinum  crucible 
should  be  put  within  a  hessian  crucible  of  a  cylindrical  form, 
and  which  is  likewise  covered  up.  This  precaution  prevents, 
besides,  the  platinum  crucible  &om  being  upset  when  the 
charcoal  is  burnt  out. 

According  as  the  substance  submitted  to  analysis  contains 
more  or  less  silicic  acid,  and  the  quantity  of  carbonate  of  potash 
added  being  about  uniform,  the  mass  in  the  crucible  is  either 
completely  fused  or  only  agglomerated.  If  the  compound 
contains  any  manganese,  the  fused  mass  has  a  greenish-blue  or 
a  blue  tinge,  according  as  the  metal  contained  in  it  is  more  or 
less  abundant.  The  crucible  is  turned  upside  down  over  a 
glass,  and  the  operator  endeavours  to  detach  the  fused  mass 
and  to  make  it  fall  therein,  which  is  done  by  slightly  compressing 
and  bending  the  crucible.  When  the  mass  is  only  agglomerated, 
it  may  thus  easily  be  detached,  and  it  then  generally  falls  in 
one  lump ;  but  when  the  mass  is  fused,  it  is  more  difficult  to 
remove  it  from  the  crucible  by  bending  it,  and  whatever  efforts 
are  made,  a  certain  quantity  remains  attached  thereto.  This 
remaining  portion  is  softened  by  water,  and  as  much  of  it  as 
possible  is  conveyed  to  the  glass ;  but  in  order  to  remove  the 
last  particles  adhering  to  the  crucible,  dilute  muriatic  acid  is 
poured  into  it,  by  which  they  are  readily  dissolved.  It  is  like- 
wise more  easy  to  remove  the  larger  portions  of  the  fused  mass 
by  muriatic  acid,  than  by  softening  them  with  water,  but  the 
operator  must  then  use  great  caution,  for  if  a  great  quantity  of 
acid  be  employed  at  a  time,  the  disengagement  of  carbonic  acid 
wliich  takes  place  produces  a  strong  effervescence,  from  which 
a  loss  may  arise. 

If  the  calcined  mass  contains  manganese,  cerium,  or  chromium, 
water  only  must  be  used  to  soften  it  in  the  crucible,  because  the 
higher  degrees  of  oxydisation  of  these  metals  decompose  muriatic 
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acid^  from  which  they  evolve  chlorine^  which  would  attack  the 
crucible ;  this  effect  may  even  be  produced,  if  the  combination 
contain  only  one  or  two  per  cent,  of  protoxyde  of  manganese. 

The  ftised  mass  being  now  collected  in  the  glass^  the  super- 
natant liquor  is  acidified  by  muriatic  add;  but  this  must  be 
done  with  caution^  and  the  acid  should  only  be  poured  by  small 
portions  at  a  time,  in  order  to  avoid  so  strong  an  effervescence. 
The  glass  should  also  be  covered  with  a  concave  piece  of  glass. 
When  the  effervescence^  which  is  always  strong,  has  ceased,  the 
glass  is  left  in  a  warm  place,  and  after  having  thus  left  it  to  digest 
for  a  sufficient  time,  the  whole  will  have  decomposed.  A  great 
portion  of  the  silicic  acid  remains  under  the  form  of  light  flocks, 
and  another  portion  dissolves  in  the  liquor.  It  often  happens, 
also,  that  the  whole  of  the  silicic  acid  dissolves  pending  the 
treatment  with  muriatic  acid,  which  is  especially  the  case  when 
a  large  quantity  of  carbonate  of  potash  has  been  employed,  and 
much  water  has  been  poured  upon  the  fiised  mass  to  soften  it, 
but  more  especially  still  when  the  combination  contains  only  a 
small  quantity  of  silicic  add.  It  is  now  that  the  operator  may 
see  whether  the  substance  submitted  to  analysis  has  been 
completely  decomposed  by  ignition  with  the  carbonate  of  potash; 
this  is  ascertained  by  rubbing  a  glass  rod  against  the  sides  and 
the  bottom  of  the  glass.  If  any  powder  has  escaped  decom- 
position, it  is  immediately  discovered  by  the  gritty  noise  which 
is  then  heard. 

The  acid  liquor  is  evaporated  to  dryness,  along  with  the  silidc 
acid  which  has  separated.  This  evaporation  may  be  performed 
in  a  platinum  capsula,  or  else  in  one  of  porcelain.  When  the 
compound  contains  manganese,  cerium,  or  chromium,  a  porcelain 
capsula  must  always  be  employed.  The  evaporation  is  effected 
upon  the  sand-bath,  at  a  gentle  heat,  which,  espedally  towards 
the  end  must  not  be  too  strong.  The  capsula  should  be  covered 
with  filtering  paper  to  prevent  any  dust  from  falling  in  the 
liquor;  but  the  paper  should  be  changed  very  often,  because 
the  vapours  of  muriatic  acid,  which  are  evolved  soon  corrode  it. 
When  the  liquor  has  been  reduced  by  evaporation  to  syrupy 
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consistence  an  extremely  gentle  heat  only  must  be  used,  for, 
if  a  stronger  heat  were  applied,  the  silicic  acid  which  has 
separated  under  the  form  of  a  jelly  might  cause  a  projection, 
which  would  render  the  analysis  inaccurate.  If,  however,  the 
operator  wishes  to  accelerate  the  evaporation  by  means  of  a 
stronger  heat,  he  must  take  care  to  stir  the  mass  constantly 
with  a  glass  rod.  The  heat  is  withdrawn  only  when  the  whole 
mass  has  become  perfectly  dry.  When  the  evaporation  is  per- 
formed on  the  water-bath,  no  projection  need  be  apprehended, 
even  though  the  mass  be  gelatinous.  But  towards  the  end,  that 
is,  just  before  it  has  completely  dried,  a  stronger  heat  than  can 
be  produced  by  the  water-bath  may  be  applied. 

After  cooling,  the  dry  mass  is  uniformly  drenched  with  con- 
centrated muriatic  acid,  and  left  in  contact  with  the  acid  for 
half  an  hour.  "Water  is  then  poured  upon  it,  all  the  portions  of 
the  substance  which  have  combined  with  the  muriatic  acid  are 
dissolved,  whilst  the  silicic  acid  remains.  The  latter  is  collected 
on  a  filter,  washed,  and  thoroughly  dried,  ignited,  and  weighed. 

The  muriatic  acid  solution,  filtered  from  the  silicic  acid,  is 
treated  as  we  have  said,  page  455,  when  treating  of  the  silicious 
compounds,  which  are  decomposed  by  acids. 

The  various  substances  which  are  obtained  separately  in 
these  analyses,  are  likewise  accompanied  by  silicic  acid,  the 
weight  of  which  must  be  determined  in  all  cases  of  rigorously 
accurate  analysis. 

If  the  substance  contained  any  protoxyde  of  iron,  it  will  have 
been  completely  transformed  by  the  drying  of  the  muriatic  acid 
solution  into  peroxyde  of  iron,  which  renders  it  useless  to  add 
nitric  acid,  which,  for  other  reasons,  should  be  avoided. 

The  dry  mass  is  drenched  with  muriatic  acid,  because,  during 
the  operation,  and  especially  towards  the  end,  when  the  mass 
begins  to  dry,  and  the  heat  is  augmented,  several  substances  loose 
a  portion  of  their  acid,  and  thus  become  partially  insoluble  in 
water.  The  magnesia,  alumina,  and  peroxyde  of  iron,  are  the  sub- 
stances which  mostly  become  insoluble  in  water  by  strong  ignition, 
and,  in  order  to  render  them  soluble  in  water,  they  must  be 
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previously  moistened  with  muriatic  acid ;  the  solution,  however, 
does  not  take  place  in  a  complete  manner,  when  the  operator 
only  pours  on  the  dry  mass  very  dilute  muriatic  acid.  In  that 
case,  if  a  large  quantity  of  peroxyde  of  iron  is  present,  the  silicic 
acid  will  always  have  a  reddish  tinge,  owing  to  the  presence  of 
this  oxyde,  which  is  not  the  case  when,  before  adding  water  to 
the  dry  mass,  it  has  been  treated  by  muriatic  acid. 

DETERMINATION    OF    THE    FIXED    ALKALIES    IN    SILICIOUS 

COMPOUNDS. 

When  a  silicious  combination  has  been  decomposed  by  fusion 
with  carbonate  of  potash,  almost  all  its  constituents  may  be 
quantitatively  determined  in  the  usual  manner;  but  another 
process  must  be  adopted  for  the  quantitative  determination  of 
the  fixed  alkalies  when  they  are  contained  in  a  silicious  com- 
pound. When  this  is  the  case,  if  the  operator  possesses  a 
sufficient  quantity  of  the  substance,  a  portion  thereof  is  ordina- 
rily decomposed  by  carbonate  of  potash,  for  the  purpose  of 
determining  the  quantity  of  the  silicic  acid,  and  of  most  of  the 
other  constituents,  and  another  portion  is  devoted  to  the 
determination  of  the  fixed  alkalies.  These  operations  are, 
however,  attended  with  difficulties  which  render  most  of  the 
metliods  hitherto  proposed  inadequate  to  the  rigorous  determi- 
nation of  the  alkalies,  the  quantity  obtained  being  always  less 
considerable  than  that  really  existing  in  the  compounds. 

Several  methods  may  be  employed  for  the  quantitative  deter- 
mination of  the  alkalies  in  silicious  compounds  which  cannot  be 
decomposed  by  acids,  but  I  shall  only  take  into  consideration 
those  which  can  really  yield  accurate  results  when  performed 
with  the  requisite  care.  To  effect  this  the  substance  may  be 
decomposed  either  by  carbonate  of  baryta,  or  by  fluor  spar,  or 
by  hydrofluoric  acid. 
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DECOMPOSITION    OP    SILICIOUS    COMPOUNDS    BY    CARBONATE    OF 

BARYTA. 

When  the  operator  wishes  to  decompose  the  silicious  com- 
pound by  carbonate  of  bar}"ta,  it  must  be  first  reduced  into 
extremely  fine  powder ;  the  powder  must  be  finer  than  for  the 
decomposition  by  carbonate  of  potash.  The  quantity  of  powder 
which  is  selected  for  analysis  is  weighed,  and  mixed  most 
intimately  in  a  platinum  crucible  with  five  or  six  times  its 
weight  of  very  pure  carbonate  of  baryta,  which  must  not  have 
been  obtained  by  precipitation  from  a  solution  of  a  baryta- salt 
by  means  of  a  carbonate  of  fixed  alkali,  because  it  might 
possibly  retain  a  small  proportion  of  the  latter.  Carbonate  of 
ammonia  is  the  only  agent  which  can  be  employed  to  precipitate 
it  for  the  use  in  question. 

The  mixture  of  the  two  powders  must  be  most  exactly  per- 
formed, because  on  this  the  complete  decomposition  of  the 
substance  depends.  The  compound  is  much  more  difficultly 
decomposed  by  carbonate  of  baryta  than  by  carbonate  of 
potash,  because  the  latter,  on  fusing,  comes  in  contact  with  all 
the  parts  of  the  powder,  even  when  the  mixing  has  not  been 
intimate,  and,  therefore,  fusion  with  this  salt  always  decomposes 
the  compound  completely.  Unless  a  white  heat  be  employed, 
carbonate  of  baryta  does  not  fuse,  and,  with  silicious  substances, 
it  only  becomes  agglomerated,  and,  moreover,  this  eflfect  takes 
place  only  when  each  molecule  of  the  compound  is  wrapped  up, 
as  it  were,  in  carbonate  of  baryta.  Wherefore  the  operator  must 
take  the  greatest  pains  to  mix  the  carbonate  of  baryta  and  the 
compound  most  intimately,  which  cannot  be  done  in  less  than, 
at  least,  half  an  hour. 

The  mixing  being  finished,  the  platinum  crucible  is  exposed 
to  an  intense  heat,  which  must  be  stronger  than  when  carbonate 
of  potash  is  employed ;  the  more  intense  the  heat,  the  more 
complete  the  decomposition  is/     After  the  ignited  mass  has 

'  The  heat  applied  is  so  inteoiBe,  that  some  precautiooB  must  be  taken.     The 
platinum  crucible  containing  the  mixture  should  be  exposed  first  to  the  heat  of  an 
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quite  cooled,  it  is  treated  exactly  in  the  same  manner  as  if  it 
had  been  fused  with  carbonate  of  potash.  The  agglomerated 
mass  is  shaken  into  a  glass^  and  digested  with  muriatic  acid, 
which,  however,  should  be  diluted  with  a  pretty  large  quantity 
of  water ;  neither  must  too  large  an  excess  of  it  be  employed, 
because  the  chloride  of  barium  formed  is  difficultly  soluble  in 
muriatic  acid,  especially  when  not  very  dilute. 

When  the  decomposition  of  the  mass,  by  the  acid,  is  finished 
the  operator  must  carefully  examine  whether  any  portion  of  the 
powder  is  still  imdecomposed,  which  is  especially  the  case  when 
the  mixing  of  the  substance  with  the  carbonate  of  baryta  has 
not  been  very  intimate.  In  such  a  case,  it  would  almost  be 
better  to  begin  the  analysis  de  novo,  provided  the  operator  haa 
yet  enough  of  the  substance ;  if,  however,  he  cannot  or  will  not 
do  so,  he  must  endeavour  to  separate  the  light,  flocculent  silicic 
acid  from  the  undecomposed  heavy  powder  by  levigation;  the 
weight  of  the  portion  which  has  thus  escaped  decomposition  is 
then  deducted  from  the  quantity  of  the  compound  experimented 
upon. 

The  quantity  of  the  silicic  acid  set  at  liberty  is  larger  when 
carbonate  of  baryta  than  when  carbonate  of  potash  has  been 

argand  spirit-lamp,  and  Tvhen  the  mass  begins  to  agglutinate,  the  crucible  should 
be  closed,  and  its  cover  tied  over  with  platinum  wire,  and  the  whole  is  placed  in  a 
hessian  crucible,  closed  up  also  ;  the  whole  is  then  placed  upon  an  inverted 
crucible,  and  submitted  to  the  action  of  the  blast,  or  wind-furnace,  beginning  fii*st 
gradually  with  a  red  heat,  piling  more  coke,  so  as  to  fill  up  the  furnace,  and 
increasing  the  heat  to  the  highest  possible  pitch,  until  the  hessian  crucible  begins  to 
soften, — fresh  coke  being  added  as  it  consumes.  When  the  crucible  begins  to 
soften,  as  we  have  said,  the  operation  must  be  stopped,  because  the  hessian  crucible 
would  fuse,  and  damage  the  platinum  one  inside.  It  is  absolutely  necessary  to  the 
success  of  the  operation,  that  the  hessian  crucible  should  be  closed  as  well  as  possible 
which  is  best  done  by  luting  the  cover  with  fire-clay,  and  the  blast  must  not  be  too 
powerful,  neither  must  the  fusion  be  continued  more  than  about  a  quarter  of  an 
hour.  The  crucible,  on  being  withdrawn  from  the  furnace,  should  be  placed  into 
sand,  in  order  that  it  may  cool  slowly.  The  hessian  crucible  and  its  cover  having 
fused  together  cannot  be  separated,  except  by  breaking,  and  the  platinum  crucible 
is  found  inside  in  a  perfect  state.  If  the  operation  has  been  carefully  performed, 
the  mass  in  the  platinum  crucible  is  perfectiy  fused,  and  is  covered  with 
shining  acicular  crystals.  It  may  be  easily  detached  from  the  crucible,  and  on 
treating  it  with  muriatic  acid,  scarcely  any  effervescence  is  produced,  the  heat 
having  expelled  most  of  the  carbonic  add  of  the  carbonate  of  baryta. — Ed. 
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employed,  yet  a  considerable  quantity  always  remains  dissolved 
in  the  acid  liquor,  and  which  may  be  separated  as  has  been  said 
(page  463).  The  liquor  is  evaporated  to  perfect  drjTiess,  and  the 
dry  mass  is  afterwards  moistened  with  muriatic  acid,  perfectly 
free  from  sulphuric  acid,  and  left  at  rest  for  half  an  hour,  in 
order  to  give  the  acid  time  to  act.  Water  is  then  added,  the 
siUcic  acid  remains  undissolved.  The  analyst  must  never  omit 
to  determine  its  weight,  even  though  the  quantity  of  the  silicic 
acid  contained  in  the  substance  under  examination  may  already 
have  been  determined,  in  a  previous  operation,  by  fusion  with 
carbonate  of  potash.  If  the  weights  of  the  two  quantities  of 
the  silicic  acid  obtained  agree,  the  operator  may  rest  assured 
that  the  substance  has  been  as  completely  decomposed  by  the 
carbonate  of  baryta  as  by  the  carbonate  of  potash. 

Sulphuric  acid  is  then  poured  in  the  muriatic  acid  liquor 
filtered  ftx)m  the  silicic  acid ;  the  baryta  is  thus  precipitated  in 
the  state  of  sulphate  of  baryta.  A  large  excess  of  sulphuric 
acid  must,  however,  be  carefully  avoided,  because  the  less  con- 
siderable that  excess  is,  the  more  easily  is  the  quantity  of 
the  alkali  determined.  The  bulky  mass  of  sulphate  of  baryta 
obtained  is  washed,  and  when  the  compoimd  contains  much 
lime,  the  washing  must  be  continued  for  a  long  time.  If  the 
quantity  of  this  latter  substance  be  very  considerable,  the  sul- 
phate of  baryta  is  not  washed  until  it  no  longer  contains  any 
sulphate  of  lime,  but  only  until  all  the  sulphate  of  alkali  has 
been  washed  away. 

Ammonia  is  then  ordinarily  poured  in  tlie  liquor,  by  which 
means  the  peroxyde  of  iron  and  the  alumina  is  precipitated.  It 
is  advisable  to  determine  the  quantities  of  these  two  substances 
separately,  and  to  compare  them  with  those  which  have  been 
obtained  in  the  other  analysis  in  which  the  substance  had  been 
decomposed  by  carbonate  of  potash.  The  liquor  is  filtered,  and 
by  means  of  oxalate  of  ammonia  the  sulphate  of  lime,  if  any  be 
held  in  solution,  is  precipitated.  If,  now,  the  liquor  contains 
no  magnesia,  nor  protoxyde  of  manganese,  nor  any  other 
substance  which  cannot  be  precipitated  all  or  only  imperfectly 
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by  ammonia^  the  liquor  thus  filtered  from  the  precipitate  pro- 
duced by  oxalate  of  ammonia  contains  no  other  fixed  constituents 
than  alkalies^  which  are  then  in  the  state  of  sulphates.  This 
liquor  is  evaporated  to  dryness,  the  dry  residuum  is  ignited^  in 
order  to  volatilise  the  ammoniacal  salts,  and  the  residuum  con- 
sists of  an  acid  sulphate  of  alkali. 

In  igniting  the  dry  mass,  the  operator  must  be  extremely 
careful,  because  it  is  during  this  part  of  the  process  that  the 
greatest  loss  of  alkali  may  take  place.  In  efi^ect,  besides  the 
sulphate  of  fixed  alkali,  the  dry  mass  contains  sulphate  of 
ammonia,  muriate  of  ammonia,  and  oxalate  of  ammonia,  when 
this  reagent  has  been  employed  to  precipitate  the  lime.  The 
muriate  of  ammonia  is  easily  volatilised  at  a  red  heat  without 
fusing ;  the  small  quantity  of  oxalate  of  ammonia  is  converted 
into  carbonate  of  ammonia,  which  volatilises  also  without  loss ; 
but  when  heated,  the  sulphate  of  ammonia  fuses  and  boils,  and 
the  result  is  a  pretty  strong  projection,  which  may  cause  the 
loss  of  a  certain  quantity  of  sulphate  of  fixed  alkali.  The  less 
is  the  excess  of  sulphuric  acid  employed  to  precipitate  the 
baryta,  the  easier  it  is  to  expel  the  salts  of  ammonia,  because 
there  is  not  much  sulphate  of  ammonia  present.  In  order  to 
ignite  the  dry  mass,  the  best  is  to  put  it  first  into  the  large 
platinum  capsula  which  was  first  used  to  evaporate  the  liquor, 
because  the  chances  of  loss  by  projection  are  thereby  much 
lessened.  When  almost  all  the  volatile  salts  have  evaporated, 
the  residuum  is  washed,  by  means  of  a  little  water,  into  a  small 
counterpoised  platinum  capsula  or  crucible,  evaporated  to  dry- 
ness, and  ignited.  As  this  residuum  is  altogether  an  acid 
sulphate  of  alkali,  some  carbonate  of  ammonia  must  be  added 
during  the  ignition  (page  2),  by  which  means  a  neutral  sul- 
phate of  alkali  is  obtained,  the  weight  of  which  is  determined, 
and  from  which  the  quantity  of  the  alkali  is  calculated. 

When  magnesia  exists  in  conjunction  with  the  alkali  in  the 
substance  submitted  to  analysis,  the  determination  is  more 
difficult  still,  and  is  attended  with  considerable  loss.  In  such  a 
case,  the  liquor  which  was  filtered  from  the  oxalate  of  lime,  and 
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which  now  contains  no  other  fixed  principles  than  magnesia 
and  alkali,  and  the  solution  of  a  very  small  quantity  of  mag- 
nesia, which  was  precipitated  by  ammonia  previously,  is  added 
thereto ;  it  is  then  evaporated  to  dryness,  the  collective  weight 
of  the  sulphate  of  alkali  and  of  magnesia  is  determined,  and 
they  are  separated  from  each  other  by  a  solution  of  acetate  of 
baryta  in  the  manner  indicated  before  (page  42). 

*  The  best  method  of  determining  the  small  quantity  of  mag- 
nesia which,  in  the  analysis  of  silicious  compounds  by  ammonia, 
has  been  precipitated  along  with  the  alumina  and  peroxyde  of 
iron,  consists  in  reducing  it  into  phosphate  of  magnesia.  This 
is  done  by  pouring  in  the  liquor,  filtered  from  the  persuccinate 
of  iron,  a  solution  of  phosphate  of  soda  with  the  addition  of 
ammonia.  It  is  not  advisable  to  mix  this  liquor  with  that  which 
has  been  filtered  from  the  oxalate  of  lime. 

As  it  is  very  difficult  to  determine  with  rigorous  accuracy  the 
quantity  of  the  sulphate  of  fiited  alkali  from  that  of  the  sulphate 
of  ammonia  which  accompanies  it,  another  process  must  be 
adopted.  Carbonate  of  ammonia  is  added  to  the  muriatic  acid 
liquor  which  was  filtered  from  the  silicic  acid.  This  reagent  pre- 
cipitates the  carbonate  of  baryta  and  the  carbonates  of  alumina, 
of  peroxyde  of  iron,  &c.  The  liquor  is  filtered,  evaporated  to 
dryness,  and  the  dry  residuum  is  ignited,  by  which  means  the 
alkali  is  obtained  in  the  state  of  metallic  chloride.  This  method, 
however,  does  not  yield  an  accurate  result.  Carbonate  of  baryta 
not  being  quite  insoluble,  and  the  quantity  of  this  salt  being 
somewhat  considerable,  a  certain  portion  thereof  always  dis- 
solves during  the  washing.  The  carbonate  of  baryta  thus 
dissolved,  being  in  presence  of  muriate  of  ammonia  in  the 
liquor,  is  converted  into  chloride  of  barium,  so  that  the  chloride 
of  alkaline  metal  obtained  always  contains  a  certain  portion  of 
this  salt. 
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DECOMPOSITION    OF    SILICIOUS    COMPOUNDS   BY    NITRATE    OF 

BARYTA. 

Nitrate  of  baryta  was  formerly  employed  instead  of  carbonate 
of  baryta  to  effect  the  same  object^  but  the  use  of  this  salt 
presents  greater  difficulties  still.  The  nitrate  of  baryta  is 
decomposed  during  the  ignition^  and  it  is  the  pure  baryta  left 
which  alone  decomposes  the  silicious  compound.  As  pure 
baryta,  however,  has  an  action  upon  platinum  crucibles  at  a  red 
heat,  the  operator  is  under  the  necessity  to  effect  the  decom- 
position in  a  silver  crucible ;  now  a  vessel  of  that  metal  cannot 
bear  a  very  strong  heat,  and  moreover,  when  most  of  the  ignited 
mass  has  been  removed  from  the  crucible,  by  softening  it  with 
water,  and  muriatic  acid  is  employed  to  detach  it  completely 
from  the  sides,  the  silicic  acid  set  at  liberty  is  afterwards  found 
to  be  contaminated  by  chloride  of  silver.  The  most  awkward 
part  of  this  method,  however,  is  that  the  nitrate  of  baryta, 
when  decomposed  by  heat,  swells  up  and  passes  with  extreme 
facility  over  the  edge  of  the  crucible.  The  best  manner  of 
guarding  against  this  difficulty  consists  in  first  submitting  the 
nitrate  of  baryta,  by  itself,  to  a  temperature  sufficient  to  prevent 
its  subsequent  decrepitation,  pulverising  it,  mixing  it  then 
with  the  silicate,  heating  the  silver  crucible  containing  the 
mixture  upon  an  argand  spirit-lamp,  very  gently  at  first,  and 
then  gradually  increasing  the  temperature  until  the  mass  has 
ceased  to  swell  and  the  nitrate  is  almost  entirely  decomposed ; 
the  crucible  is  then  put  upon  ignited  charcoal,  and  the  heat  is 
urged  to  th6  highest  temperature  that  the  crucible  can  bear 
without  fusing.  When  the  mass  has  cooled  it  is  treated  abso- 
lutely in  the  same  manner  as  if,  instead  of  nitrate  of  baryta, 
carbonate  of  that  base  had  been  employed. 

As  nitrate  of  baryta  can  be  fused,  the  complete  decomposi- 
tion of  the  substance  submitted  to  analysis  can  be  thus  more  easily 
eflfected,  especially  because  the  baryta  liberated  by  the  ignition 
exerts  a  more  powerful  action  than  carbonate  of  baryta.  But 
this  method  is  only  applicable  to  such  substances  as  cannot  be 
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conveniently  attenuated  by  levigation,  such  as  mica^  for  example^ 
or  such  substances  as  resist  the  action  of  carbonate  of  baryta. 

The  silver  crucible  employed  must  be  very  strong,  for  if  thin, 
the  action  of  the  red  heat  might  crack  it,  and  a  portion  of  the 
fused  mass  would  ooze  out  through  the  crevices. 


DECOMPOSITION    OF    SILICIOUS    COMPOUNDS    BY    FLUOR   SPAR. 

Berzelius  was  the  first  to  propose  fluor  spar  as  a  means  of 
determining  the  quantity  of  fixed  alkalies  in  the  siUcious  com- 
pounds which  cannot  be  decomposed  by  acids.  The  modus 
operandi  is  as  follows : — ^The  silicious  compound  is  first  reduced 
into  very  fine  powder  by  levigation,  and  mixed  very  intimately 
in  a  platinum  capsula,  or  in  a  large  crucible  of  the  same  metal, 
with  about  five  parts  of  fluor  spar,  which  must  be  free  from  all 
foreign  metals.  It  is  not  necessary  to  levigate  the  fluor  spar, 
and  it  is  sufficient  to  pulverise  it  well.  The  whole  is  then 
mixed  with  concentrated  sulphuric  acid  by  means  of  a  platinum 
spatula,  to  creamy  consistence.  The  capsula  is  gradually  heated, 
which  produces  a  disengagement  of  hydrofluoric  and  fluosilicic 
gases.  The  heat  is  then  increased  to  incipient  redness,  in  order 
to  expel  the  free  sulphuric  add.  The  silicic  acid  of  the  sub- 
stance under  examination  will  be  found  to  have  volatilised.  K 
the  compound  contains  alumina,  it  will  have  combined  with  the 
sulphuric  acid,  but  as  the  ignition,  as  above  said,  will  have 
expelled  the  greater  part  of  this  acid,  the  greatest  portion  of 
the  alumina  remains  in  an  insoluble  state,  when  the  residuum 
comes  to  be  treated  by  water. 

As  it  is  sometimes  important  to  determine  the  quantity 
thereof,  after  having  volatilised  the  sulphuric  acid,  the  residuum 
is  uniformly  moistened  with  muriatic  acid,  which  should  be  left 
to  act  for  an  hour  or  more.  The  whole  is  then  removed  into  a 
glass  by  washing  it  out  with  water ;  more  water  is  added,  and 
the  whole  is  left  to  digest  for  a  long  time.  That  which  remains 
in  an  insoluble  state  consists  principally  of  sulphate  of  lime, 
which  is  collected  on  a  filter  and  washed. 
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In  order  to  ascertain  whether  the  residuum  has  been  suffi- 
ciently washed^  when  the  substance  under  examination  contains 
alumina^  ammonia  is  added  to  the  water  used  for  washing  which 
has  filtered  last.  If  a  precipitate  appears^  the  washing  must  be 
resumed^  and  continued  untilj  by  washing  Mrith  ammonia,  the 
presence  of  this  earth  ceases  to  be  indicated.  The  water  used 
for  washing  must  not  be  thrown  away,  but  should  be  added  to 
the  filtered  muriatic  acid  liquor.  This  filtered  muriatic  acid 
liquor  is  supersaturated  with  ammonia,  and  the  precipitate  pro- 
duced is  collected  as  rapidly  as  possible  upon  a  filter,  in  order 
that  it  may  not  be  contaminated  by  carbonate  of  lime.  As^ 
however^  the  quantity  of  sulphate  of  lime  contained  in  the 
solution  is  considerable^  it  is  difficult,  in  presence  of  the  excess 
of  ammonia  contained  in  the  liquor,  to  avoid  all  formation  of 
carbonate  of  lime.  The  precipitate  contains  the  whole  of  the 
alumina  and  of  the  peroxyde  of  iron ;  the  quantity  of  both  are 
determined^  in  order  to  compare  them  with  those  which  have 
been  obtained  in  the  other  analysis,  when  the  substance  was 
decomposed  by  carbonate  of  potash.  The  operator  must  not 
forget  that  the  precipitate  almost  always  contains  lime;  it  is 
therefore  necessary  to  dissolve  it  in  muriatic  acid.  The  alumina 
and  peroxyde  of  iron  are  reprecipitated  from  this  solution  by 
means  of  ammonia. 

In  pouring  oxalate  of  ammonia  in  the  liquor  filtered  firom  the 
alumina  and  peroxyde  of  iron,  the  lime  of  the  sulphate  of  lime 
in  the  solution  is  thereby  precipitated.  The  liquor  filtered  from 
the  precipitate  of  oxalate  of  lime  is  evaporated  to  dryness,  and 
the  dry  residuum  is  ignited.  The  alkali  remains  in  the  state  of 
acid  sulphate,  which  is  treated  by  carbonate  of  ammonia. 

The  ignition  of  the  dry  mass  is  not  so  difficult  in  this 
analysis,  because  the  quantity  of  sulphate  of  ammonia  is 
generally  less  considerable  than  when  the  substance  has  been 
treated  by  carbonate  or  by  nitrate  of  baryta. 

*  This  method  is  more  suitable  to  show  quaUtatively  that  the 
silicious  compound  contains  an  alkah,  than  to  determine  its 
quantitv. 
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DECOMPOSITION    OP    SILICIOUS    COMPOUNDS    BY    HYDROPLUORIC 

ACID. 

If  the  operator  possesses  a  platinum  retort,  hydrofluoric  acid 
may  be  employed  for  determining  the  quantity  of  the  fixed 
alkalies  contained  in  the  silicates  which  cannot  be  decomposed 
by  acids.  The  use  of  hydrofluoric  acid  is  much  more  advan- 
tageous than  that  of  fluor  spar,  because  not  only  can  the 
silicic  acid  be  thus  determined,  but  also  all  the  constituents  of 
the  substance,  not  even  excepting  lime.  This  method,  which 
Berzelius  was  also  the  first  to  recommend,  is  likewise  that 
which  gives  the  most  accurate  results,  and  the  analysis  goes  on 
much  more  rapidly  than  with  fluor  spar,  because,  in  the  latter 
case,  the  considerable  proportion  of  sulphate  of  lime  produced 
requires  an  exceedingly  long  time  for  its  complete  removal  by 
washing.  When  this  method  is  resorted  to,  the  hydrofluoric 
acid  employed  must  be  Yery  concentrated,  and  recently  pre- 
pared, because,  by  keeping,  this  acid  soon  loses  its  strength. 

For  the  preparation  of  hydrofluoric  acid,  the  operator  takes 
fluor  spar,  which  must  be  completely  free  from  all  foreign 
metallic  substance,  especially  from  copper  pyrites,  and  reduced 
to  powder.  It  is  then  placed  at  the  bottom  of  the  retort,  the 
upper  part  of  which  is,  for  the  time,  removed,  and  sulphuric 
acid  is  poured  on  it  in  sufficient  quantity  to  form  a  thick  pap 
after  stirring  it  with  a  platinum  spatula.  The  upper  part  of  the 
retort  is  then  replaced,  and  its  neck  is  plunged  into  a  platinum 
crucible  containing  a  little  water.  The  neck  must  reach  the 
liquor  in  such  a  way  that  part  plunges  under  it,  and  another 
part  is  above  it.  The  acid  is  distilled  by  the  heat  of  a  small 
spirit-lamp,  and  is  continued  until  the  aqueous  acid  in  the 
crucible  emits  thick  fumes  after  the  removal  of  the  retort ;  for 
the  complete  decomposition  of  the  silicious  compound  submitted 
to  analysis  can  be  decomposed  only  by  a  fuming  acid. 

This  acid  is  poured  little  by  little  upon  a  weighed  quantity  of 
the  substance  reduced  into  extremely  fine  powder.     It  is  best  to 
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perform  this  experiment  in  a  large  platinum  capsola^  for  the 
action  is  so  strong,  that  the  acid  ordinarily  enters  into  ebul- 
lition,  and  spirts  about,  which,   if  a  very  small  vessel  were 
employed,  might  cause  a  loss.     The  whole  is  frequently  stirred 
with  a  platinum  spatula,  and  sulphuric  acid  is  then  cautiously 
added;   the  whole  is  afterwards  evaporated  to  dryness,  at  a 
temperature  which  at  first  must  be  very  gentle,  and  which  is 
augmented  by   degrees.     At   the  beginning  there  is   a  dis- 
engagement  of   fluosilicic  and    of   hydrofluoric   gases.      The 
excess    of    sulphuric    acid   requires    for    its   volatilisation    a 
higher  heat   which    must   be   carried   to   incipient    redness. 
After  cooling,  the  dry  mass  is  moistened  with  concentrated 
muriatic  acid ;  when  the  reaction  has  lasted  long  enough  water 
is  added,  which  dissolves  the  whole,  except  a  slight  residuum  of 
silicic  acid,  which,  owing  to  the  presence  of  water,  would  not 
escape  in  the  shape  of  fluosilicic  gas.    Whilst  filtering,  it  often 
occurs  that  the  silicic  acid  passes  with  the  liquor  through  the 
paper;   but  when  the  operator  has  taken  care  to  warm  the 
liquor  previously,  it  ordinarily  filters  very  well.    It  is  often 
necessary,  however,  to  filter  the  liquor  several  times  in  succession, 
to  separate  the  silicic  acid  completely.     The  powder  is  dried, 
ignited,  weighed,  and  the  weight  is  deducted  fix)m  that  of  the 
substance  operated  upon.     This  powder  may  likewise  be  again 
treated  by  hydrofluoric  acid,  in  order  to  dissolve  it  completely. 
It  is  not  necessary  then  to  filter  it,  and  the  operator  merely 
decants  carefully  the  supernatant  liquid. 

The  filtered  sulphuric  acid,  and  muriatic  acid  solution  now 
contains  all  the  constituents  of  the  substance  under  examina- 
tion, except  silicic  acid,  and  it  is  analysed  in  the  same  manner 
and  method  which  has  been  several  times  described  before. 
When  the  substance  contains  lime,  it  may  also  be  determined 
in  a  complete  manner.  As,  however,  sulphate  of  lime  is 
sparingly  soluble  in  water,  the  insoluble  residuum  must  be 
washed  until  the  whole  of  this  salt  is  removed. 

By  this  method,  the  alkali  may  be  very  easily  and  very 
accurately  determined,   because  the   quantity  of  sulphate   of 
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ammonia  to  be  separated  from  the  bisulphate  of  alkali  by 
volatilisation  is  always  very  small. 

This  method  was  modified  by  Laurent  in  the  following 
manner: — The  mineral  powder  is  mixed  with  water,  through 
which  the  vapours  of  hydrofluoric  acid  are  passed.  This  modi- 
fication in  most  cases  does  not  appear  to  be  a  real  improvement, 
for  it  might  sometimes  happen  that  a  small  proportion  of  the 
powder  would  remain  in  the  neck  of  the  retort  in  an  unde- 
composed  state. 

All  silicious  compounds  are  not  completely  decomposed  by 
hydrofluoric  acid,  but  whether  the  decomposition  is  complete  or 
not  may  be  immediately  detected  by  pouring  the  fuming  acid 
upon  the  combination,  which  will,  in  the  latter  case,  produce 
a  strong  reaction,  and  a  great  disengagement  of  heat.  It  is  pro- 
bable that  those  substances  which  resist  the  action  of  carbonate 
of  potash  resist  also  that  of  hydrofluoric  acid.  When  the 
quantity  of  the  fixed  alkalies  has  to  be  determined  in  such 
substances,  carbonate  of  baryta  must  be  employed,  as  will  be 
said  farther  on. 

A  lead  retort  must  not  be  employed  to  prepare  the  hydro- 
fluoric acid  required  for  these  analyses,  for  it  would  then  be 
impossible  to  avoid  protoxyde  of  lead  from  being  held  in 
solution  in  the  acid.  Yet  the  lower  part  of  the  retort  may  be 
made  of  lead,  but  the  upper  part  must  be  of  platinum.' 

^  Instead  of  a  platinam  retort,  Bnmner's  apparatus,  which  is  much  less  expenaye, 
may  be  employed  with  perfect  success  :  it  consists  of  a  lead  capsula,  with  a  flat 
bottom,  6  inches  in  diameter,  and  2^  inches  high,  in  the  middle  of  which  there  is  a 
small  ring,  on  which  a  platinum  capsula  is  placed.  This  ring  may  be  easily  made 
with  a  piece  of  lead,  from  1  to  I4  inch  in  diameter,  and  1^  inch  thick.  The  lead 
capsula  has  a  lead  cover.  When  a  silicate  has  to  be  analysed  in  this  manner,  by 
means  of  hydrofluoric  acid,  it  must  be  first  reduced  to  powder,  and  put  in  the 
platinimi  capsula.  On  the  other  hand,  a  layer  ^  an  inch  thick  of  pulverised  fluor 
spar  is  put  on  the  lead  capsula,  and  sulphuric  add  is  poured  upon  it.  The  substance 
to  be  analysed  which  is  in  the  platinum  capsula,  is  then  moistened  with  a  little 
water,  and  the  platinum  capsala  is  then  put  on  the  lead  ring,  and  the  lead  cover  is 
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The  decomposition  of  silicious  compounds  by  hydrofluoric 
acid  being  so  much  more  advantageous  than  the  other  methods^ 
it  is  advisable,  in  a  great  number  of  cases  in  which  it  is  desirable 
to  obtain  accurate  results,  to  submit  to  its  action  such  silicious 
compounds  as  resist  the  action  of  muriatic  acid,  even  those 
which  do  not  contain  fixed  alkalies,  provided  the  operator  has 
in  his  possession  a  platinum  retort  for  preparing  the  hydro- 
fluoric acid.  But  it  is  well  also,  in  such  a  case,  to  decompose 
another  portion  of  the  substance  by  carbonate  of  potash,  in 
order  to  obtain  immediately  the  quantity  of  the  silicic  acid,  and 
not  to  determine  it  merely  from  the  loss. 

DECOMPOSITION  OF  SILICIOUS  COMPOUNDS  BY  HYDRATE  OF 
POTASH  OR  OF  SODA,  OR  BY  CARBONATE  OF  BARYTA,  WITH 
THE    HELP    OF    A    WHITS    HEAT. 

I  have  to  speak  now  of  the  analysis  of  silicious  compounds 
which  resist  the  action  of  carbonate  of  potash.  Amongst 
those  found  in  nature,  a  few  only  belong  to  this  class,  and  are 
remarkable  for  their  extreme  hardness,  and  consequently  their 
pulverisation  in  an  agate  mortar  presents  difficulties,  because 
during  the  operation  a  portion  of  the  mortar  itself,  which  it  is 
difficult  to  determine,  mixes  with  the  powder;  as,  however, 
almost  all  the  substances  in  question  appear  not  to  be  attacked 
by  hydrofluoric  acid,  the  latter  acid  may  be  used  in  a  dilute 
state  to  dissolve  the  portions  which  have  been  abraded  from  the 
mortar,  and  which  may  be  looked  upon'  as  being  pure  silicic 
acid;  there  remains  nothing  else  than  the  substance  to  be 
analysed.  The  dry  powder  is  put  in  a  platinum  capsula,  the 
acid  is  poured  upon  it,  the  whole  is  stirred  with  a  platinum 
spatula,   and  when  the  powder  has  settled,  the   supernatant 


put  on  the  whole  ;  after  which  heat  is  applied  by  means  of  a  small  spirit-lamp.  The 
experiment  should  be  performed  under  the  chimney-hood  with  a  good  draft,  or  else 
in  the  open  air  :  30  grains  of  the  pulverised  silicate  require  about  two  hours' 
treatment  for  their  complete  decomposition. 

In  order  to  prevent  the  substance  from  agglomerating  into  a  mass,  it  should  be 
stirred  now  and  then,  and  moistened  with  a  little  water.  Tlie  decomposed  maaa 
sliould  be  treated  afterwards  by  sulphuric  acid. — Ed. 
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liquor  is  decanted.  The  powder  is  then  washed  with  water  until 
it  ceases  to  redden  blue  litmus  paper.  The  powder  being  thus 
well  washed  is  dried. 


*  In  order  to  divide  such  hard  substances,  the  operator  may 
also  use  a  steel  mortar,  which  was  first  described  by  Abich.  All 
the  parts  of  this  mortar  are  forged  out  of  the  best  English  steel, 
perfectly  polished,  and  fit  each  other  exactly. 


A  is  the  pestle,  fitting  exactly  the  ring  b,  but  capable  of 
moving  freely  up  and  down.  The  ring  is  slightly  conical,  and 
fits  the  mortar  accurately,  but  can  likewise  move  freely  up  and 
down  like  the  pestle.  The  lumps  which  the  operator  wishes  to 
crush  are  put  in  c,  and  the  pestle  is  put  over  it  and  struck  by 
a  slight  blow  with  a  wooden  mallet ;  it  is  lifted  a  little  and  again 
struck.  By  repeating  this  several  times,  taking  care  also  to  strike 
the  sides  of  the  mortar  now  and  then,  the  substance  spreads  over 
the  interior  surface  of  the  mortar,  and  all  loss  from  the  shifting 
of  the  ring  is  at  the  same  time  avoided.  The  powder  gradually 
acquires  a  great  degree  of  comminution. 

The  powder  thus  obtained  is  then  digested  with  dilute  muriatic 
acid,  in  order  to  free  it  from  any  particles  of  steel  which  may 
have  been  abraded  during  the  operation,  and  which  never 
exceeds  one-half  or  one  per  cent. 

Hydrate  of  potash  is  generally  employed  for  the  decompo- 
sition of  these  substances,  but  its  employment  is  attended  with 
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great  difficulties.  Ordinarily  it  is  not  the  dry  hydrate  which 
is  employed^  but  after  having  put  in  a  dry  silver  crucible  the 
substance  reduced  to  very  fine  powder  by  levigation,  a  concen- 
trated solution  of  potash  of  a  known  strength  is  poured  upon 
it^  and  the  whole  is  evaporated  to  dryness,  taking  care  diligently 
and  incessantly  to  stir  the  whole  with  a  silver  spatula.  The 
dry  mass  is  then  ignited.  The  experiment  must  absolutely  be 
executed  in  a  silver  crucible,  because  hydrate  of  potash  has  too 
strong  an  action  upon  those  of  platinum.  The  mass  spirts 
during  the  ignition,  owing  to  which  only  a  gentle  heat  must 
be  used  at  first,  which  is  gradually  augmented.  When  the 
ebullition  has  ceased,  the  temperature  is  urged  to  the  highest 
point  which  the  crucible  can  bear.  After  the  ignition  it  is  very 
difficult  to  remove  the  mass  firom  the  crucible.  If  to  effect 
this,  dilute  muriatic  acid  is  employed,  the  silicic  add,  which  is 
afterwards  separated,  contains  small  quantities  of  chloride  of 
silver. 

Berselius  fortunately  succeeded  in  avoiding  these  great  diffi- 
culties which  attend  the  use  of  hydrate  of  potash,  in  the  following 
manner : — The  substance  to  be  analysed  is  pulverised,  ignited, 
weighed,  and  mixed  with  three  times  its  weight  of  carbonate  of 
potash  or  of  soda  in  a  platinum  crucible,  and  in  the  middle  of 
the  mixture  a  small  depression  or  cavity  is  formed.  The  crucible 
is  then  gently  heated  for  a  quarter  of  an  hour,  without  fusing 
the  mass.  It  is  then  suffered  to  cool,  and  in  the  small  depres- 
sion or  cavity  above  mentioned,  rather  more  than  one  part  of 
hydrate  of  potash  or  of  soda  is  placed.  This  done,  the  crucible 
is  again  heated  slowly,  the  hydrate  of  alkali  gradually  sinks  into 
the  pores  of  the  saline  mass,  without  any  projections  taking 
place,  which  otherwise  would  take  place  on  losing  its  water. 
The  heat  is  then  increased  to  whiteness.  In  this  manner  the 
crucible  is  not  attacked,  and  the  ignited  mass  is  subsequently 
treated  as  if  it  had  been  decomposed  by  carbonate  of  potash. 

*  According  to  Abich,  carbonate  of  baryta  may  be  employed 
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instead  of  hydrate  of  potash  or  of  soda^  which  substance  is  mixed 
with  the  pulverised  mass  and  exposed  to  a  heat  sufficient  to  fuse 
it.  The  powder  is  mixed  with  four  times  its  weight  of  carbonate 
of  baryta^  in  a  platinum  crucible  about  two  inches  high^  and 
when  the  mixture  is  very  intimate  it  is  ignited  upon  a  spirit-lamp 
until  the  agglomerated  mass  begins  to  separate.  The  crucible 
is  then  to  be  well  covered  and  bound  with  a  platinum  wire,  placed 
in  a  strong  hessian  crucible  about  four  inches  high,  and  well 
covered,  and  the  whole  is  introduced  into  a  blast-furnace,  similar 
to  that  which  was  first  described  by  Sefstroem, — ^it  is  placed 
therein  upon  a  convenient  support,  at  such  a  height  that  its 
lower  portion  is  precisely  in  the  hottest  point.  When  the 
crucible  has  attained  a  moderate  redness  it  is  surrounded  with 
charcoal  up  to  the  cover,  and  the  furnace  is  then  filled  up  with 
pieces  of  coke  of  a  convenient  size,  and  a  continuous  blast  of  air 
is  kept  up  with  the  bellows.  As  soon  as  the  coke  has  burnt  to 
the  level  of  the  cover,  the  furnace  is  replenished  with  fresh  coke. 
Experience  teaches  the  precautions  to  be  taken  to  prevent  the 
fusion  of  the  hessian  crucible,  and  the  platinum  one  which  it 
contains,  from  being  damaged.  The  moment  at  which  the  hessian 
crucible  begins  to  soften,  depends,  of  course,  on  the  construction 
of  the  furnace,  and  on  the  management  of  the  fire,  which  is 
matter  of  experience. 

*  The  success  of  the  operation  rests  on  three  points,  which 
deserve  attention.  First,  the  hessian  crucible  and  its  cover 
must  fit  each  other  perfectly ;  secondly,  the  blast  must  not  be 
too  strong;  and  lastly,  the  fusion  must  not  be  continued  for 
more  than  a  quarter  of  an  hour. 

*  Before  the  last  coals  have  been  completely  consumed,  it  is 
necessary,  in  order  to  avoid  the  scories  from  adhering  to  the 
support,  to  withdraw  the  crucible  and  leave  it  to  cool  gradually 
into  sand.  The  crucible  and  its  cover  are  then  so  completely 
soldered  together  that  they  form  a  perfectly  closed  vessel,  in 
which,  upon  being  broken,  the  platinum  crucible  is  found  whole 
and  uninjured. 

*  When  the  experiment  has  been  well  managed,  the  mass  is 
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perfectly  fused ;  it  has  a  crystalline  surface^  covered  with 
shining  scales.  It  is  easily  detached  from  the  crucible.  It  is 
then  treated  by  dilute  muriatic  acid  absolutely^  as  was  said 
(page  468).  The  solution  in  muriatic  acid  takes  place  without 
any  disengagement  of  gas,  the  strong  heat  employed  having 
expelled  the  carbonic  acid  from  the  carbonate  of  baryta* 

*  Substances  which  do  not  contain  silicic  acid,  and  which 
resist  the  strongest  reagents,  may  also  be  decomposed  by  this 
process, — ^such  are,  for  example,  spinel,  pleonaste,  gahnite,  and 
chrome-iron.' 

*  Carbonate  of  bar}rta  is  preferable  to  carbonate  of  potash  and 
of  soda  in  these  experiments,  because  the  substances  in  question 
are  not  so  completely  decomposed  by  the  latter  as  by  the  former. 

EXAMINATION  OF  THE   SILICIC  ACID  OBTAINED  IN  THE  ANALYSIS 

OF  SILICIOUS  COMPOUNDS. 

When  the  silicic  acid  has  been  obtained  by  one  of  the  methods 
which  have  been  described  before,  the  operator  must  never  omit 
to  examine  whether  it  is  really  pure.    This  precaution  must  be 


*  Spinel  is  a  combinatioii  of  alumina  and  magnesia,  with  a  bine  or  a  red  colour  ; 
the  blue  is  due  to  the  presence  of  a  very  small  portion  of  protoxyde  of  iron,  the  red 
to  that  of  chromic  acid.  When  black,  it  is  known  under  the  name  of  pleonaste 
(spinel  ruby).    An  analysis  of  one  of  these  varieties  by  BerzeUns  is  here  given  : 

Alumina 72*25 

Magnesia 14*63 

Silica 5-45 

Protoxyde  of  Iron 4*26 

96-59 
In  all  these  compounds,  the  silica  is  looked  upon  as  an  accidental  ingredient 
Chrome-iron  has  been  mentioned  before. 

Gahnitc  is  a  combination  of  alumina  and  zinc.  The  analysis  by  Abich,  of  that  of 
Haerlem,  in  Sweden,  yielded, — 

Alumina 55*14 

Silica 3*84 

Oxyde  of  Zinc 30*02 

Protoxyde  of  Iron 5-85 

Magnesia 5.05 

100-10— En. 
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observed  especially  in  the  analysis  of  those  substances  which 
are  not  easily  decomposed  by  carbonate  of  potash.  The  test 
employed,  and  to  which  might  be  submitted  the  small  quantities 
of  silicic  acid  which  have  separated  when  the  other  constituents 
have  been  dissolved  in  muriatic  acid,  consists  in  fusing  with 
the  blowpipe,  a  little  of  the  said  silicic  acid  with  soda,  upon  char- 
coal. If  the  glass  thus  obtained  is  liquid  and  colourless  the 
silicic  acid  is  pure  or  at  least  does  not  contain  a  very  large  pro- 
portion of  other  substances. 

This  test  is  often  sufficient  in  the  analysis  of  the  silicious 
compounds  which  are  easily  decomposed  by  carbonate  of  potash, 
because  the  silicic  acid  obtained  in  such  cases  is  almost  always 
pure.  But  when  the  substance  is  difficult  to  decompose,  and 
can  be  effected  only  by  hydrate  of  potash,  the  silicic  acid  must 
be  examined  with  great  care.  In  such  cases  it  may  still  retain 
a  considerable  proportion  of  alumina,  the  presence  of  which 
cannot  be  detected  by  the  above  said  test,  for  the  glass  obtained 
by  fusion  with  soda  may  remain  transparent,  though  a  large 
quantity  of  alumina  may  be  present.  The  quantity  of  the 
alumina  contained  in  the  silicic  acid  often  amounts  to  12  or 
15  per  cent.;  and,  notwithstanding  this  considerable  admixture, 
the  glass  may  remain  limpid  after  fusion  with  soda.  In  such  a 
case,  the  operator  should  never  omit  to  fuse  a  portion  of  the 
siUcic  acid  obtained  with  a  considerable  quantity  of  carbonate 
of  potash,  and  to  treat  the  fused  mass  by  muriatic  acid,  and  to 
evaporate  the  liquor  to  dryness.  The  dry  mass  is  then  moistened 
with  muriatic  acid,  and  then  treated  by  water,  the  muriatic 
acid  liquor  is  then  filtered  &om  the  silicic  acid,  which  has  not 
dissolved,  and  it  is  supersaturated  with  ammonia;  if  it  remains 
perfectly  clear,  the  operator  may  conclude  that  the  silicic  acid 
was  pure,  but  if  a  precipitate  appears  it  can  only  arise  from 
the  presence  of  a  foreign  substance,  which  was  united  with  the 
silicic  acid,  and  which  in  most  cases  is  alumina,  for  it  is 
especially  when  silicious  compounds  contain  too  much  alumina 
that  they  become  difficultly  decomposed  in  a  complete  manner 

by  carbonate  of  potash. 

I  I  2 
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*  The  silicic  acid  obtained  from  the  combinations  which  have 
been  decomposed  by  muriatic  acid  is  that  the  purity  of  which 
requires  more  especially  to  be  carefully  examined^  when  the 
decomposition  of  the  substance  has  not  been  complete^  or  when 
the  substance  was  intimately  mixed  with  small  quantities  of 
other  silicious  combinations^  which  could  not  be  separated 
completely  by  levigation  in  the  manner  described  (page  454). 
The  whole  of  these  substances  is  formed  in  the  liberated  silicic 
acid,  from  which  they  may,  however,  be  very  easily  separated 
by  treatment  with  a  solution  of  carbonate  of  potash  or  of  soda. 
After  having  ignited  and  weighed  the  silicic  acid,  a  solution 
of  carbonate  of  alkali  is  poured  upon  it,  and  the  whole  is  boiled. 
This  operation  is  best  performed  in  a  platinum  capsula.  After 
boiling  the  liquor  is  suffered  to  cool.  If  the  entire  mass  of  the 
silicic  acid  has  dissolved,  this  acid  was  perfectly  pure;  but 
if  all  has  not  dissolved  the  operator  waits  some  time,  so  that  all 
the  insoluble  substances  may  settle  well  at  the  bottom;  the 
clear  liquid  is  then  decanted,  and  the  residuum  is  boiled  with  a 
fresh  quantity  of  carbonate  of  potash  or  of  soda,  until  that 
which  remains  refuses  to  dissolve  altogether.  This  residuum 
is  then  collected  on  a  filter,  washed,  and  its  weight  is  deter- 
mined, which  is  then  deducted  from  that  of  the  silicic  acid. 
It  is  necessary  in  this  experiment  to  employ  a  pretty  large 
excess  of  alkaline  carbonate,  in  order  that  the  solution  should 
not  on  cooling  stiffen  into  a  jelly. 

*  The  silicic  acid  which  has  been  separated  from  combina- 
tions which  can  be  decomposed  only  by  fusion  with  an  alkaline 
carbonate,  may  also  be  submitted  to  this  test  when  the  decom- 
position of  the  substance  by  carbonate  of  alkali  is  difiScult. 
But  the  operator  cannot  thus  detect  whether  it  contains  alumina. 
This  can  only  be  ascertained  by  the  method  which  has  been 
described  before,  because  alumina  is  capable  of  being  dissolved 
by  boiling  with  a  concentrated  solution  of  carbonate  of  fixed 
alkali.  It  is  easy,  by  the  methods  which  have  been  indicated 
before,  to  separate  silicic  acid  from  most  of  the  bases.      I  have 
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already  said  in  the  first  volume  of  this  work^  that  in  most  of 
the  native  silicates^  the  siUeic  acid  is  almost  always  combined 
with  the  same  bases.  These  bases  are  alumina^  lime^  magnesia, 
protoxyde  of  iron,  a  greater  or  less  quantity  of  protoxyde  of 
manganese,  and  an  alkali.  As  they  are  all  soluble  in  muriatic 
acid,  they  are  constantly  found  in  the  muriatic  acid  solution, 
which  was  filtered  from  the  silicic  acid.  If  the  base  of  an 
artificial  silicious  compound  does  not  dissolve  in  muriatic  acid, 
as  is  the  case,  for  example,  with  oxyde  of  silver,  and  protoxyde 
of  lead,  then,  instead  of  muriatic  acid,  nitric  acid  is  employed 
as  was  said  before.  In  those  cases  only  in  which  silicic  acid  has 
to  be  quantitatively  separated  from  a  small  number  of  bases, 
and  of  acids  which  exist  in  a  few  native  silicates,  particular 
precautions  have  to  be  taken,  but  which  cannot  as  yet  be 
mentioned  here. 

SEPARATION    OF    WATER    IN    SILICIOUS    COMPOUNDS. 

*  A  great  many  native  silicious  compounds  contain  water. 
All  those  which  are  in  this  predicament  can  be  decomposed 
by  muriatic  acid.  Generally  the  quantity  of  the  water  is  deter- 
mined from  the  loss  sustained  by  igniting  a  certain  weighed 
quantity  of  the  substance  in  a  platinum  crucible.  Very  often, 
however,  the  ignition  renders  the  substance  incapable  of  being 
afterwards  decomposed  by  muriatic  acid.  Wherefore,  the  rest 
of  the  analysis  must  be  performed  upon  another  portion  of  the 
combination.  But  if  the  operator  possesses  only  a  small  quantity 
of  it,  for  example,  one  or  two  grammes,  and  has  to  determine  all 
the  constituents  by  one  single  operation,  the  quantity  of  the 
water  is  first  determined  as  we  said,  and  the  compound  is  sub- 
sequently decomposed  either  by  muriatic  acid  or  by  carbonate 
of  potash. 

SEPARATION  OF   PHOSPHORIC   ACID   FROM    SILICIOUS    COMPOUNDS. 

When  a  silicious  compound  contains  phosphoric  acid,  and  can 
be  decomposed  by  miuiatic  acid,  the  whole  of  the  first  of  these 
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two  acids  is  contained  in  the  liquor  filtered  from  the  silicic  acid 
along  with  the  bases  which  were  combined  with  it  and  with  the 
silicic  acid.    These  bases  are  separated  from  the  phosphoric  acid 
by  the  methods  which  have  been  indicated  in  the  preceding 
chapter.    Yet  it  is  better  at  once  to  mix  and  fuse  the  silidons 
compound  with  three  or  four  times  its  weight  of  carbonate  of 
potash  or  of  soda^  in  a  platinum  crucible.    If  the  combination 
cannot  be  decomposed  by  muriatic  add,  the  powder,  after  having 
been  levigated,  must  always  be  submitted  to  this  treatment. 
Water  is  poured  upon  the  fused  mass,  and  that  which  has  refused 
to  dissolve  is  separated  by  filtering,  and  washed  with  water. 
The   solution   contains  then  the   phosphoric   add   combined 
with  the  potash  or  soda,  and  with  the  excess  of  carbonate  of 
potash  employed.     The  insoluble  residuum  consists  of  silidc  add 
and  of  the  bases  which  exist  in  the  combination  which  has  been 
analysed.     Yet,  a  small  portion  of  silicate  of  potash  has  dissolved 
at  the  same  time.    Wherefore,  a  little  carbonate  of  ammonia  is 
added  to  the  solution,  and  it  is  slightly  evaporated,  which  pro- 
duces a  separation  of  light  flocks  of  silidc  add,  whidi  are 
collected  on  a  filter,  washed,  and  added  to  the  mass  which  the 
water  has  not  dissolved.     Muriatic  add  is  then  poured  upon  the 
whole  residuum,  which  is  thus  easily  decomposed.     The  silidc 
add  then  separates  under  the  form  of  a  jelly,  but  in  order  to 
obtain  the  whole  of  it  the  solution  is  evaporated  to  perfect 
dryness  in  a  platinum  capsula,  which  renders  the  silidc  acid 
altogether  insoluble.     The  dry  mass  is  then  uniformly  moistened 
with  muriatic  acid,  and  water  is  poured  upon  it.     The  undis- 
solved silicic  acid  is  collected  on  a  filter,  and  the  quantity  of  the 
bases  in  the  filtered  liquor  is  determined. 

It  is  best  to  collect  on  a  filter  the  mass  which  refused  to  dis- 
solve in  the  water,  and,  after  having  washed  it  well,  to  pour 
muriatic  acid  upon  it  whilst  on  the  filter,  for  after  drying  it  is 
difficult  to  detach  it  completely  from  the  filter  without  loss.  It 
is  true  that  the  silicic  acid  subsequently  turns  black  upon  being 
ignited  on  account  of  the  carbon  liberated,  but  its  white  colour 
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is  restored  by  continuing  the  calcining  a  little  longer  with  the 
contact  of  the  air. 

In  that  case  the  quantity  of  the  phosphoric  acid  has  now  to 
be  determined.  The  liquor  filtered  from  the  residuum  is  super- 
saturated with  muriatic  acid^  which  must  be  done  with  care^ 
for  fear  of  loss  by  reason  of  the  effervescence  which  takes  place ; 
and  a  too  large  excess  of  muriatic  acid  must  also  be  avoided.  It 
is  best  to  effect  this  saturation  in  a  large  porcelain  or  platinum 
capsula.  The  acid  liquor  is  then  left  at  rest  for  twenty-four 
hours^  covering  it  only  with  filtering  paper^  during  which  the  free 
carbonic  acid  has  time  to  be  disengaged.  For  greater  safety^ 
the  liquor  may  further  be  heated  or  boiled.  This  being  done^ 
it  is  poured  in  a  bottle  capable  of  being  closed ;  it  is  super- 
saturated by  ammonia,  and  solution  of  chloride  of  calcium  being 
added,  the  bottle  is  corked  up.  The  phosphoric  acid  is  thus 
precipitated  in  the  state  of  phosphate  of  lime.  The  bottle  is  left 
at  rest  until  the  precipitate  has  settled  well,  and  the  supernatant 
liquor  is  rapidly  filtered,  after  which  the  precipitate  itself  is 
thrown  upon  the  filter,  and  rapidly  washed.  The  atmospheric 
air  having  been  excluded  during  the  precipitation  of  the  phos- 
phate of  lime,  it  cannot  be  contaminated  by  carbonate  of  lime. 
When  perfectly  dried,  it  is  ignited,  and  its  weight  is  determined. 
It  is  afterwards  decomposed  by  sulphuric  acid,  and  weak  alcohol 
is  further  added.  The  weight  of  the  sulphate  of  lime  produced 
indicates  the  quantity  of  dry  phosphoric  acid. 

If  the  substance  submitted  to  analysis  contains  phosphoric 
acid,  a  large  quantity  of  alumina,  and  only  a  very  small  propor- 
tion of  silicic  acid,  it  is  necessary,  before  fusing  it  with  the 
alkaline  carbonate,  to  add  a  sufficient  quantity  of  sUicic  acid,  so 
that  the  ignited  mass  may  contain  about  one  part  and-a-half  of 
silicic  acid  and  two  parts  of  phosphate  of  alumina.  The  silicic 
acid  which  is  thus  added  must  have  been  previously  ignited  in  a 
platinum  crucible,  and  weighed  most  accurately  after  cooling. 
The  weight  thus  added  is  subsequently  deducted  from  the  silicic 
acid  obtained  in  the  analysis. 
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"^  In  such  a  case  the  quantity  of  the  phosphoric  acid  is  better 
determined  by  acidifying  the  liquor  with  acetic  add,  and  after 
the  carbonic  acid  has  disengaged,  adding  a  solution  of  acetate  of 
lead.  The  quantity  of  the  phosphoric  add  contained  in  the 
phosphate  of  lead  which  precipitates  must  likewise  be  determined 
(page  431). 

SEPARATION  OF  SULPHURIC  ACID,  AND  OV  SULPHUR,  IN  8ILICIOUB 

COMPOUNDS. 

When  sulphuric  add  is  contained  in  the  siUdous  compoimd 
under  examination,  and  if  this  silidous  compound  previously 
pulverised  can  be  decomposed  by  muriatic  add,  the  whole  of 
the  sulphuric  add  may  be  found  in  the  liquor  filtered  from  the 
silidc  acid.  It  is  predpitated  by  means  of  a  solution  of  chloride 
of  barium,  and  from  the  quantity  of  sulphate  of  baryta  obtained, 
the  quantity  of  the  sulphuric  add  is  determined  in  the  usual 
manner.  Sulphuric  acid  is  now  added  to  the  filtered  liquor  in 
order  to  predpitate  the  excess  of  baryta,  and  the  bases  which 
exist  in  the  combination  are  afterwards  determined. 

If  the  siliciouB  compound  containing  sulphuric  acid  cannot 
be  decomposed  by  muriatic  add,  it  is  reduced  into  fine  powder 
by  levigation,  and  fused  with  carbonate  of  potash  or  of  soda. 
The  ignited  mass  is  treated  by  water,  which  dissolves  the  sul- 
phate of  alkali  produced  in  the  preceding  operation  and  the 
excess  of  carbonate  of  alkali.  The  solution  is  moderately  acidi- 
fied by  adding  muriatic  acid  thereto,  and  the  sulphuric  acid  is 
predpitated  therefrom  by  a  solution  of  chloride  of  barium. 
That  which  remains  undissolved  is  decomposed  by  muriatic 
add.  The  precautions  which  have  been  indicated  for  the 
analysis  of  the  substances  which  contain  phosphoric  add,  and 
which  have  just  been  enumerated,  must  be  adopted  here  also. 

When  the  silicious  compound  submitted  to  analysis  contains 
sulphur  combined  with  a  metal  in  the  state  of  metallic  sul- 
phuret,  and  if  this  substance  can  be  decomposed  by  muriatic 
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acid^  the  best  is  to  reduce  it  into  powder^  and  to  treat  it  by 
fuming  nitric  acid,  as  has  been  said  (page  375.)  All  the  sulphur 
is  thereby  converted  into  sulphuric  acid.  The  silicic  acid  is 
first  separated  by  filtering,  and  the  remainder  of  the  process  is 
the  same  as  has  been  described.  C.  O.  Gmelin  has  employed 
this  method  for  the  analysis  of  helvine.^ 

*  Instead  of  fuming  nitric  acid  it  may  also^  after  having  pre- 
viously reduced  it  to  powder,  be  intimately  mixed  and  fused 
with  a  mixture  of  nitrate  and  of  carbonate  of  alkali.  The  fused 
mass  is  softened  by  water,  and  treated  as  has  been  said  (page 
487),  when  speaking  of  the  determination  of  phosphoric  acid  in 
silicious  compounds.  The  liquor  filtered  from  the  undissolved 
com.bination  of  silicic  acid  with  the  bases  is  saturated  with 
muriatic  acid,  and,  by  means  of  a  solution  of  chloride  of  barium, 
the  sulphuric  acid  is  precipitated  in  the  state  of  sulphate  of 
baryta.  The  undissolved  portion  is  treated  as  has  been  said 
above.  This  method  is  particularly  applicable  when  the  decom- 
position of  silicious  compounds  by  muriatic  acid  is  difiScult  or 
impossible. 

If  the  silicious  compound  which  can  be  decomposed  by 
muriatic  acid  contains  sulphuric  acid,  and  a  metallic  sulphuret, 
a  certain  quantity  of  it  is  treated  by  fuming  nitric  acid,  and 
after  having  separated  the  silicic  acid  by  filtering,  the  quantity 
of  the  sulphuric  acid  contained  in  the  combination  and  that  pro- 
duced by  the  oxydisation  of  the  metallic  sulphuret  is  deter- 
mined by  means  of  a  solution  of  chloride  of  barium.  The 
operator  then  takes  another  weighed  portion  of  the  combination, 

*  HelTine  is  a  combinatioD  of  silica,  glucina,  and  alumina,  with  the  protoxydes 
of  iron  and  manganese.    That  of  Schwartzenberg,  analyzed  by  Gmelin,  yielded, — 

Silica    .                 35-27 

Alumina                    1*45 

Glucin? 802 

Protoxyde  of  Manganese 29*35 

Protoxyde  of  Iron 7*99 

Sulphuret  of  Manganese 14*00 

9608 
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it  is  pulverised,  and  treated  by  muriatic  acid,  which  ordinarily 
decomposes  the  metallic  sulphuret  with  disengagement  of 
sulphuretted  hydrogen.  After  having  separated  the  silicic  acid 
by  filtering,  the  sulphuric  acid  is  precipitated  from  the  filtered 
liquor,  and  the  quantity  obtained  being  subtracted  firom  that 
which  was  obtained  in  the  other  analysis  by  means  of  nitric 
acid,  the  operator  knows  how  much  of  this  acid  was  produced  by 
oxydisation.  A  precaution  which  it  is  important  to  take  in  ihia 
operation  consists  in  avoiding,  as  much  as  possible,  the  contact 
of  the  air  during  the  decomposition  by  muriatic  add,  and  to 
filter  it  as  soon  as  possible  afterwards,  in  order  to  separate  the 
silicic  acid,  and  to  precipitate  the  sulphuric  acid  promptly. 


SEPARATION  OF  OXTDE  OF  CHROMIUM  FROM  SILICIOUS  COMPOUNDS. 

When  a  silicious  compoimd  contains  oxyde  of  chromium,  and 
can  be  easily  decomposed  by  muriatic  acid,  its  analysis  is  not 
difficult.  The  oxyde  of  chromium  is  then  found  with  the  other 
bases  in  the  liquor,  separated  from  the  silicic  acid  by  filtering, 
and  it  is  separated  from  the  other  bases  by  the  methods  which 
have  been  described  before. 

When  the  combination  cannot  be  decomposed  by  muriatic 
acid,  it  is  ignited  in  the  ordinary  way  with  carbonate  of  potash 
in  a  porcelain  crucible.  The  calcined  mass  is  afterwards  super- 
saturated in  a  glass  with  muriatic  acid,  and  the  whole  is  heated. 
The  chromic  acid  which  has  formed  during  the  ignition  is  thereby 
converted  into  chromic  oxyde.  In  order  to  accelerate  the 
reduction,  it  is  advisable  to  add  a  little  alcohol  to  the  muriatic 
acid.  The  silicic  acid,  separated  in  the  ordinary  manner,  is  not 
white,  according  to  Trolle  Wachtmeister,  but  has  a  dark  brown 
tinge,  due  to  the  presence  of  some  chromium.  In  order  to  obtain 
it  in  a  perfectly  pure  state,  it  must  be  ignited  again  with 
carbonate  of  potash  in  the  platinum  crucible,  as  was  done  for 
the  silicious  compound,  the  ignited  mass  is  treated  by  muriatic 
acid  and  alcohol,  the  whole  is  evaporated  to  dryness,  and  the 
dry  residuum  is  moistened  with  muriatic  acid ;  the  silicic  acid 
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is  then  left  in  a  pure  state  after  treatment  by  water.  The 
filtered  liquor,  which  contains  oxyde  of  chromium,  is  mixed  with 
that  which  was  obtained  before.  The  oxyde  of  chromium, 
together  with  some  peroxyde  of  iron,  or  sometimes  also  with 
alumina,  is  afterwards  precipitated;  and  it  is  separated  from 
the  two  latter  substances  by  the  method  which  has  been 
described  (pages  322 — 327). 

SEPARATION    OP    SILICIC    ACID    PROM    VANADIC    ACID. 

*  Vanadic  acid  clings  to  silicic  acid  more  obstinately  than 
to  any  other  substances.  This  combination  is  soluble  in  acids 
and  in  alkalies,  and  when  silicic  acid  has  been  once  separated 
by  the  action  of  the  latter,  it  is  as  soluble  as  that  which  is 
precipitated  from  fluoride  of  siUcium  by  water. 

*  Silicic  acid  cannot  be  separated  from  vanadic  acid  in  any 
other  manner  than  by  pouring  concentrated  sidphuric  acid  upon 
the  combination  of  the  two  acids,  and  adding  hydrofluoric  acid 
thereto,  volatilising  the  latter  in  conjunction  with  the  silicic  acid, 
and,  lastly,  increasing  the  heat,  in  order  to  expel  the  sulphuric 
acid.     The  pure  vanadic  acid  remains  behind. 

SEPARATION    OP    VANADIC    ACID    AND    PHOSPHORIC    ACID    PROM 

SILICIC    ACID. 

*  Vanadic  acid  forms  with  phosphoric  and  silicic  acids 
combinations  which  crystallise,  are  soluble  in  water,  and  may 
be  analysed  in  the  following  manner: — The  operator  first  begins 
by  determining  the  water  of  crystallisation,  by  gently  heating 
the  compound,  which  is  afterwards  treated  by  a  solution  of 
carbonate  of  ammonia ;  the  silicic  acid  remains,  and  its  quantity 
is  determined.  The  vanadate  of  ammonia  is  separated  from 
the  phosphate  as  has  been  said  (page  429). 

SEPARATION    OP   TITANIC    ACID    PROM   SILICIOUS    COMPOUNDS. 

The  separation  of  silicic  acid  from  titanic  acid  is  attended 
with  great  difliculties. 
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If  the  combination  containing  both  substances  is  decomposable 
by  muriatic  acid,  it  is  digested  with  this  acid,  after  having 
previously  reduced  it  to  powder,  or  even  levigated  it  if  necessary. 
The  digestion  must  take  place  in  the  cold,  or,  at  any  rate,  at 
such  a  gentle  heat  as  should  not  cause  the  separation  of  the 
titanic  acid  from  its  solution  in  the  muriatic  acid,  because 
when  once  liberated,  it  no  longer  redissolves  in  any  excess 
whatever  of  muriatic  acid.  When  the  combination  is  entirely 
decomposed,  the  silicic  acid  is  separated  by  filtering,  and  its 
quantity  is  determined.  The  titanic  acid  is  afterwards  separated 
from  the  filtered  liquor  by  means  of  ammonia.  The  small 
portion  of  silicic  iicid  which  has  dissolved  in  the  muriatic  acid 
simultaneously  with  the  titanic  acid,  cannot  be  determined 
here  except  with  difficulty,  but  it  is  very  slight,  and  cannot  be 
above  one  per  cent. 

In  this  operation  the  operator  must  take  care  to  wash  the 
silicic  acid  with  cold  water  only,  and  not  with  hot  water ;  but 
it  is  especially  important  that  the  heat  should  be  as  gentle 
as  possible,  during  all  the  time  that  the  digestion  in  muriatic 
acid  lasts,  because  otherwise,  a  little  titanic  acid  would  be  pre- 
cipitated, and  could  not  be  redissolved  in  this  acid. 

The  difficulties  are  greater  still  when  the  separation  of  silicic 
acid  from  titanic  acid  has  to  be  effected  in  combinations  which 
are  not  attacked  by  acids.  The  following  method  must  then 
be  adopted :  The  combination  is  reduced  into  fine  powder  by 
levigation,  fused  in  a  platinum  crucible  with  carbonate  of  potash 
or  of  soda,  as  has  been  said  above.  Dilute  muriatic  acid  is  poured 
upon  the  fused  mass,  and  an  excess  of  the  same  acid  being  after- 
wards added,  the  liquor  is  diluted  with  water.  The  fused 
substance  then  dissolves.  Heat  must  not  be  applied  to  promote 
the  action  of  the  acid  upon  the  fused  mass.  Flocks  of  undis- 
solved silicic  acid  remain,  still  their  greater  or  less  abundance 
depends  on  the  greater  or  less  quantity  of  carbonate  of  alkali 
with  which  the  combination  was  fused,  and  on  the  greater  or 
less  degree  of  dilution  of  the  acid  which  was  added.    The  titanic 
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acid  is  dissolved  entirely.  The  silicic  acid  which  has  remained 
insoluble  is  collected  on  a  filter^  and  washed  with  cold  water. 
The  filtered  liquor  is  supersaturated  with  ammonia^  which 
precipitates  the  titanic  acid  along  with  the  silicic  acid.  The 
precipitate  is  collected  on  a  filter^  and  washed  with  cold  water ; 
it  is  afterwards  thoroughly  dried,  which  must  be  done  altogether 
in  the  air^  and  not  in  a  warm  place.  After  drying,  this  precipi- 
tate is  put  to  digest  in  cold  concentrated  muriatic  acid;  the 
titanic  acid  dissolves  whilst  the  silicic  acid  remains  insoluble. 
As  soon  as  the  solution  of  the  titanic  acid  is  finished,  the  silicic 
acid  is  separated  by  filtering,  and  washed  with  cold  water.  The 
acid  solution  of  the  titanic  acid  must  not  be  left  long  with  the 
undissolved  silicic  acid,  because  some  titanic  acid  might,  in  course 
of  time,  separate.  The  titanic  acid  is  afterwards  precipitated 
fi-om  the  filtered  liquor  by  means  of  ammonia.  The  precipitate 
is  dried,  ignited,  and  its  weight  is  determined. 

The  liquor  which  has  been  filtered  from  the  precipitate,  which 
consists  of  the  silicic  and  titanic  acids,  contains  still  a  small 
quantity  of  silicic  acid  and  all  the  constituents  of  the  substance 
under  examination  and  which  cannot  be  precipitated  by 
ammonia.  In  order  to  separate  the  silicic  acid,  the  liquor  is 
supersatiirated  with  muriatic  add,  and  evaporated  to  dryness. 

When,  however,  the  combination  submitted  to  analysis  con- 
tains substances  which  can  be  precipitated  with  titanic  acid  by 
ammonia,  such  as  peroxyde  of  iron,  the  analysis  becomes  more 
difficult  still.  These  substances  dissolve  with  the  titanic  acid 
in  the  muriatic  acid^  and  they  are  separated  in  the  solution,  in 
the  manner  which  has  been  described  (page  278). 

After  having  precipitated  together  the  silicic  and  the  titanic 
acids  by  ammonia,  if  the  substance  contains  lime,  it  must  be 
filtered  as  rapidly  as  possible,  and  out  of  the  contact  of  the  air. 
The  lime  contained  in  the  filtered  liquor  is  separated  therefrom 
by  pouring  the  solution  of  an  oxalate  into  it. 

It  is  necessary  to  ascertain  that  the  silicic  acid  obtained  is 
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free  from  titanic  acid.  This  can  be  done  by  means  of  the  blow- 
pipe^ by  keeping  for  a  long  time  the  acid  mixed  with  micro- 
cosmic  salt  in  the  interior  flame  upon  charcoal.  The  pre- 
sence of  the  titanic  acid  is  detected  by  the  bluish  or  violet 
colour  which  the  fused  bead  assumes  on  cooling. 

SEPARATION  OF  PEROXYDE  OF  TIN  FROM  SILICIOUS  COMPOUNDS. 

It  very  frequently  happens  that  silicious  compounds  contain 
small  quantities  of  peroxyde  of  tin.  When  such  silicious  com- 
pounds cannot  be  decomposed  by  muriatic  acid^  the  operator 
is^  on  that  account^  obliged  to  employ  carbonate  of  alkali  to 
effect  their  decomposition ;  it  sometimes  happens  that  the  silicic 
acid  liberated  retains  a  little  peroxyde  of  tin ;  sometimes  even 
the  peroxyde  of  tin  is  combined  with  an  earth  besides^  espe- 
cially with  glucina^  when  the  latter  substance  is  one  of  the 
constituents  of  the  compoimd  submitted  to  analysis.  It  is  very 
easy  to  obtain  these  small  quantities  of  peroxyde  of  tin  by 
digesting  the  silicic  acid  in  hydrosulphuret  of  ammonia  before 
igniting  it ;  the  tin  is  thereby  dissolved. 

The  best  method  of  effecting  this  digestion  consists  in 
smearing  the  neck  of  the  funnel  upon  which  the  silicic  acid 
has  been  filtered  with  a  pretty  thick  coating  of  tallow^  and  to 
put  it  upon  a  small  flask  with  a  narrow  neck^  which  it  must  fit^ 
so  as  to  close  it  hermetically;  hydrosulphuret  of  ammonia  is 
then  poured  upon  the  silicic  acid,  with  which  it  remains  in 
contact  for  a  long  time,  because  it  is  thus  prevented  from 
filtering  through.  When  the  operator  believes  that  the  whole 
of  the  tin  has  dissolved,  the  funnel  is  removed  from  the  flask, 
and  the  liquor  contained  therein  is  then  allowed  to  filter.  The 
solution  of  the  tin  is  evaporated  to  dryness,  and  the  dry  mass  is 
strongly  ignited.  In  this  manner  the  smallest  quantities  of 
sulphurct  of  tin  are  converted  into  peroxyde  of  tin. 

When  the  peroxyde  of  tin  has  been  previously  dissolved  in 
muriatic  acid,  the  best  method  of  precipitating  it  from  the  acid 
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liquor^  which  was  filtered  from  the  silicic  acid^  consists  in 
passing  a  current  of  sulphuretted  hydrogen  through  the  latter ; 
the  small  quantity  of  sulphuret  of  tin  thus  produced  is  afterwards 
calcined^  by  which  means  it  is  converted  into  peroxyde  of  tin. 

SEPARATION  OF  FROTOXYOE  OF  COPPER  IN  SILICIOUS  COMPOUNDS. 

When  a  silicious  compound  contains  protoxyde  of  copper,  it 
is  best,  after  having  separated  the  acid  solution  from  the  silicic 
acid  by  filtering,  to  precipitate  the  oxyde  in  question  by  means 
of  sulphuretted  hydrogen,  and  to  treat  the  sidphuret  of  copper 
thus  produced,  as  has  been  said  (page  188). 

If  the  quantity  of  protoxyde  of  copper  existing  in  the  sub- 
stance is  inconsiderable,  as  for  example,  in  the  cupriferous 
idocrase  of  Norway,^  it  sometimes  happens  that  it  is  overlooked 
when  it  is  not  immediately  precipitated  after  the  separation  of 
the  silicic  acid.  After  having  filtered  the  liquor  from  the 
sulphuret  of  copper,  it  is  heated  in  order  to  expel  the  sulphu- 
retted hydrogen  which  it  holds  in  solution,  and  if  protoxyde 
of  iron  is  present,  it  is  converted  into  peroxyde  of  iron. 

SEPARATION    OF   OXTDB    OF    URANIUM    IN    SILICIOUS  COMPOUNDS. 

*  When  these  combinations  can  be  decomposed  by  muriatic 
add,  the  liquor  is  filtered  in  order  to  separate  the  silicic  acid, 
and  by  ponring  ammonia  into  it,  the  oxyde  of  uranium,  con- 
jointly with  peroxyde  of  iron  and  alumina,  if  these  two  sub- 
stances exist  in  the  compound,  are  precipitated.  The  oxyde  of 
uranium  is  afterwards  separated  from  the  two  latter  substances, 

*  The  idocrase  found  at  Egge,  near  Christianfland  in  Norway,  has  been  analysed 
by  Magnus,  who  gave  the  following  results  : 

Silica 37-658 

Alumina 17*695 

Lime 31-896 

Protoxyde  of  Iron 4  537 

Magnesia 6*489 

Protoxyde  of  Manganese  0-499 

98-774 
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after  previously  diflsolving  the  precipitate  in  moriatie  acid  hj 
adding  carbonate  of  ammonia  to  the  liquor. 


SEPARATION  OP  PROTOXYDB  OP  LEAD  IN  8ILICIOU8  COMPOUNDS. 

*  The  native  silicates  contaiu  only  traces  of  protoxyde  of  lead. 
If  the  combination  can  be  decomposed  by  muriatic  acid,  the 
current  of  sulphuretted  hydrogen  is  passed  through  the  liquor 
filtered  from  the  silicic  acid,  by  which  means  the  protoxyde  of 
lead  is  precipitated  in  the  state  of  sulphuret  of  lead,  otherwise 
its  presence  might  be  overlooked  afterwards.  If  the  lead  is 
accompanied  by  iron,  the  protoxyde  of  iron  is  converted  into 
peroxyde  of  iron  in  the  liquor  which  has  been  filtered,  to 
separate  it  from  the  sulphuret  of  lead. 

*  If,  on  the  contrary,  a  silicious  combination  containing 
a  very  large  quantity  of  lead  were  treated  by  muriatic  add  with 
a  view  to  decompose  it,  the  chloride  of  lead  formed  might 
remain  with  the  silicic  acid,  from  which  it  could  not  be  sepa- 
rated, except  by  a  protracted  washing.  It  is  better,  therefore, 
after  having  pulverised  the  substance  to  decompose  it,  not  by 
muriatic,  but  by  nitric  acid,  and  after  having  removed  the 
silicic  acid,  to  precipitate  the  protoxyde  of  lead  from  the 
solution  by  sidphuretted  hydrogen. 

When  a  silicious  compound  containing  much  lead  is  difficult 
to  decompose,  or  cannot  be  decomposed  at  all  by  nitric  acid,  it 
is  ignited  with  carbonate  of  potash  or  of  soda  in  a  platinum 
crucible.  The  heat  must  not  be  too  strong,  nor  continued  too 
long,  and  care  must  be  taken  that  no  carbon  or' organic  matter 
find  their  way  to  the  mixture,  because  a  little  of  the  oxyde 
might  thus  be  reduced.  The  ignited  mass  is  then  softened 
with  water,  supersaturated  with  nitric  acid,  and  the  whole  is 
evaporated  to  dryness,  in  order  to  obtain  the  silicic  acid.  The 
dry  mass  is  then  moistened  with  nitric  acid,  and  shortly 
afterwards  water  is  added ;  the  silicic  acid  is  then  collected  on 
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a  filter.  The  first  thing  to  be  done  with  respect  to  the  filtered 
liquor  is  to  precipitate  the  protoxyde  of  lead  therefrom  by 
means  of  sulphuretted  hydrogen. 

SEPARATION    OF    OXYDE    OF    CADMIUM    FROM    SILICIOUS 

COMPOUNDS. 

*  Sulphuretted  hydrogen  is  the  reagent  employed  to  preci- 
pitate the  oxyde  of  cadmium  in  the  state  of  sulphuret  of 
cadmium^  exactly  as  when  the  combination  contains  protoxyde 
of  copper  or  protoxyde  of  lead.  The  sulphuretted  hydrogen  is 
passed  through  the  filtered  muriatic  acid  liquor  immediately 
after  having  separated  the  silicic  acid. 

SEPARATION    OF    OXTDE    OF    NICKEL    IN     SILICIOUS    COMPOUNDS. 

*  The  best  method  of  determining  small  quantities  of  oxyde 
of  nickel  in  silicious  compounds  consists^  after  having  separated 
the  silicic  acid  firom  the  muriatic  acid  solution^  in  adding 
carbonate  of  potash  or  of  soda  to  the  latter  almost  to  saturation^ 
and  to  heat  it  afterwards  with  a  solution  of  pure  potash^  which 
dissolves  the  alumina^  but  precipitates  the  oxyde  of  nickel  and 
peroxyde  of  iron,  which  may  subsequently  be  separated  firom 
each  other  in  the  manner  indicated  (page  152).  If  magnesia  be 
present  besides,  the  separation  of  the  two  oxydes  presents  more 
difficulties,  and  the  analyst  must  operate  as  was  said  (page  153). 

SEPARATION    OF    OXYDE    OF   ZINC    IN    SILICIOUS    COMPOUNDS. 

*  In  the  analysis  of  these  combinations,  and  after  having 
separated  the  silicic  acid,  a  current  of  sulphuretted  hydrogen  is 
passed  through  the  filtered  muriatic  acid  liquor,  in  order  to 
precipitate  in  the  state  of  metallic  sulphurets  all  the  oxydes 
which  may  be  thus  precipitated,  such  as,  for  example,  oxyde  of 
cadmium,  &c.  The  liquor  is  then  filtered,  the  protoxyde  of 
iron  is  then  converted  into  peroxyde  of  iron,  and  the  peroxyde 
of  iron  and  alumina,  if  present,  are  separated  from  the  oxyde 
of  zinc,  as  was  said  (pages  118 — 119). 
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DETERMINATION  OF  QUANTITIES  OP  PROTOXYDE  AND  OF  FBR- 
OXYDE  OP  IRON  WHEN  THEY  BOTH  EXIST  SIMULTANEOUSLY 
IN    SILICI0U8   COMPOUNDS. 

I  have  already  said  (page  287)  that  it  is  not  possible  to 
determine  the  quantities  of  protoxyde  and  of  peroxyde  of  iron 
accurately  in  a  substance  which  resists  the  action  of  muriatic 
acid.  This  is  the  case  with  the  silicious  compounds^  which  can 
be  decomposed  only  by  treatment  with  carbonate  of  alkali^  or 
by  hydrate  of  potash^  and  which  contain  the  two  oxydes  of  iron. 


When>  however^  these  two  oxydes  exist  in  a  silicious  sub- 
stance capable  of  being  decomposed  by  muriatic  acid^  which  is 
the  case^  for  example^  with  the  mineral  called  ilvaite/  the  method 
of  determining  their  quantity  is  as  follows  : — A  portion  of  the 
compound  is  first  reduced  to  powder  and  introduced  into  a 
bottle^  which  can  be  hermetically  closed^  and  it  is  treated  therein 
as  has  been  said  (page  107).  When  it  has  been  completely 
decomposed^  out  of  the  contact  of  the  air,  and  all  has  dissolved, 
except  the  liberated  silicic  acid,  an  aqueous  solution  of  sulphur- 
etted hydrogen  is  added  to  the  liquor.  After  some  time,  when 
the  liquid  has  become  clear,  the  mixture  of  silicic  acid  and  of 
sulphur  is  collected  on  a  filter  and  washed  ;  it  is  then  perfectly 


^  Ilvaite  forms  a  jelly  when  treated  with  muriatic  acid  :  the  composition  of  that 
found  at  Elba  is,  according  to  Kobel  and  Rammelsberg, — 


Dvalte  from  Elba. 

.  Protoxyde  of  Iron 

Peroxyde  of  Iron 

Sihca 

Lime 

Oxyde  of  Manganese 

Alumina 

Water 


31-900 

23-000 

29-278 

13-779 

1-587 

0-614 

1-268 

101-426 


33-07 

24-58 

29-83 

12-44 

1-50 

0-00 

000 

101-42 
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dried,  and  carefully  treated  by  faming  nitric  acid,  which  con- 
verts the  whole  of  the  sulphur  into  sulphuric  acid.  The  silicic 
acid  is  collected  on  a  filter,  and  the  silicic  acid  is  precipitated 
from  the  filtered  liquor,  by  means  of  a  solution  of  chloride  of 
barium.  It  is  necessary  to  treat  the  silicic  acid  a  second  time 
by  fuming  nitric  acid,  in  order  to  make  sure  that  it  is  com- 
pletely free  from  sulphur.  From  the  quantity  of  sulphate  of 
baryta  produced  that  of  the  precipitated  sulphur  is  calculated, 
from  which  the  quantity  of  the  pcroxyde  of  iron  contained  in 
the  combination,  and  which  was  thus  reduced  into  the  state  of 
protoxyde,  is  estimated.  The  liquor  filtered  from  the  mixture 
of  the  silicic  acid  and  sulphur  is  afterwards  treated  so  as  to 
convert  the  protoxyde  of  iron  which  it  holds  in  solution  into 
peroxyde  of  iron;  the  latter  oxyde  is  then  precipitated,  and 
from  its  weight  the  quantity  of  the  iron  is  determined.  Lastly, 
the  operator  determines  the  quantity  of  the  other  substances 
which  may  have  been  dissolved  at  the  same  time  by  the 
muriatic  acid. 

Another  portion  of  the  substance  is  decomposed  by  muriatic 
acid,  with  the  same  precautions  as  before,  and  avoiding  the 
contact  of  the  air,  and  a  solution  of  soda-chloride  of  gold  is 
added.  After  a  few  days  the  insoluble  residuum  is  collected  on 
a  filter,  and  which  consists  of  a  mixture  of  silicic  acid  and  of 
gold;  it  is  then  washed,  dried,  ignited  and  weighed.  This 
being  done,  the  mixture  is  treated  by  aqua  regia,  which  leaves 
the  silicic  acid  in  an  insoluble  state.  The  quantity  of  gold 
which  accompanies  the  silicic  acid,  and  which  wiU  have  dis- 
solved, may  be  estimated  from  the  loss  :  the  metal  may 
likewise  be  precipitated  from  the  solution.  From  the  quantity 
of  the  gold,  that  of  the  protoxyde  of  iron  in  the  substance 
submitted  to  analysis  is  calculated. 

SEPARATION    OF    ZIRCONIA    IN    SILICIOUS    COMPOUNDS. 

*  The  compound  of  silicic  acid  and  zirconia,  called  zircon  or 
hyacynth,  contains  these  two  substances  in  such  an  intimate 
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state  of  union^  that  they  cannot  be  separated  firom  each  other^ 
except  by  treatment  with  hydrate  of  potash,  which  is  done  in 
the  manner  described  (page  478).*  The  ignited  mass  is  decom- 
posed as  usual  by  muriatic  add ;  the  whole  is  evi^orated  to 
dryness^  the  dry  mass  is  moistened  with  strong  muriatic  acid^ 
and  after  having  added  water,  the  silicic  add  is  collected  on  a 
filter.  The  silidc  add,  even  though  the  analysis  may  have  been 
performed  with  the  greatest  care,  frequently  contains  pretty  con- 
siderable quantities  of  the  undecomposed  compound.  After 
drying,  its  wdght  is  determined.  It  is  then  put  in  a  platinum 
crudble  and  concentrated  hydrofluoric  acid  is  poured  upon  it, 
which  dissolves  the  silidc  acid,  and  leaves  the  imdecomposed 
compound  imdissolved,  the  wdght  of  which  is  determined  and 
deducted  from  that  of  the  silicic  add.  The  solution  of  the 
silidc  add  in  the  hydrofluoric  acid  may  likewise  contain  a  little 
zirconia ;  wherefore  sulphuric  add  must  be  poured  upon  it,  and 
the  liquor  is  evaporated  until  all  the  hydrofluosilidc  add  has 
volatilised.  The  residuum  is  then  dissolved  in  water,  and  the 
zirconia  is  predpitatcd  from  the  solution  by  means  of  ammonia; 
its  weight  is  determined  and  deducted  also  from  the  silidc  add, 
by  which  means  the  true  quantity  of  the  latter  is  thus  arrived  at. 
The  presence  of  the  zirconia  is  owing  to  this,  that  afler  the 
drying  of  the  ignited  mass  treated  by  muriatic  acid,  a  portion  of 
the  earth  which  had  lost  its  acid,  refused  to  redissolve  in  the 
muriatic  acid. 

*  The  liquor  filtered  from  the  silidc  add  is  then  treated  by 
ammonia,  which  precipitates  the  zirconia.  After  having  dried 
and  weighed  the  latter  substance^  it  can  no  longer  be  dissolved 
in  concentrated  sulphuric  acid,  except  with  the  help  of  heat; 
the  liquor  is  diluted  with  water,  and  the  small  quantity  of 
silicic  acid  which  separates   is   collected  on  a  filter,    and  its 

1  The  compontion  of  zircon,  or  zirconite,  and  of  liyadnth,  are  given  by  Berzelius 
and  Muir  as  foUowB  : — 

BIRCONITS.  HYACINTH. 

Zirconia  .        67*16  6600 

Silica  .     .         33*48  33*32 


100-64— BerzoliuB.        99-82— Mum. 
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weight  is  determined^  in  order  to  deduct  it  from  that  of  the 
zirconia. 

*  If  the  zirconia  still  contains  any  peroxyde  of  iron^  it  is 
separated  in  the  manner  indicated  (page  94). 

When  the  combination  of  zirconia  and  silicic  acid  submitted 
to  analysis^  is  the  mineral  called  eudialite^  which  contains^ 
besides  lime,  peroxyde  of  iron,  sesquioxyde  of  manganese,  and 
soda,  a  portion  of  which  latter  body  probably  exists  in  the 
compound  in  the  state  of  chloride  of  sodium,  the  substance  is 
first  decomposed,  and  the  silicic  acid  is  separated.  Ammonia  is 
then  employed  to  precipitate  the  zirconia  and  peroxyde  of  iron, 
the  precipitate  is  rapidly  collected  on  a  filter,  in  order  to  prevent 
its  becoming  contaminated  by  carbonate  of  lime,  and  after  having 
redissolved  this  precipitate  in  muriatic  acid,  the  zirconia  and 
peroxyde  of  iron  are  separated  from  each  other  according  to 
the  method  mentioned  (page  94).  The  quantity  of  the  Ume 
and  soda  is  determiued  afterwards  in  the  usual  manner.  The 
quantity  of  the  metallic  chloride  is  determined  in  another  portion 
of  the  combination,  which  for  this  purpose  the  operator  must 
decompose  by  nitric  acid. 

SEPARATION    OF    PROTOXYDE    OF    CERIUM    AND    OP    YTTRIA    IN 

SILICIOUS    COMPOUNDS. 

*  These  two  substances  appear  to  exist  almost  always  simul- 
taneously in  silicious  compounds.  In  the  course  of  the  analysis 
they  are  found,  after  the  separation  of  the  silicic  acid,  in  the 
precipitate  produced  by  ammonia,  accompanied  by  peroxyde  of 
iron,  alumina,  &c.,  from  which  they  can  be  separated  by  the 
methods  which  have  been  fully  described  before. 

SEPARATION    OF   THORINA    IN    SILICIOUS    COMPOUNDS.  . 

*  After  having  sepai'ated  the  silicic  acid  in  the  usual  manner, 
ammonia  is  poured  in  the  filtered  muriatic  acid  liquor,  by  which 
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means  the  thorina  is  precipitated.  The  precipitate  is  rapidly 
collected  on  a  filter^  in  order  to  prevent  the  formation  of  car- 
bonate of  lime.  The  precipitate  produced  by  ammonia  contains^ 
besides  thorina,  several  other  substances  which  existed  in  the 
silicious  compound,  and  which  were  precipitated  at  the  same 
time  by  the  volatile  alkali.  These  are  quantitatively  separated 
from  the  thorina  by  the  same  means  which  are  employed  in  the 
quantitative  analysis. 

SEPARATION    OF   OLUCINA    IN    SILICIOUS    COMPOUNDS. 

*  After  having  separated  the  silicic  acid,  the  filtered  muriatic 
liquor  is  treated  as  was  said  (page  60),  in  order  to  separate  the 
glucina  &om  alumina. 

*  It  sometimes  happens,  however,  in  decomposing  certain 
silicious  compounds  by  carbonate  of  potash,  that  the  glucina 
forms,  with  certain  metallic  oxydes,  combinations  which  resist 
the  decomposing  action  of  muriatic  acid,  and  which,  after  treat- 
ment of  the  mass  fused  with  carbonate  of  alkali  by  muriatic  acid 
and  by  water,  remain  mixed  with  the  silicic  acid,  from  which, 
however,  they  may  be  easily  separated,  as  was  described  in  the 
first  volume  of  this  work,  by  levigation  and  fusion  with  bisulphate 
of  potash. 

SEPARATION    OF    BARYTA    FROM    SILICIOUS    COMPOUNDS. 

*  Sulphuric  acid  is  the  reagent  employed  to  precipitate 
baryta  from  the  muriatic  acid  liquor  filtered  firom  the  nitric 
acid.  But  if  the  substance  contains  strontia  besides,  and  a 
considerable  quantity  of  lime,  the  precipitation  should  be 
effected  by  hydrofluosilicic  acid.  To  the  liquor  filtered  from 
the  silicifluoride  of  baryta,  sulphuric  acid  is  added;  it  is 
evaporated  to  dryness,  and  the  collective  quantity  of  sulphate 
of  strontia  and  of  lime  are  determined  together ;  the  two  earths 
are  afterwards  separated  from  each  other  in  the  manner 
indicated  (pages  26 — 403.) 
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SEPARATION  OF  SILICATES  FROM    EACH  OTHER  WHEN  MIXED 

TOGETHER. 

Among  the  non-igneous  minerals  found  in  nature  some  are 
met  with  which  consist  of  mixtures  of  various  silicates^  such 
as  those  called  phonolites^  aluminous  schistus^  &c.^  which 
minerals  produce  compounds^  some  of  which  may  be  decomposed 
by  acids^  whilst  others  resist  its  action.  They  may  be  analysed 
in  the  following  manner : — The  substance  is  reduced  into  as 
fine  a  powder  as  possible^  and  allowed  to  dry  at  an  extremely 
gentle  heat  until  it  ceases  to  lose  weight ;  after  having 
weighed  it^  concentrated  muriatic  acid  is  poured  upon  it^  and  it 
is  left  to  act  upon  it  at  a  gentle  heat^  until  the  portion  which 
is  attackable  by  acids  has  been  completely  decomposed ;  water 
is  then  added^  the  undissolved  portion  is  allowed  to  settle 
well  and  filtered,  the  insoluble  part  is  washed.  Considering, 
however,  that  a  portion  of  this  residuum  might  easily  be 
mechanically  carried  through  the  filter  during  the  washing, 
it  is  advisable  to  add  a  few  drops  of  muriatic  acid  to  the  water 
used  for  washing,  which  ordinarily  prevents  this  effect  from 
taking  place.  The  filtrate  must,  however,  be  received  in  another 
glass  than  that  in  which  the  first  filtrate  has  been  received, 
in  order  to  avoid  having  too  large  a  quantity  of  liquid  to  filter 
again,  should  it  at  first  pass  turbid. 

The  undissolved  portion  consists  of  the  portions  of  the  com- 
binations which  have  resisted  the  action  of  the  acid,  and  of  the 
silicic  acid  of  the  portion  which  was  decomposed.  The  filtered 
muriatic  acid  liquor  is  examined  by  the  means  which  have  been 
indicated  (page  458).  The  constituents  which  are  separated 
therefrom  represent  the  composition  of  the  portion  of  the  com- 
bination which  has  been  decomposed  by  the  acid,  except  the 
silicic  acid;  I  shall  only  remark  here,  that  it  is  advisable  to 
treat  the  muriatic  acid  liquor  by  an  aqueous  solution  of  sul- 
phuretted hydrogen,  because  the  mixed  silicates  pretty  often 
contain  small  quantities  of  metals,  especially  protoxyde  of 
copper. 
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*  The  portion  which  has  refdsed  to  dissolve  is  boiled  while 
still  moist  with  a  solution  of  carbonate  of  soda,,  which  dissolves 
the  silicic  acid  of  the  decomposed  combination^  but  does  not 
act  upon  the  portion  which  was  not  attacked  by  the  add. 
Several  precautions^  however,  must  be  taken  during  the  solution 
of  the  silicic  add.     If  the  totality  of  that  which  has  not  dis* 
solved,  is  boiled  with  the  alkaline  liquor,  and  the  operatoir 
proceeds  to  filter,  the  silidc  add  on  cooling  separates  in  a 
gelatinous   form,   which  stops  the  filtering.     It  is  therefore 
necessary  to  boil  only  small  quantities  of  the  undissolved  por- 
tion, no  more  of  it  being  taken  at  one  time  with  a  platinum 
spoon,  than  might  be  held  on  the  point  of  a  knife ;  it  is  then 
thrown  into  the  solution  of  the  alkaline  carbonate,  boiled 
therein,  and  filtered  whilst  yet  warm.    The  operator  continues 
to  do  so,  until  all  the  undissolved  residuum  has  been  boiled 
with  the  alkaline  liquor.  •  Lastly,  the  filter  and  the  parcels 
which  may  yet  adhere  to  it,  are  boiled  also  in  the  alkaline 
liquor,  and  the  whole  is  filtered  as  above.    A  little  muriatic 
acid  is  added  to  the  water  used  for  washing,  in  order  to  remove 
completely  all  the  alkali  which  might  adhere.     A  platinum 
capsula  is  the  vessel  which  answers  best  for  boiling  the  solution 
of  the  alkaline  carbonate. 

*  The  filtered  alkaline  solution  is  carefully  supersaturated  by 
means  of  muriatic  acid ;  it  is  evaporated  to  dryness  with  the 
precautions  mentioned  (page  463),  in  order  to  obtain  the  silicic 
acid.  After  having  determined  this  acid,  the  operator  possesses 
all  the  constituents  of  the  portion  of  the  compound  which  had 
been  decomposed  by  the  acids. 

*  The  portion  of  the  combination  which  resisted  the  action  of 
muriatic  acid,  and  the  solution  of  the  alkaline  carbonate,  is 
dried.  It  often  contains  some  carbon,  the  quantity  of  which 
may  be  determined  by  the  loss  which  the  substance  sustains  by 
ignition  in  the  air.  The  substance  is  then  mixed  with  carbonate 
of  alkali,  or  else,  if  it  contains  an  alkali,  with  carbonate  of 
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baryta^  and  the  constituents  are  then  determined  in  the  manner 
which  was  indicated  before.  In  many  cases^  this  portion  of  the 
combination  consists  of  felspar.  After  having  separated  the 
silicic  acid  in  the  usual  manner^  it  is  advisable  also^  in  this 
analysis^  to  add  an  aqueous  solution  of  sulphuretted  hydrogen 
to  the  filtered  add  liquor^  in  order  to  separate  small  quantities 
of  protoxyde  of  copper,  which  it  generally  contains. 

*  It  is  advisable  to  take  another  portion  of  the  combination, 
and  to  decompose  it  immediately  by  carbonate  of  alkali,  or  by 
carbonate  of  baryta ;  the  operator  may  then  easily  see  whether 
the  analysis  of  the  portions  which  have  been  decomposed,  or  left 
undecomposed  by  acids,  is  exact.  When  the  analyst  does  not  wish 
to  make  this  additional  analysis,  he  must  at  least  determine  the 
quantity  of  water  contained  in  the  portion  which  is  decomposed 
by  acids.  By  igniting  the  combination  in  the  air,  the  water 
evaporates ;  but  the  carbonaceous  matter  is  burnt  at  the  same 
time,  the  quantity  of  which  is  known  by  igniting  the  portion  of 
the  substance  which  has  not  been  decomposed  by  acids. 
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CHAPTER   XLV. 

TANTALUM. 


DETERMINATION  OF  TANTALIC  ACID. 

The  combinations  of  tantalic  add  found  in  nature  resist  the 
action  of  muriatic  acid^  and  can  be  decomposed  only  by  fusion 
with  carbonate  of  alkali^  or  hydrate  of  potash.  The  result  of 
this  operation  is  a  tantalate  of  alkali ;  but  the  whole  of  this 
salt  does  not  remain  in  an  insoluble  state  on  treating  the  fused 
mass  by  water^  because^  when  the  excess  of  alkali  has  been 
removed,  it  then  begins  to  dissolve.*  If  the  solution  of  the 
tantalate  of  alkali  is  saturated  with  muriatic  acid,  in  order  to 
precipitate  the  tantalic  acid/  or  if  the  mass  fused  with  alkali 
is  at  once  treated  by  water  and  muriatic  acid,  it  is  very  difficult 
to  obtain  immediately  the  whole  of  the  tantalic  acid.  It  often 
happens  that  other  portions  have  to  be  separated  from  other 
substances,  which  is  attended  with  difficulties,  and  renders  the 
result  of  the  analysis  uncertain. 

Berzelius  proposed  therefore  to  decompose  the  combinations 
of  tantalic  acid  by  means  of  bisulphate  of  potash,  which  method 
yields  much  more  accurate  results.     The  combination  is  reduced 


^  According  to  Berzelius,  tantalate  of  potash  is  not  even  quite  insoluble  in  a 
solution  containing  an  excess  of  alkali.  The  tantalate  of  soda  is  much  less  soluble 
than  the  salt  of  potash. — £d. 

^  Tautalate  of  potash  and  of  soda  arc  precipitated  from  the  solutions  by  all  acids, 
even  hy  carbonic  acid. — Ed. 
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into  very  fine  powder,  by  levigation,  and  when  the  powder  is  dry, 
a  certain  quantity  of  it  is  mixed  with  six  or  eight  times  its 
weight  of  bisnlphate  of  potash  in  a  large  platiniim  crucible,  and 
the  whole  is  heated  by  the  flame  of  an  argand  spirit-lamp,  until 
the  fused  mass  is  red  hot.  As  soon  as  the  mass  has  become  like 
a  limpid  solution,  and  no  powder  is  perceived  at  the  bottom  of 
the  crucible,  it  is  allowed  to  cool.  The  fused  mass  is  then  boiled 
with  a  large  quantity  of  water  until  it  ceases  to  dissolve  anything. 
The  whole  of  the  tantalic  acid  which  had  dissolved  in  the  fused 
bisulphate  of  potash  remains  behind,  whilst  the  bases  which 
were  contained  in  the  compound  are  dissolved  by  the  free 
sulphuric  add.    The  tantalic  acid  is  separated  by  filtering. 


SEPARATION    OF   TANTALIC    ACID    FROM    THE    METALLIC    OXYDES 

AND    FROM    THE    EARTHS. 

Fusion  with  bisulphate  of  potash  is  also  the  method  employed 
to  separate  tantalic  add  &om  almost  all  the  substances  with 
which  it  may  be  combined.  Yet,  according  to  Berzelius,  it 
often  happens  that  the  tantalic  acid  thus  separated  is  not  pure, 
and  that  it  still  retains  a  small  quantity  of  substances  which 
could  not  be  separated  firom  it  by  fusion  with  bisulphate  of 
potash.  These  substances  are  prindpally  peroxyde  of  tin, 
peroxyde  of  iron,  and  often  also  timgstic  add,  the  quantity  of 
which  must  be  determined. 

After  having  carefully  and  thoroughly  washed  the  tantalic 
add  which  has  remained  undissolved,  it  is  digested  with  hydro- 
sulphuret  of  ammonia,  which  dissolves  the  timgstic  add  and 
peroxyde  of  tin;  the  peroxyde  of  iron  is  thereby  converted  into 
sulphuret  of  iron,  which  remains  with  the  tantalic  add,  the 
latter  not  being  acted  upon  by  this  reagent.  The  best  maimer 
of  conducting  this  operation  is  as  follows : — 

The  funnel  containing  the  filter  on  which  the  impure  tantalic 
acid  has  been  collected,  is  put  into  the  neck  of  a  bottle,  and  the 
joint  is  closed  with  a  thick  layer  of  tallow,  in  order  to  avoid  all 
egress  of  or  communication  with  the  air.     Hydrosulphuret  of 
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ammnTiift  is  then  pouTed  upon  the  tantalic  acid;  the  reagent^  not 
being  able  to  flow  into  the  bottle  through  the  filtering  paper, 
remains  therefore  in  contact  with  the  acid  for  a  long  time.  When 
the  operator  belieyes  that  the  peroxyde  of  tin  and  the  tungstic 
add  have  been  completely  converted  into  metallic  sulphurets, 
and  have  been  dissolved  by  the  hydrosulphuret  of  ammonia^  the 
liquid  in  the  filter  is  allowed  to  percolate.  The  tantalic  acid 
mixed  with  sulphuret  of  iron  is  washed  with  water  to  which  a 
little  hydrosulphuret  of  ammonia  has  been  added,  and  then, 
without  removing  the  add  firom  the  funnel,  muriatic  add  is 
poured  upon  it,  with  which  it  is  left  in  digestion  for  some 
time,  as  was  done  before  with  respect  to  the  hydrosulphuret 
of  ammonia.  When  the  sulphuret  of  iron  has  been  thus 
dissolved,  the  liquor  is  allowed  to  percolate,  the  tantalic  acid 
is  washed  with  boiling  water,  dried,  ignited,  and  weighed.  For 
greater  predsion  it  is  advisable,  after  the  weighing,  to  treat 
the  tantalic  acid  before  the  blow-pipe,  in  order  to  make  sure 
that  it  no  longer  contains  any  peroxyde  of  tin  nor  tungstic 
acid. 

Berzelius  generally  precipitates  the  solution  in  hydrosul- 
phuret of  ammonia  by  nitric  acid,  and  treats  the  predpitate 
by  aqua  regia.  The  tungstic  add  which  has  not  dissolved  is 
then  separated  by  filtering,  and  washed  with  addified  water. 
The  peroxyde  of  tin  is  precipitated  from  the  solution  in  aqua 
regia  by  ammonia.  This  method  of  separating  tungstic  acid 
from  peroxyde  of  tin  is  not  perfectly  exact,  but  none  better 
is  known  (page  308).  The  muriatic  solution  of  the  iron  is 
mixed  with  the  liquor  which  has  been  separated  from  the 
impure  tantalic  acid  by  filtering ;  the  liquid  contains  afterwards 
iron  and  a  little  tin,  for  separating  which  from  each  other, 
sulphuretted  hydrogen  is  the  best  reagent. 

Such  is  the  method  of  analysis  to  be  employed  when  tantalic 
add  is  combined  with  only  small  quantities  of  bases,  such  as  in 
the  mineral  called  tantalite.     But  when  the  bases  are  in  larger 


quantitjr,  as  in  the  mincnl  called  Tttro-iantaKtie.  anodier 
method  is  lesoited  to.  Tlie  eomhiiiatioD  »  Kkevise  fined  widi 
bisulphate  of  potasliy  and  die  fined  mmhinarian  is  Utaoed  vith 
a  snfficient  quantitr  of  boQing  vater.  Tliis  bein^  done,  the 
liquor  is  decanted,  and  the  Teodiinm  is  digested  tat  a  long  time 
with  concentrated  mnriatic  add.  That  which  has  refused  to 
dissolve  is  coDected  <m  a  fihcr  and  washed.  The  muriatic  add 
solution  is  mixed  with  the  other  liquor.  That  which  has  not 
dissolved  is  digested  with  hTdrosulphuret  of  ammonia,  and  sub- 
sequently with  muriatic  add,  as  indicated  before.  That  which 
remains  after  these  two  operations  is  tantalic  add. 

The  peroiyde  of  tin  and  tungstic  add  are  predpitated  firom 
the  acid  liquet  by  sulphuretted  hydrogen ;  the  metallic  sulphurets 
thus  obtained  are  then  mixed  with  those  which  were  predpitated 


1  Tantalite  is  a  oombiiiatioo  of  tantalic  acid  with  protoxjde  of  iron  and  of 
manganeseyand  is  found  prindpaDy  at  Kimito  in  Finland,  and  Bodennais  in  BaTaria. 
A  sample  of  tiie  finC,  analyied  bj  Bendiosy  and  one  of  the  seeond  analysed  by 
y ogely  gare  the  following  zesoHa : 


Kmrro. 

BOonnrAia. 

Tantalio  Add 

88-2 

7S-0 

Protoxyde  of  Iron 

7-2 

17-0 

Protoxyde  of  Manganese 

7-4 

5-0 

Oxyde  of  Tin 

(HI 

1-0 

Lime 

.    Trace. 

... 

98-4 — Berzelios.        980— Vogel. 

The  three  Tsrieties  of  yttro-tantalite,  dark,  black,  and  yellow,  described  and 
analysed  by  Berzdhis,  Tsry  conmderably  in  oompodtion,  and  are  regarded  by  that 
illnstrions  chenust  as  a  medianical  mixture  of  tantalum,  yttria,  uranium,  lime,  and 
tungstic  add. 

The  dark  variety  firom  Ytterby  is  represented  by  Berzelius  as  (3  YC)  +  3  CaO) 
Tas  Os. 

The  black  variety  from  Finbo,  Ytterby  and  Kararfvet,  as 

3  CaO  1  r  TasOs. 

3  YO     I         \ 

3  FeO  J  I   WOs. 


The  yeUow  variety  (8  YD  +  Us.Ot)  Tas  Os. 

The  YttrMaotilate  eaOad  FsrgiMonite  tron  KikertiMiTMky  ostf  Ca|Mi  Famrslt 
in  Greenland,  eontains  protoxyde  of  ceriam^  and  of  dreonhi ;  it  Is  reprsssnted  hy 
Berzeliiis  as  3  YD  -t-  Tas  Os,  3  CeO  -»-  Tat  O*^  Zrt  0»  -»-  Tas  0«. 
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by  means  of  an  add  firom  the  solution  in  hydrosulphuret  of 
ammonia.  By  adding  a  little  nitric  acid  to  the  liquor  filtered 
firom  the  metallic  sulphurets^  and  heating  it^  or  by  passing  a 
current  of  chlorine  through  it^  the  protoxyde  of  iron  is  converted 
into  peroiyde  of  iron^  which  is  then  precipitated  by  ammonia, 
along  with  the  yttria  and  peroxyde  of  luranium^  if  these  two 
substances  are  present.  The  precipitate  produced  is  collected  as 
rapidly  as  possible  upon  a  filter^  and  the  lime  contained  in  the 
filtered  liquor  is  precipitated  by  means  of  oxalate  of  ammonia. 
The  precipitated  peroxyde  of  iron,  yttria,  and  peroxyde  of 
uraniiim  are  redissolved  in  nitric  add.  In  thus  redissolving 
the  predpitate  a  small  quantity  of  tantalic  add  is  again  left 
imdissolved,  which  small  quantity  must  be  determined.  The 
peroxyde  of  iron  is  precipitated  firom  the  solution  by  means  of 
carbonate  of  ammonia.  It  is  more  difficult  to  separate  yttria 
and  peroxyde  of  uranium  firom  each  other. 

SEPARATION    OF   TANTALIC    FROM    SILICIC    ACID. 

When  silidc  and  tantalic  add  have  to  be  separated  fi-om  each 
other,  the  following  method  may  be  employed : — ^The  mixture  is 
ignited,  and  treated  by  hydrofluoric  add  in  a  platinum  vessel, 
by  which  means  the  silidc  acid  is  dissolved,  whilst  the  tantalic 
acid  which  has  been  ignited  is  not  soluble  in  this  reagent.  It 
is  true  that,  according  to  Berzelius,  the  hydrofluoric  add  retains 
a  small  quantity  of  it,  but  it  may  be  altogether  separated  by 
igniting  it. 


The  French  edition  has  the  following  remark  by  Ed. 
Peligot : — 

SEPARATION    OF    TANTALIC    FROM    TITANIC    ACID. 

*  These  two  substances,  which  are  sometimes  united  in  the 
same  mineral,  may  be  separated,  according  to  Wohler,  in  the 
following  manner : — 
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*  These  substances  are  mixed  with  sugar^  the  mixture  is 
carbonised  and  exposed  to  the  action  of  a  current  of  dry  chlorine 
in  a  porcelain  tube^  heated  red  hot.  The  chlorides  distil  over^ 
and  are  collected  in  water ;  they  are  then  treated  by  sulphuric 
acid^  which  precipitates  the  tantalic  add,  and  leaves  the  titanic 
acid  in  solution. 
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CHAPTER    XLVL 

CARBON. 


DETERMINATION  OF  CARBON. 

The  quantitative  determination  of  carbon  may  be  effected  in 
various  ways.  The  method  to  be  adopted  differs  according  to 
the  state  in  which  the  carbon  exists  in  the  substance. 

When  the  carbon  is  only  in  the  state  of  mixture  with*  another 
substance^  or  if  the  latter  contains  it  in  such  a  state  that  it  can 
easily  be  bumt^  it  is  sometimes  sufficient  to  ignite  the  sub- 
stance in  contact  with  the  air^  and  the  weight  of  the  carbon  is 
determined  from  the  loss.  This  method,  however,  cannot 
be  resorted  to  when  there  are  other  volatile  substances,  for 
it  is  then  impossible  to  determine  the  quantity  of  the  car- 
bon from  the  loss  sustained.  Some  chemists  have  tried  to 
heat  such  substances  in  a  small  retort  out  of  the  contact  of 
the  air,  in  order  to  expel  the  volatile  constituents,  the  quantity 
of  which  was  then  determined  from  the  loss  of  weight ;  the  sub- 
stance was  subsequently  ignited  in  contact  with  the  air,  in  order 
to  bum  the  carbon,  the  quantity  of  which  was  estimated  £rom 
the  second  loss  thus  sustained.  The  results  obtained  by  this 
method,  however,  are  inaccurate,  and  even  in  many  cases  fall 
considerably  short  of  the  truth,  because  volatile  constituents 
very  often  form  with  carbon  combinations  which  are  volatile  also. 

In  order  to  determine  the  quantity  of  carbon  contained  in  a 
substance,  especially  if  volatile  bodies  are  present,  the  following 
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method  is  usually  employed: — The  carbon  is  converted  into 
carbonic  acid,  and  the  volume  of  this  acid  is  determined,  or 
else  it  is  passed  through  lime-water  or  baryta-water,  and  the 
quantity  of  the  carbon  is  calculated  from  the  weight  of  the 
earthy  carbonates.  In  order  to  convert  the  carbon  into  car- 
bonic acid,  various  methods  are  employed  according  to  its 
more  or  less  intimate  combination  with  other  substances,  or 
according  to  the  nature  of  these  substances. 

The  best  method  of  oxydising  carbon  contained  in  a  substance 
is  that  which  was  first  proposed  by  Gay  Lussac ;  it  consists  in 
weighing  a  certain  portion  of  the  substance,  and  igniting  it 
in  a  suitable  apparatus  with  a  large  excess  of  protoxyde 
of  copper.  The  carbon  reduces  the  oxyde,  whilst,  if'  the  latter 
is  in  sufficient  quantity,  the  carbon  is  transformed  into  car- 
bonic add.  When  the  substance  operated  upon  contains 
still  certain  constituents  capable  of  reducing  the  protoxyde  of 
copper  {oxyde  cuivriqtie)  other  volatile  products  are  usually 
obtained  besides  carbonic  acid.  The  substances  which  contain 
carbon,  and  the  decomposition  of  which  can  be  effected  by 
protoxyde  of  copper  (oxyde  cuivrique)  most  generally  contain 
hydrogen  also,  owing  to  which,  during  the  ignition  with  the 
protoxyde  of  copper,  not  only  carbonic  acid,  but  water  also,  is 
produced.  The  description  of  the  apparatus  suited  to  this 
operation,  and  of  the  precautions  which  must  be  observed, 
will  be  given  in  full  in  Chapter  LIII.,  which  will  treat  of  the 
quantitative  determination  of  hydrogen  and  of  its  combinations. 

In  certain  cases,  instead  of  protoxyde  of  copper  {oxyde 
cuivrique)  oxygen  gas,  or  chlorate  of  potash,  or  even  sometimes 
nitrate  of  potash,  may  be  employed.  The  carbon  is  thereby  con- 
verted into  carbonic  acid.  When  chlorate  of  potash  is  used  the 
apparatus  is  generally  similar  to  that  which  is  adopted  for 
the  method  by  protoxyde  of  copper.  Nitrate  of  potash  is 
frequently  employed,  especially  for  the  quantitative  analysis 
of    mixtures   of   carbon  with    other  combustible   substances 
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prepared  for  technical  or  manufacturing  purposes*  In  sncbi 
cases  the  quantity  of  the  adds  produced  bj  the  oxydisation  of 
the  other  substances  is  generally  determined^  which  acid  com* 
bines  with  the  potash  of  the  nitrate  of  potash  ;  the  loss  indicates 
the  total  amount  or  quantity  of  the  carbonic  add  or  of  the 
carbon.  Yet  it  is  possible  to  determine^  in  a  direct  manner,  the 
quantity  of  the  carbonic  add  which  was  produced :  a  portion 
of  this  acid  combines  with  the  potash  to  form  carbonate  of 
potash,  whilst  another  is  disengaged  in  a  free  state. 

When  carbon  is  combined  with  substances  which  are  capable 
of  being  dissolved  by  adds  which  do  not  exercise  an  oxydising 
action — for  example,  in  muriatic  add — it  is  obtained  in  the 
state  of  an  insoluble  residuiim.  This  residuiim  is  collected  on 
a  weighed  filter,  washed,  and  after  having  dried  it  thoroughly, 
its  weight  is  determined.  It  is  di£Scult  to  weigh  with  great 
accuracy  a  considerable  quantity  of  charcoal  in  powder,  but  for 
smaU  quantities  this  is  easily  done.  After  having  weighed  the 
carbon,  the  operator  must  never  neglect  to  bum  it  in  the  open 
air,  in  order  to  ascertain  whether  no  foreign  substances  are  left 
in  the  state  of  ashes,  the  weight  of  which  must  be  determined 
and  deducted  from  that  of  the  charcoal.  But  if  the  substances 
combined  with  the  carbon  are  soluble  in  dilute  muriatic  acid 
under  disengagement  of  hydrogen  from  the  decomposition  of 
the  water,  this  method  cannot  be  employed,  because  the 
hydrogen  gas  liberated  forms  with  carbon  compounds  which 
are  volatile. 

SEPARATION    OF   CARBON    FROM    SILICIOUS    COMPOUNDS. 

Carbon  is  rarely  contained  in  considerable  quantity  in  silidous 
compounds.  The  mineral  called  pyrorthite*  is  one  of  the  small 
number  of  native  silicious  compounds  which  are  in  this  predica- 
ment. Berzelius,  who  analysed  this  compound,  determined  the 
quantity  of  the  carbon  from  the  loss  which  a  weighed  portion  of 


^  Pyrorthite  is  considered  by  Berzelhia  to  be  a  xnixtiire  containing  about  one-third 
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this  mineral  sustained  by  ignition  in  the  air ;  but  as  this  mineral 
contains  water  besides^  it  is  necessary  to  take  another  weighed 
portion,  to  ignite  it  in  a  retort  out  of  the  contact  of  the  air,  and 
determine  from  the  loss,  the  quantity  of  the  water,  and  other 
volatile  substances. 

*  When  silicious  compounds  contain  only  very  small  quantities 
of  carbon,  which  is  the  case  generally  with  those  which  contain 
much  magnesia,  it  is  difficult  to  determine  the  quantity  in  an 
accurate  manner.  If  the  operator  possessed  a  tolerably  large 
quantity  of  the  compound,  the  proportion  of  the  carbon  might 
be  attempted  by  igniting  the  compound  with  protoxyde  of 
copper. 

SEPARATION    OP    CARBON    PROM    PHOSPHORUS. 

Phosphorus  forms  with  carbon  compounds  none  of  which  have 
been  as  yet  accurately  analysed.  If  this  body  contained  carbon, 
it  might  be  eliminated  by  igniting  the  mixture  in  contact  with 
the  air. 

SEPARATION  OP  CARBON  FROM  SULPHUR. 

Berzelius  and  Marcet  have  analysed  the  combination  of  carbon 
and  sulphur  by  passing  the  vapours  of  sulphuret  of  carbon 
{mdfide  carbanique)  upon  red-hot  peroxyde  of  iron.  The  result 
was  a  production  of  sulphuret  of  iron  and  of  carbonic  acid  gas, 
which  was  collected  over  mercury ;  bat  some  sulphurous  acid 
gas  was  formed  at  the  same  time,  mixed  with  the  carbonic  acid. 

of  its  weight  of  carbon,  and  one-fourth  of  water.    His  analysis  of  that  substance  is 

as  follows : — 

Protoxyde  of  Cerium         ....     13*92 

SUica           10-43 

Lime 1-81 

Alumma 3*59 

Protoxyde  of  Iron 6-08 

Protoxyde  of  Bianganese        .                .    .  1*39 

Yttria 4.87 

Water 26-50 

Carbon 31*41 

100000 
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The  peroxyde  of  iron  had  been  put  in  a  glass  tube^  which  was 
kept  at  a  red  heat  during  the  whole  of  the  experiment.     The 
▼apours  of  the  sulphuret  of  carbon  were  passed  over  it  in  a  very 
slow  and  uniform  manner.     The  process  was  as  follows : — ^The 
sulphuret  of  carbon  was  put  in  a  small  retort  and  weighed 
therein;  the  retort  was  then  connected  air-tight  with  the  cold 
portion  of  the  tube.     The  retort  was  then  heated  by  means  of 
a  lamp  placed^  not  underneath^  but  by  the  side  of  it^  and  the 
radiating  heat  of  the  flame  produced  a  heat  sufficient  to  cause  a 
single  bubble  of  gas  to  ascend^  about  every  minute's  time^  in 
the  bell  over  the  mercury.    The  retort  was  sheltered  by  a  sheet- 
iron  screen  from  the  radiating  heat  of  the  furnace^  in  which  the 
glass  tube  containing  the  peroxyde  of  iron  was  kept  at  a  red 
heat.   The  operation  being  finished,  the  peroxyde  of  iron,  mostly 
converted  into  sulphuret  of  iron,  was  carefully  treated  by  aqua 
regia,    and  the   quantity  of  sulphuric   acid  produced   and  of 
liberated  sulphur  were  determined.     The  gases  which  were 
collected  in  the  bell  over  the  mercury  were  separated  from  each 
other  in  the  following  manner  : — ^A  small  bottle  made  of  glass 
tube  was  filled  with  a  weighed  quantity  of  peroxyde  of  lead, 
and  closed  with  a  piece  of  leather  glove,  and,  by  means  of  a  piece 
of  annealed  iron  wire  to  which  it  was  fixed,  it  was  introduced 
through  the  mercury  into  the  glass  bell.      The  sulphurous  acid 
became  oxydised  by  the  peroxyde  of  lead,  and  formed  sulphate 
of  lead.     Twelve  hours  afterwards,  a  second  small  bottle,  filled 
with  hydrate  of  potash,  was  introduced  in  the  same  manner 
into  the  glass  bell,  in  order  to  absorb  the  carbonic  acid.     When 
all   absorption    ceased,   and   the  bell   contained  nothing  else 
than  the  atmospheric  air  which  existed  in  the  apparatus  before 
the  experiment,  the  small  bottles  made  of  glass  tube  above- 
mentioned  were  weighed,  and,  from  the  augmentation  of  their 
weight,  the  quantities  of  the  sulphuric  and  carbonic  acids  pro- 
duced were    ascertained,  from   which   the  composition  of  the 
sulphuret  of  carbon  could  subsequently  be  easily  determined. 

When,  on  the  contrary,  the  substance  to  be  quantitatively 
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analysed  is  merely  a  mixture  of  sulphur  and  of  carbon^  the  best 
method  consists  in  weighing  a  certain  quantity  of  it,  and  heating 
it  slowly  out  of  the  contact  of  the  air;  the  sulphur  volatilises 
whilst  the  carbon  remains,  the  weight  of  the  latter  is  then 
determined.  In  order  to  avoid  the  access  of  the  air  completely 
the  mixture  should  be  heated  in  an  atmosphere  of  gases  which 
have  no  action  upon  carbon.  Hydrogen  gas  answers  this 
purpose  best.  The  experiment  is  performed  in  an  apparatus 
similar  to  that  described  (page  138). 

The  mixture  is  put  in  the  glass  bulb  g,  which  is  then  weighed, 
and  the  sulphur  which  is  volatilised  is  expelled  completely  from 
the  tube  by  means  of  a  small  spirit-lamp.  After  the  complete 
cooling,  the  bulb  g  is  again  weighed,  which  indicates  the 
quantity  of  the  charcoal. 

*  The  mixture  of  sulphur  and  charcoal  may  also  be  analysed  by 
passing  a  current  of  dry  chlorine  gas  over  it,  which  chlorine  must 
be  fipee  from  atmospheric  air.  When  the  apparatus  is  completely 
filled  with  chlorine,  heat  is  applied  to  the  mixture,  chloride  of 
sulphur  distils  over,  which  is  collected  in  a  flask  half  or  one- 
third  filled  with  water  (page  212).  The  whole  of  the  charcoal 
remains.  The  chloride  of  sulphur  is  converted,  by  the  action 
of  the  excess  of  chlorine,  into  sulphuric  acid,  whilst  a  portion  of 
the  sulphur,  separates.  The  latter  is  determined  in  the  state  of 
sulphur,  and  the  sulphuric  acid  in  that  of  sulphate  of  baryta. 

If  the  operator  wishes  to  determine  the  quantity  of  the 
sulphur,  not  from  the  loss  but  in  an  immediate  manner,  this 
substance  should  be  converted  into  sulphuric  acid,  which  is  pre- 
cipitated afterwards  by  a  solution  of  a  salt  of  baryta.  The  most 
convenient  method  of  oxydising  the  sulphur  in  a  mixture  of  this 
body  with  charcoal  consists,  according  to  Gay  Lussac,  in  weigh- 
ing a  certain  portion  of  the  mixture,  and  in  mixing  it  intimately 
with  carbonate  of  potash  or  of  soda,  and  then  with  nitrate  of 
potash  and  chloride  of  sodium,  and  the  whole  is  then  exposed 
to  the  fire.      A  platinum  crucible  may  be  used  for  the  purpose 


518  CARBON. 

without  fear  of  its  being  attacked.  The  mass  bums  quickly  and 
becomes  white.  The  residuum  is  dissolved  in  water^  the  solution 
is  carefully  acidified  by  muriatic  acid^  and  a  solution  of  chloride 
of  barium  is  then  added.  The  quantity  of  the  sulphur  is 
calculated  afterwards  firom  that  of  the  sulphate  of  baryta  produced. 

The  addition  of  the  alkaline  carbonate  is  necessary  in  order  to 
prevent  the  volatiUsation  of  any  sulphur;  that  of  the  chloride  of 
sodiiim  renders  the  combustion  less  violent.  The  proportions 
to  be  employed  are,  for  one  part  of  the  mixture  of  sulphur  and 
carbon^  four  parts  of  alkaline  carbonate^  seven  or  eight  of  nitrate 
of  potash^  and  sixteen  of  chloride  of  sodium.' 

The  composition  of  ounfowder  may  thus  be  quantitatively 
determined  in  a  very  easy  manner.  The  quantity  of  the  nitre 
is  found  by  treating  a  weighed  portion  of  the  powder  by  water/ 
and  evaporating  to  dryness  the  liquor  separated  by  filtering 
firom  the  charcoal  and  sulphur.  In  order  to  determine  the 
quantity  of  the  charcoal,  the  insoluble  residuum  is  dried  with 
care,  and  it  is  weighed  upon  a  weighed  filter;  and  a  very 
accurately  weighed  portion  thereof  is  now  submitted  to  the 
treatment  which  has  been  just  described.  Another  portion  of 
the  gunpowder  is  then  mixed  with  its  own  weight  of  carbonate 
of  alkali,  an  equal  proportion  of  nitrate  of  potash,  a  quadruple 
weight  of  chloride  of  sodium,  and  the  whole  is  treated  as  was 
said  above. 


*  Sulphur  and  carbon  may  also  be  separated  from  each  other  by  means  of  solphite 
of  potash,  which  dissolves  the  sulphur,  and  is  thereby  converted  into  hyposulphite  of 
potash,  whilst  the  carbon  remains  untouched,  and  may  be  at  once  collected  on  a  filter, 
dried  and  weighed. — Ed. 

'^  The  weighed  portion,  about  50  gnuns  of  gunpowder,  should  be  boiled  with 
about  eight  times  its  weight  of  distilled  water,  by  which  means  the  nitrate  of  potash 
is  dissolved,  whilst  the  sulphur  and  carbon  which  are  left  behind  must  be  thoroughly 
washed  on  the  filter,  until  the  water  of  the  washing  which  passes  through  is  found  to 
pass  quite  pure.  The  saline  mass  which  remains,  after  the  evaporation  of  the  filtrate, 
ordinarily  contains  some  chloride  of  sodium,  tlie  amount  of  which  may  be  determined 
as  chloride  of  silver.  In  order  to  determine  the  amount  of  moisture  contained  in 
tlie  sample,  it  should  be  dried  by  means  of  the  water  bath,  or,  which  is  better,  in 
vacuo  over  sulphuric  acid,  imtil  it  ceases  to  lose  weight. — Ed. 
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SEPARATION  OF    CARBON    FROM    METALS^   AND    ESPECIALLY 

FROM  IRON. 

The  analysis  of  the  combinations  of  carbon  with  metals,  often 
presents  very  great  difficulties.  A  very  small  number  of  such 
combinations  is  known;  the  most  important  of  which  are 
unquestionably  those  which  it  forms  with  iron,  the  composition 
of  which  may  often  prove  of  paramount  importance  in  a  tech- 
nical point  of  view.  When  carburetted  iron  is  treated  by 
adds  which  have  not  an  oxydising  action,  for  example,  by 
muriatic  acid,  a  volume  of  hydrogen  gas  is  obtained,  which  is 
less  than  when  a  same  quantity  of  pure  iron  is  submitted  to 
a  similar  treatment.  In  the  first  case,  a  portion  of  the  carbon 
unites  with  the  hydrogen,  with  which  it  forms  a  volatile  oil, 
and  after  the  iron  has  dissolved,  the  residuum  is  far  from  con- 
taining the  whole  of  the  carbon.  The  quantity  of  the  latter 
might  be  estimated  from  the  loss  by  treating  the  muriatic  acid 
solution  of  the  carburetted  iron  by  nitric  acid,  in  order  to 
convert  the  protoxyde  into  peroxyde  of  iron,  and  calculating 
the  quantity  of  the  iron  from  that  of  the  peroxyde  of  iron 
obtained.  If,  in  that  case,  the  solution  of  the  peroxyde  of  iron, 
or  the  residuum  undissolved  by  the  acid,  contained  besides 
small  quantities  of  protoxyde  of  manganese,  of  magnesia,  of 
sulphuric  acid,  of  phosphoric  acid,  or  of  silicic  acid,  these  sub- 
stances might  be  quantitatively  determined  either  in  the  liquor, 
or  in  the  residuum  ignited  in  contact  with  the  air,  by  the 
methods  which  have  been  described  before.  These  substances 
exist  in  the  iron  in  the  state  of  manganese,  of  magnesium,  of 
sulphur,  of  j>hosphorus,  and  of  silicium. 

But,  as  the  quantity  of  carbon  is  generally  very  trifling,  this 
method  would  yield  but  inaccurate  results.  The  best  method, 
according  to  Berzelius,  is  the  following : — 

Chloride  of  silver  is  to  be  fused  into  a  cake,  and  introduced 
into  a  vessel  containing  water,  and  sheltered  from  the  contact 
of  the  air  by  a  plate  of  glass.     The  piece  of  carburetted  iron 
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under  examination  is  then  deposited  upon  the  chloride  of  silver. 
The  chloride  is  reduced  by  the  iron^  which  is  thns  converted 
into  protochloride  of  iron^  and  dissolved ;  the  charcoal  remains 
on  the  cake  of  partly  reduced  silver,  firom  which  it  can  be  easily 
separated,  and  collected  upon  a  weighed  filter.  The  operation 
is  long  when  the  piece  of  iron  is  thick.  The  chloride  of  silver 
must  be  employed  in  excess,  that  is  to  say,  about  five  parts  and 
one-third  for  one  of  iron.  The  contact  of  the  air  must  be 
avoided,  because  hydrate  of  peroxyde  of  iron  might  thus  be 
separated  from  the  solution  of  the  protochloride,  and  mix  with 
the  charcoal.  This  accident  needs  not  be  apprehended  when  a 
few  drops  of  muriatic  acid  are  added ;  this  precaution  besides  is 
advantageous,  inasmuch  as  the  operation  proceeds  then  more 
rapidly;  yet  it  is  necessary  to  take  care  that  the  acid  added  is 
in  too  small  proportion  to  have  a  dissolving  action  upon  the  iron. 

*  This  method  may  be  applied  to  other  methods  besides  iron, 
provided  they  be  capable  of  reducing  the  silver  of  the  chloride 
of  that  metal,  and  the  foreign  substances  with  which  they  are 
mixed  may  be  thus  qualitatively  and  quantitatively  determined. 

Another  method  proposed  also  by  Berzelius,  consists  in  treat- 
ing a  weighed  quantity  of  carburetted  iron  by  dry  chlorine  gas, 
in  an  apparatus  similar  to  that  represented  (page  128).  The  iron 
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is  heated  to  redness,  and  the  operator  endeavours  to  sublime  the 
perchloride  of  iron  formed,  and  to  expel  it  from  the  bulb.  The 
residuum  consists  of  carbon,  the  weight  of  which  may  be  deter- 
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mined.  It  is  necessary  to  take  care  that  the  chlorine  which  is 
passed  through  the  bolb  contains  no  oxygen  or  atmospheric  air^ 
because  some  carbon  might  then  be  volatilised  in  the  state  of 
carbonic  acid  or  of  oxyde  of  carbon. 

As,  however,  it  is  often  very  difficult  to  obtain  chlorine  in  a 
perfectly  pure  state,  bromine  might  perhaps  be  advantageously 
substituted.  In  that  case  a  certain  portion  of  the  carburetted 
iron  to  be  examined  being  weighed,  is  put  into  a  glass,  water  is 
poured  upon  it,  and  bromine  is  then  added.  The  result  would 
be  bromide  of  iron,  and  charcoal  would  remain.  It  should  then 
be  separated  from  the  liquor  by  filtering,  and  dried  upon  a 
weighed  filter ;  but  in  this  experiment  it  would  be  necessary  to 
pulverise  the  iron,  or,  at  any  rate,  to  reduce  it  into  small  bits. 

*  Iodine  might  also  be  used  instead  of  chlorine  and  bromine, 
with  the  same  precautions  as  mentioned  for  bromine. 

Berzelius  again  proposed  another  method,  which  consists  in 
heating  the  carburetted  iron  to  redness,  and  passing  over  it  a 
slow  current  of  oxygen  gas.  The  iron  is  thereby  transformed 
into  ferroso-ferric  oxyde,  and  the  charcoal  into  carbonic  acid, 
which  is  received  into  lime  or  baryta-water  until  the  liquor 
ceases  to  become  turbid.  The  quantity  of  the  carbon  is  after- 
wards calculated  from  that  of  the  earthy  carbonate  obtained. 

*  A  fourth  method,  proposed  likewise  by  Berzelius  for  the 
determination  of  the  carbon  in  a  carburetted  iron,  is  the  fol- 
lowing:— ^The  iron  is  first,  if  possible,  converted  into  iron- 
filings,  water  is  poured  upon  it,  and  nitric  acid,  perfectly  free 
from  muriatic  and  from  nitrous  acids,  is  gradually  added  by 
small  portions  at  a  time.  The  respective  quantities  of  the 
water  and  of  the  acid  employed  are  of  no  consequence, 
yet  the  experiment  proceeds  better  when  that  of  the  water 
is  not  too  large.  The  mixture  becomes  hot,  and  may,  without 
inconvenience,  reach  -h  50°  cent.     The  solution  proceeds  then 
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more  rapidly.  As  soon  as  the  acid  is  saturated  the  solution^ 
however  diligently  stirred,  begins  to  cool,  when  a  fresh  portion 
of  acid  is  added.  When  the  liquor  is  sufficiently  concentrated, 
it  is  decanted^  and  the  residuum  is  treated  by  a  fresh  portion 
of  nitric  acid  and  of  water.  It  is  important,  however,  that  the 
iron  filings  should  not  remain  too  long,  for  example,  five  or  six 
hours,  in  contact  with  the  saturated  solution,  for  the  result  would 
then  be  a  cohesive  blue  mass  upon  which  the  fr^h  portion  of 
acid  added  would  act  but  slowly.  During  the  experiment  the 
acid  becomes  yellowish  and  turbid,  and  the  liquor,  in  the  midst 
of  which  charcoal  in  a  state  of  fine  division  is  swimming, 
becomes  of  a  pale  grey  colour.  No  gas  is  disengaged  during 
the  operation.  Nitrate  of  ammonia  and  nitrate  of  protoxyde  of 
iron  are  formed,  whilst  the  carbon  remains,  as  well  as  other 
foreign  alloys  which  existed  in  the  iron,  and  also  the  silicic  acid, 
if  silicium  was  present.  The  solution  goes  on  rapidly,  when  the 
filings  are  constantly  stirred;  when  finished  it  may  be  heated  to 
ebullition  without  producing  any  peroxyde  of  iron,  or  disen- 
gaging nitric  oxyde.  After  having  separated  the  insoluble 
substances  from  the  solution,  the  latter  is  boiled  with  nitric  acid, 
in  order  to  convert  the  protoxyde  of  iron  into  peroxyde  of  iron. 

*  Besides  these  methods  Berthier  proposed  another  process 
by  which  the  quantity  of  the  carbon  contained  in  the  iron  may 
be  accurately  determined,  even  when  the  iron  contains  sUicium, 
in  which  case,  according  to  this  chemist,  a  less  quantity  of 
carbon  is  obtained  than  should  be  when  the  analysis  is  made  by 
means  of  chlorine,  of  bromine,  or  of  iodine.  This  method  con- 
sists in  oxydising  the  iron  by  the  oxygen  of  the  atmospheric  air 
at  the  ordinary  temperature.  This  is  done  by  keeping  it  con- 
stantly in  a  moist  state,  and  dissolving  in  muriatic  acid  the 
oxyde  which  has  thus  formed;  the  carbon  and  silicic  acid 
remain  in  an  insoluble  state.  When  operating  upon  moderate 
quantities  and  in  capacious  vessels,  there  is  no  sensible  eleva- 
tion of  temperature,  nor  disengagement  of  hydrogen  gas,  so 
that  the  iron  and  the  silicium  are  oxydised  at  the  expense  of  the 
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atmosplieric  air  alone^  and  not  of  the  water.  Experience  has 
taught  that  this  method  yields  larger  quantities  of  carbon  from 
iron  than  any  other. 

*  The  experiment  requires  eight  days  when  operating  upon 
nine  or  ten  grammes  of  carburetted  iron^  but  it  goes  on  more 
rapidly  in  proportion  as  the  iron  is  in  a  greater  state  of  division. 
When  the  iron  is  very  brittle,  such  as  white  cast-iron,  or 
hardened  steel,  it  may  be  broken  in  a  cast-iron  mortar,  sifted, 
and  triturated  in  an  agate  mortar.  If,  on  the  contrary,  it  is 
more  or  less  malleable,  as  in  grey  cast-iron,  it  is  filed,  but  the 
files  used  for  this  purpose  must  be  very  hard  and  fine.  About  ten 
grammes  of  these  filings  are  then  placed  in  a  large  porcelain 
capsula,  moistened  with  water,  and  the  whole  is  left  at  rest. 
The  next  morning  the  iron  is  found  covered  with  a  large 
quantity  of  rust ;  it  is  moistened  again,  and  triturated,  water  is 
added,  and  the  peroxyde  of  iron  produced  is  separated  by 
levigation ;  the  portion  of  the  metal  which  has  not  been  oxydised 
is  left  again  in  the  moist  state,  taking  care  to  keep  it  so.  When 
the  oxydisation  is  finished,  an  excess  of  muriatic  add  is  added 
to  all  the  liquors  and  to  the  deposit  of  peroxyde  of  iron ;  the 
whole  is  evaporated  to  dryness;  the  residuum  is  treated  by 
muriatic  acid,  and  washed.  It  is  advisable,  after  the  drying,  to 
heat  it  out  of  the  contact  of  the  air,  and  then  to  weigh  it.  It 
is  afterwards  ignited  in  a  small  platinum  crucible  in  contact 
with  the  air,  until  all  the  carbon  has  been  burnt  away,  and  the 
residuum  is  weighed;  the  loss  indicates  the  quantity  of  the 
carbon.  The  residuum  ultimately  found  is  silicic  acid,  and,  if  it 
contains  spangles  of  graphite,  it  should  be  boiled  with  a  solution 
of  potash,  which  dissolves  the  silicic  acid,  and  leaves  the  graphite. 

*  A  very  small  portion  of  acid  accelerates  much  the  oxydisation 
of  the  iron  left  exposed  to  the  air,  but  as  a  little  disengagement 
of  hydrogen  may  thus  take  place,  a  small  loss  of  carbon  is  sus- 
tained ;  this  addition  should  not,  therefore,  be  made,  but  a  small 
portion  of  chloride  of  sodium  may  very  well  be  added  to  the 
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water  used  for  moistening  the  iron^  by  whicli  means  the 
oxydisation  is  hastened  without  producing  the  slightest  disen- 
gagement of  hydrogen. 

*  Whenever  carbon  has  to  be  quantitatively  determined  in 
iron^  it  is  absolutely  necessary  to  know  in  what  state  it   is 
contained  in  it.    In  grey  cast-iron^  part  of  the  carbon^  according 
to  Karsten,  is  chemically  combined  with  the  iron  in  the  state  of 
carburet  of  iron^  whilst  another  portion  is  only  mixed  with  it  in 
the  state  of  pure  crystalline  carbon  or  graphite.    The  latter 
substance  was  formerly  looked  upon  as  a  chemical  combination 
of  a  small  quantity  of  iron  with  a  great  deal  of  carbon^  but  it 
has  been  ascertained  since^  according  to    Karsten^  that   this 
mineral  consists  only  of  pure  carbon.     Karsten  indicated  the 
following  method  of  deteLning  the  quantity  of  the  graphite 
contained   in  cast-iron.     A  certain   quantity  of  cast-iron  is 
weighed  and  dissolved  in  nitric  acid^  to  which  a  little  muriatic 
acid  has  been  added;  the  residuum  consists  of  crystalline  carbon 
(graphite),  and  a  combination  of  carbon  produced  by  the  carbon 
of  the  carburet  of  iron  having  the  appearance  of  an  extract;  the 
residuum  contains  also  silicic  acid  and  a  few  oxydes,  the  metals 
of  which  were  combined  with  the  iron.    A  solution  of  pure  potash 
is  poured  upon  the  jesiduum,  in  order  to  dissolve  the  extractive 
compoimd,  and  the  silicic  acid  if  present,  whilst  the  graphite 
remains  untouched.    The  latter  is  washed,  and  again  treated  by 
muriatic  acid,  in  order  to  obtain  it  quite  pure,  after  which  it  is 
dried,  and  weighed. 

The  whole  quantity  of  the  carbon  is  determined  in  another 
portion  of  the  cast-iron  by  means  of  chloride  of  silver,  and  by  sub- 
tracting that  of  the  graphite  obtained  in  the  other  experiment, 
the  operator  may  then  know  how  much  carbon  was  combined 
with  the  iron  in  the  state  of  carburet.  He  must  bear  in  mind, 
however,  that  the  carbon  liberated  by  chloride  of  silver,  may 
still  contain  silicic  acid  and  other  substances,  the  quantity  of 
which  must  be  determined  and  deducted  from  that  of  the  carbon. 
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As  the  quantity  of  the  other  substances  is  much  less  than 
that  of  the  carbon  in  carburetted  iron,  and  as  it  may  often  be 
of  the  highest  importance  to  know  exactly  to  what  amount 
they  are  contained  in  it,  it  is  advisable  to  ascertain  the 
respective  quantities  of  each  of  them  by  a  separate  analysis. 


The  quantity  of  sulphur  is  so  inconsiderable,  according  to 
Earsten,  even  in  the  most  brittle  iron,  that  after  having 
oxydised  it,  by  means  of  aqua  regia,  it  cannot  be  accurately 
estimated  by  means  of  solution  of  baryta  salts.  In  order  to 
determine  the  quantity  of  sulphur,  it  is  therefore  better  to 
dissolve  the  iron  in  muriatic  acid,  and  to  volatilise  all  the  sulphur 
which  it  may  contain  in  the  state  of  sulphuretted  hydrogen. 
To  perform  this  analysis,  the  operator  takes  five  grammes  of 
the  iron  iji  question,  reduced  into  small  pieces  of  the  size  of 
millet  seed ;  the  metal  is  dissolved  slowly,  and  vrithout  applying 
heat,  in  an  apparatus  similar  to  that  which  has  been  described 
(page  886). 


The  bottles  contain  a  metallic  solution,  for  which  purpose  a 
solution  of  protochloride  of  copper  {chlorure  (mvrique)  is  prefer- 
able. If  the  operator  manages  the  experiment  so  that  the 
sulphuretted  hydrogen  is  disengaged  extremely  slowly,  its  de- 
composition is  already  completed  in  the  first  bottle,  so  that  it  is 
not  necessary  to  use  more  than  two  of  them.  The  analysis  of 
cast-iron  by  this  method  requires  from  ten  to  fourteen  days; 
steel,  eight  or  ten  days;  and  bar-iron  three  or  four  days 
for  their  complete  solution.     In  order  that  the  sulphuretted 
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hydrogen  whicli  remains  in  the  disengagement  flask  when  the 
solution  is  finished^  may  be  absorbed  by  the  metallic  solution  in 
the  bottles^  it  is  driven  into  them  by  means  of  carbonic  acid 
gasj  in  the  manner  which  was  described  (page  387). 

In  order  to  determine  the  quantity  of  phosphorus  contained 
in  carburetted  iron^  a  &esh  quantity  thereof  is  dissolved  in 
nitric  acid,  with  the  help  of  heat,  by  which  means  the  phos- 
phorus is  converted  into  phosphoric  acid.  Instead  of  nitric 
acid,  aqua  regia  may  be  employed  to  dissolve  the  iron,  but 
nitric  acid  is  preferable.  The  analysis  may  be  performed  upon 
three  grammes  of  iron.  The  solution  is  evaporated  to  dryness 
in  a  porcelain  capsula,  and  heated  therein  as  strongly  as  pos- 
sible. The  dry  mass  is  then  mixed  in  a  platinum  crucible,  with 
three  or  four  times  its  weight  of  carbonate  of  potash,  and  the 
whole  is  ignited.  After  cooling,  the  mass  is  treated  by  water, 
which  dissolves  the  phosphate  of  potash  produced,  and  the 
excess  of  carbonate  of  potash  employed ;  the  residuum  consists 
of  peroxyde  of  iron,  which  is  collected  upon  a  filter.  If  the 
iron,  which  was  submitted  to  analysis,  contains  sulphur,  it  is 
found  in  the  state  of  sulphate  of  alkali  in  the  liquor  filtered 
from  the  peroxyde  of  iron.  When  it  contains  manganese,  the 
solution  contains  manganate  of  potash ;  but  this  salt  is  decom- 
posed by  a  long  digestion,  and  the  result  is  a  production  of 
brown  flock  of  sesquioxyde  of  manganese.  The  filtered  liquor 
is  moderately  supersaturated  by  pouring  nitric  acid  into  it,  and 
evaporated  to  dryness,  in  order  to  separate  the  silicic  acid, 
supposing  this  substance  to  have  been  present.  The  dry  mass 
is  moistened  with  nitric  acid,  and  after  some  time,  water  is 
poured  upon  it,  which  leaves  the  silicic  acid  in  an  insoluble 
state.  Ammonia  is  then  added  to  the  solution,  which,  if  the 
iron  contained  any  aluminium,  produces  a  precipitate  of  basic 
phosphate  of  alumina.  The  alkaline  liquor  is  then  very  slightly 
acidified  by  means  of  acetic  acid,  and  the  phosphoric  acid  is 
precipitated  by  means  of  a  solution  of  acetate  of  lead.  The 
phosphate  of  lead  thus  produced  is  treated  as  was  said  (page  480). 
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The  operator  must  not  forget  that^  if  the  iron  submitted  to 
analysis  contains  any  sulphur^  sulphate  of  lead  may  be  precipi- 
tated along  with  the  phosphate  of  that  oxyde ;  but  as^  in  such  a 
case^  the  quantity  of  the  sulphur  has  been  already  determined 
by  another  experiment,  it  is  easy  to  calculate  how  much  sul- 
phate of  lead  is  thus  precipitated,  which  must  then  be  deducted 
from  the  quantity  of  the  phosphate  of  lead  obtained.  By 
determining  the  quantity  of  the  protoxyde  of  lead,  the  operator 
leams  how  much  of  this  oxyde  was  combined  with  the  sulphuric 
acid,  and  how  much  with  the  phosphoric  acid. 

This  method  of  determining  the  small  quantity  of  phosphorus 
in  iron,  or  rather  of  phosphoric  acid  in  the  nitric  acid  solution, 
is  preferable  to  that  which  consists  in  supersaturating  the 
solution  with  ammonia,  and  separating  the  phosphoric  acid  by 
hydrosulphuret  of  ammonia. 

When  the  latter  method  is  employed,  a  very  small  quantity 
of  phosphoric  add  may  be  very  easily  overlooked,  should  the 
whole  not  have  been  digested  in  the  hydrosulphuret  of  ammonia 
for  a  sufficient  length  of  time. 

If  the  carburetted  iron  contains  chromium  the  quantity  of 
the  latter  substance  may  be  determined  in  the  same  manner  as 
that  of  phosphorus.  By  ignition  with  carbonate  of  potash, 
chromate  of  potash  is  produced,  which,  like  phosphate  of  that 
base,  dissolves  in  water.  The  remainder  of  the  process  is  the 
same ;  chromate  of  lead  is  produced,  and  if  phosphorus  is  pre- 
sent at  the  same  time,  phosphate  of  lead  is  likewise  produced,  to 
which  the  chromate  imparts  a  yellowish  tinge.  After  weighing, 
the  precipitate  is  treated  by  muriatic  acid  and  alcohol;  the 
oxyde  of  chromium  dissolves,  and  an  insoluble  residuum  of 
phosphate  and  of  chloride  of  lead  is  obtained,  which  is  col- 
lected on  a  filter,  and  the  oxyde  of  chromium  is  precipitated 
from  the  filtered  liquor,  by  pouring  ammonia  into  it,  previously 
heating  it,  in  order  to  volatilise  the  alcohol. 
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*  If  the  iron  contains  vanadium^  it  is  first  divided  into  small 
pieces  and  fused^  according  to  Sefstrom,  with  nitre^  and  the 
fused  mass  is  treated  by  water,  which  dissolves  the  vanadate  of 
potash  formed.  When  the  liquor  has  become  neutral,  the 
vanadic  acid  is  precipitated  by  acetate  or  by  nitrate  of  lead ;  the 
precipitate  is  collected  on  a  filter  and  washed.  GreneraUy  it 
contains  phosphoric  acid,  also  some  alumina  and  zirconia. 
Concentrated  muriatic  acid  is  poured  upon  it,  and  a  little  alcohol 
is  added.  The  mixture  is  then  exposed  for  some  hours  to  a  tempe- 
rature very  near  the  boiling  point.  The  blue  solution  of  the 
chloride  of  vanadium  and  of  the  other  substances  is  evaporated  to 
dryness;  the  residuum  is  dissolved  in  water,  nitric  acid  is  added, 
in  order  to  convert  the  deutoxyde  of  vanadium  into  vanadic  acid 
which  is  then  saturated  with  carbonate  of  alkali ;  the  solution  is 
evaporated  to  dryness,  the  saline  mass  is  ignited  in  a  platinum 
crucible  until  quite  fused ;  it  is  afterwards  dissolved  in  as  small 
a  quantity  of  water  as  possible,  and  a  piece  of  muriate  of  am- 
monia is  plunged  in  the  liquor.  As  the  latter  salt  gradually 
dissolves,  vanadate  of  ammonia  is  formed  and  falls  down,  it  is 
collected  on  a  filter  and  washed  with  a  solution  of  sal-ammoniac, 
in  order  to  remove  the  phosphoric  acid,  and  the  sal-ammoniac 
is  extracted  by  means  of  alcohol.  The  vanadate  of  ammonia  is 
afterwards  converted  by  ignition  into  vanadic  acid,  the  weight  of 
which  is  determined. 

*  The  silicium  contained  in  the  iron  must  be  looked  for,  in 
the  state  of  silicic  acid,  both  in  the  insoluble  residuum  and  in 
the  acid  solution. 

*  When  TITANIUM  is  present,  it  is  always  in  extremely  small 
proportion,  because  this  metal  does  not  appear  capable  of 
forming  an  alloy  with  iron,  and  could  be  separated  only  by 
treating  the  nitric  acid  solution,  as  was  said  (page  514). 

Lastly,  in  order  to  determine  the  quantity  of  manganese  con- 
tained in  iron,  the  solution  of  the  metal  is  treated  as  was  said 
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(page  93).  But  in  presence  of*  such  a  large  proportion  of  per- 
oxyde  of  iron  in  the  liquor  it  is  not  difficult  to  determine  even  a 
slight  quantity  of  manganese. 

*  The  MAGNESIUM  which  may  be  contained  in  the  iron  is 
determined  in  the  usual  way  in  the  state  of  magnesia. 


The  following  remark  by  M.  E.  Peligot  is  in  the  French 
edition : — 

*  "  M.  Fuchs  has  indicated  a  method  of  determining  the 
quantity  of  the  carbon  contained  in  iron^  which  consists  in 
treating  this  metal^  steel  or  cast-iron,  by  a  solution  of  per- 
chloride  of  iron,  the  excess  of  acid  of  which  has  been  previously 
saturated  with  marble.  The  iron  dissolves,  and  the  perchloride 
of  iron  is  converted  into  protochloride  of  iron;  a  sediment 
consisting  of  peroxyde  of  iron,  mixed  with  charcoal,  is  at  the 
same  time  precipitated,  which  must  be  treated  separately  by 
muriatic  acid.  This  method  is  a  modification  of  that  of 
Berzelius,  which  consists  in  treating  the  carbonaceous  iron  by 
protochloride  of  copper  {chlarwre  cuivrique).  The  advantage 
of  this  method,  according  to  Berzelius,  is  that  the  operation 
can  be  more  readily  followed  and  that  it  produces  peroxyde  of 
iron  which  is  perhaps  more  easy  to  separate  from  the  charcoal 
than  copper. 

"^  "  M.  Begnault  proposed  another  method  {or  the  easy  and 
accurate  determination  of  the  carbon  contained  in  cast-iron. 
Five  grammes  of  cast-iron  reduced  into  filings,  when  it  is  soft# 
or  pulverised  into  a  mortar  when  it  is  brittle,  are  mixed  with 
60  or  80  grammes  of  chromate  of  lead,  previously  fused,  one- 
third  or  one-fourth  of  which  mixture  is  set  aside.  Five 
grammes  of  chlorate  of  potash  are  then  added  to  the  remainder, 
which  chlorate  of  potash  contains  about  the  quantity  of  oxygen 
necessary  to  convert  the  iron  into  peroxyde ;  and  the  mixture 
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is  introduced  into  a  glass  tube^  similar  to  those  employed  in 
organic  analysis^  but  which  may  be  much  shorter.  The  portion 
of  the  mixture  of  cast-iron  and  of  chromate  of  lead^  which  was 
set  aside,  is  now  added  and  put  over  the  other  portion  in  the 
tube,  and  lastly,  an  exsiccating  apparatus,  and  a  liiebig's 
apparatus  for  condensing  carbonic  acid  is  adapted  to  the  tube 
as  for  performing  an  organic  analysis.  The  portion  of  the 
tube  which  contains  the  mixture  without  chlorate,  is  brought 
to  a  red  heat,  and  when  this  is  done,  the  operator  begins  to  heat 
the  portion  which  contains  the  other  mixture  with  the  chlorate, 
and  the  heat  is  gradually  advanced  in  proportion  as  the  dis- 
engagement of  the  gas  becomes  slower.  By  operating  thus, 
the  cast-iron  is  first  burnt  almost  completely  by  the  oxygen  of 
the  chlorate,  and  only  a  very  small  quantity  of  this  gas  escapes 
from  the  tube.  The  temperature  then  becoming  higher,  the 
combustion  is  finished  by  the  chromate  of  lead  which  in  fusing 
oxydises  the  last  portion  of  the  cast-iron.  It  is  advisable  to 
wrap  the  glass  tube  in  a  sheet  of  copper,  because,  towards  the 
end,  the  heat  must  be  strong  enough  to  fuse  the  chromate  of 
lead  completely. 

*  "  The  oxydisation  of  the  cast-iron  is  complete,  which  may 
be  ascertained  by  triturating  the  mass  contained  in  the  tube 
after  the  combustion,  when  it  will  be  seen  that  not  a  particle 
remains  capable  of  being  attracted  by  a  magnet.  The  analysis 
is  besides  so  easily  performed,  that  it  may  be  completed  in  less 
than  half  an  hour. 

*  ''  When  the  cast-iron  contains  sulphur,  the  latter  remains 
altogether  in  the  tube  in  the  state  of  sulphate  of  lead." 


DETERMINATION    OF    OXYDE    OF    CARBON. 

Oxyde  of  carbon  has  rarely  to  be  analysed.  In  order  to 
determine  its  quantity  it  is  converted  by  detonation  with  oxygen 
gas  into  carbonic  acid  gas  from  the  bulk  or  weight  of  which 
that  of  the  oxyde  of  carbon  is  calculated.     A  sufficient  quantity 
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of  carbonic  oxyde  gas  is  introduced  over  the  mercurial  trough 
into  a  graduated  tube^  disposed  in  such  a  way  as  to  be  afterwards 
detonated  by  the  electric  sparky  and  its  volume  is  accurately 
noted ;  rather  more  than  half  its  bulk  of  oxygen  gas  is  then 
added^  and  an  electric  spark  is  passed  through  the  mixture. 
If  the  carbonic  oxyde  gas  was  very  pure,  one  volume  of  this  gas 
produces  one  volume  of  carbonic  acid,  consequently,  if  to  one 
volume  of  carbonic  oxyde  gas,  exactly  one-half  volume  of  oxygen 
gas  be  added^  there  must  remain  exactly  one  volume  of  gas 
after  detonation.  But  in  order  to  ascertain  with  more  pre- 
cision the  quantity  of  the  carbonic  acid  gas  produced,  the 
operator  first  determines  the  bulk  of  the  gas  after  the  detona- 
tion, and  he,  then,  introduces  into  it,  through  the  mercury,  a 
small  stick  of  hydrate  of  potash,  very  slightly  moistened  pre- 
viously, and  fixed  to  the  end  of  a  thin  iron  wire,  for  example,  a 
piece  of  annealed  pianoforte  wire.  The  carbonic  acid  gas  is 
absorbed  by  the  potash,  and  as  the  mercury  gradually  ascends 
into  the  tube  by  reason  of  this  absorption,  the  iron  wire  is 
pushed  farther  up  in  order  that  the  potash  may  always  be  main- 
tained above  the  mercury.  When  the  absorption  has  ceased, 
the  alkali  is  withdrawn  with  the  iron  wire,  and  the  bulk  of  the 
gas,  which  remains  is  accurately  determined.  In  this  manner, 
the  precise  volume  of  the  carbonic  acid  gas  becomes  known, 
firom  which  the  quantity  of  the  oxyde  of  carbon  may  then  be 
easily  determined.  The  gas  which  remains  consists,  if  the 
oxyde  of  carbon  was  pure,  of  oxygen  gas,  an  excess  of  which  should 
always  be  used.  The  precautions  to  be  observed  in  this  experi- 
ment are  the  same  as  those  which  must  be  taken  in  general  in 
the  quantitative  determination  of  gases,  and  which  will  be 
explained  fully  in  Chapter  LIII. 


DETERMINATION    OF    OXALIC    ACID. 

The  best  method  of  determining  quantitatively  the  second 
degree  of  oxydisation  of  carbon,  namely,  oxalic  acid,  consists  in 
precipitating  it  in  the  state  of  oxalate  of  lime,  by  means  of  the 
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solution  of  a  salt  of  lime.  Wherefore^  when  oxalic  acid  exists 
in  solution  in  a  liquor^  it  (the  liquor)  must  be  first  saturated  as 
exactly  as  possible  by  means  of  ammonia^  and  diluted  with 
water.  A  solution  of  a  neutral  salt  of  lime  is  then  added ;  in 
most  cases  that  of  chloride  of  calcium  is  preferable ;  the  preci- 
pitate of  oxalate  of  lime  thus  produced  is  washed.  The  quantity 
of  oxalic  acid  could  be  ascertained  firom  the  weight  of  the 
oxalate  of  lime^  but  as  it  is  difficult  to  expel  the  water  firom 
oxalate  of  lime  by  drying,  and  as  it  is  consequently  unsafe  to 
determine  this  salt  with  its  water,  it  is  best  to  ignite  it,  in  order 
to  convert  it  into  carbonate  of  lime,  from  the  weight  of  which, 
that  of  the  oxalic  acid  is  determined.  The  conversion  of  oxalate 
into  carbonate  of  lime  is  effected,  as  was  said  (page  25).  The 
operator  must  take  care,  in  precipitating  the  oxalate  of  lime,  that 
the  liquor  contains  no  free  ammonia,  because,  by  exposure  to 
the  air,  a  precipitate  of  carbonate  of  lime  would  fall  down  along 
with  the  oxalate  of  lime. 

The  determination  of  oxalic  acid  in  the  oxalates  which  are 
soluble  in  water,  is  performed  in  the  same  manner.  If  the 
oxalate  to  be  examined  is  a  neutral  oxalate,  it  is  sufficient  to 
dissolve  it  in  water,  and  to  precipitate  it  by  means  of  a  neutral 
salt  of  calcium.  If  it  is  an  acid  oxalate,  the  solution  should 
first  be  exactly  saturated  with  ammonia. 

As  the  neutral  oxalates  of  potash  and  of  soda,  and  likewise 
the  oxalates  of  baryta,  of  strontia,  and  even  of  lime,  are  con- 
verted by  ignition  into  neutral  carbonates,  it  is  very  easy  to 
determine  the  quantity  of  the  oxalic  acid.  It  is  sufficient  in 
effect  to  weigh  a  certain  portion,  to  ignite  it,  and  to  determine 
the  quantity  of  the  carbonate  wliich  has  been  produced;  that  of 
the  oxalic  acid,  and  of  the  water  of  crystallisation,  is  afterwards 
very  easily  calculated. 

*  Other  oxalates  cannot  be  thus  analvscd.  Some  of  them 
disengage,  whilst  being  ignited,  a  mixture  of  carbonic  oxyde, 
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and  of  carbonic  acid,  and  leave  the  base  in  a  pure  state ;  others 
yield  carbonic  acid  only,  the  base  being  reduced,  and  remain- 
ing in  the  state  of  metal.  These  decompositions  are  not, 
however,  so  complete  but  that  the  quantity  of  the  oxalic  acid 
can  be  accurately  determined  from  that  of  the  carbonic  acid 
obtained. 

When  an  insoluble,  or  sparingly  soluble  oxalate  contains 
water,  and  the  operator  wishes  to  determine  immediately  the 
quantity  of  the  oxalic  acid,  he  may,  in  most  cases,  decompose 
the  oxalate  by  boiling  it  for  a  sufiBicient  length  of  time  in  a 
solution  of  carbonate  of  potash.  If  the  base  forms  with  car- 
bonic acid  an  insoluble  combination,  this  combination  remains 
imdissolved,  whilst  the  oxalic  add  combines  with  the  potash, 
and  is  dissolved.  The  solution  is  exactly  saturated  with  muri- 
atic acid,  and  the  oxalic  acid  is  precipitated  by  means  of  the 
solution  of  a  neutral  salt  of  lime. 

As  the  oxalic  acid  of  all  the  oxalates  is  decomposed  by 
sulphuric  acid  into  a  mixture  of  equal  volumes  of  carbonic 
oxyde,  and  of  carbonic  acid,  this  solution  may  be  employed  as  a 
means  of  determining  accurately  the  quantity  of  this  acid  in  all 
its  combinations.  A  known  weight  of  the  oxalate  is  put  into  a 
small  flask  or  in  a  test  tube,  closed  by  a  cork  traversed  by  a 
small  bent  tube.  An  excess  of  concentrated  sulphuric  acid  is 
poured  upon  it,  and  the  tube  or  small  flask  is  immediately 
closed,  and  the  bent  tube  is  plunged  under  mercury,  so  as  to 
open  under  a  graduated  tube  full  of  mercury.  The  small  flask 
or  test  tube  is  then  heated,  at  first  slowly,  in  order  that  when 
the  gas  begins  to  be  disengaged,  the  frothy  liquid  should  not 
ascend  into  the  tube ;  the  heat  is  then  increased  until  a  Uttle  of 
the  sulphuric  acid  begins  to  volatilise,  and  to  pass  into  the 
graduated  tube.  The  apparattls  is  then  allowed  to  cool  com- 
pletely, in  consequence  of  which,  the  mercury  gradually  ascends 
through  the  tube  into  the  small  flask;  after  the  cooling  is 
complete,  which  may  be  accelerated  by  wetting  the  extremity  of 
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the  flask  with  a  little  ether^  the  whole  capacity  of  the  flask  and 
of  the  tube,  are  filled  with  mercuiy  and  with  the  residuazy  sul- 
phuric add,  or  else  a  few  insignificant  bubbles  of  gas  only  are 
left,  which  the  yapours  of  sulphuric  acid  have  not  expelled,  and 
driTen  into  the  graduated  tube. 

*  The  quantity  of  the  carbonic  acid  in  the  graduated  tube  is 
determined  in  the  manner  which  will  be  indicated  fitrther  on, 
when  speaking  of  the  determination  of  this  acid.  From  the 
quantity  of  the  carbonic  acid  obtained,  that  of  the  oxalic  acid  is 
calculated  by  means  of  the  tables. 

*  It  may  be  admitted  that  in  determining  the  volume  of  the 
carbonic  acid,  this  gas  is  dry,  the  moisture  having  been  absorbed 
by  the  sulphuric  acid. 


DETERMINATION    OF    CARBONIC    ACID. 

The  determination  of  the  third  degree  of  oxydisation  of 
carbon  is  of  firequent  occurrence,  and  may  be  effected  in  various 
ways.  When  carbonic  acid  is  in  the  gaseous  state,  and  its 
quantity  has  to  be  determined,  the  bulk  or  volume  of  the  gas 
is  first  accurately  measured  in  a  graduated  tube  over  mercury ; 
a  stick  of  hydrate  of  potash,  slightly  moistened,  is  then  intro- 
duced through  the  mercury,  by  means  of  an  annealed  iron 
wire.  The  carbonic  acid  is  absorbed  by  the  potash,  and  as  soon 
as  all  absorption  has  ceased,  that  is  about  twenty-four  hours 
afterwards,  the  iron  wire  and  the  potash  attached  thereto  is 
withdrawn,  and  the  volume  of  the  gas  which  has  not  been 
absorbed  is  accurately  determined,  by  which  the  volume  of  the 
carbonic  acid  becomes  known.  From  the  volume  of  this  gas  its 
weight  may  then  be  determined  by  means  of  the  methods  which 
are  indicated  at  the  end  of  this  volume. 

If  the  carbonic  acid  is  contained  in  a  large  glass  bell,  not 
graduated,  standing  over  mercury,  a  little  hydrate  of  potash  is 
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introduced  into  a  small  tube  closed  with  a  piece  of  kid  glove^ 
and  after  weighing  it  exactly^  it  is  introduced  through  the 
mercury  into  the  glass  bell  by  means  of  a  piece  of  annealed  iron 
wire.  When  all  absorption  has  ceased^  which  will  require  a 
certain  length  of  time,  the  tube  containing  the  hydrate  of  potash 
is  withdrawn  with  the  iron  wire  from  the  glass  bell.  All  the 
small  globules  of  mercury  which  may  be  adhering  to  it,  are 
carefully  removed,  and  it  is  weighed.  The  increase  of  weight 
indicates  the  quantity  of  the  carbonic  acid  absorbed. 

*  It  may  be  easily  conceived  that  this  method  cannot  be 
employed  when  the  carbonic  acid  is  mixed  with  gases  which  can 
be  absorbed  by  hydrate  of  potash. 

When  carbonic  acid  is  contained  in  solid  substances,  the 
method  employed  to  determine  it  quantitatively  varies  ordinarily 
according  as  it  is  easy  or  difficult  to  separate  it  by  ignition  from 
the  bases  with  which  it  is  combined.  Most  carbonates  lose 
the  whole  of  their  carbonic  acid  when  ignited  over  an  argand 
spirit-lamp.  It  is,  therefore,  very  easy  to  determine  the  quan- 
tity of  the  carbonic  acid  which  they  contain  from  the  loss, 
provided  always  that  the  compound  does  not  contain  other 
volatile  substances.  This  method  may  be  employed  for  the 
analyses  of  all  the  metallic  carbonates  properly  so  called,  and  for 
carbonate  of  magnesia.  The  metallic  oxyde  or  the  magnesia 
remains  behind  in  a  pure  state.  When  the  oxyde  is  one  which 
is  easily  reducible,  as  for  example,  protoxyde  of  lead,  oxyde  of 
cadmium,  &c.,  the  ignition  may  be  performed  in  a  small  counter- 
poised porcelain  crucible.  K  the  reverse  is  the  case,  one  of 
platinum  is  employed. 

Some  carbonates,  indeed,  lose  their  carbonic  acid  by  exposure 
to  a  red  heat,  but  their  bases  are  converted  into  a  higher  degree 
of  oxydisation  during  the  operation;  such  are,  for  example, 
the  carbonates  of  protoxyde  of  iron,  of  protoxyde  of  manganese, 
of  oxyde  of  cobalt,  which  must  be  analysed  by  another  method 
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They  may  be  ignited  in  the  atmosphere  of  a  gas  whicli  should 
not  permit  the  oxyde  to  pass  to  a  higher  degree  of  oxydisement. 
Among  such  gases^  which  can  be  easily  procured^  nitrogen 
and  carbonic  acid  are  the  only  gases  which  will  answer  the 
purpose,  the  others  having  a  reducing  action  upon  the  oxydes 
with  which  they  thus  form  other  combinations.  As  an  incon- 
venient apparatus  would  be  required  to  pass  a  stream  of  nitrogen 
over  the  weighed  compound  whilst  exposed  to  a  red  heat,  an 
atmosphere  of  carbonic  add  is  used  in  preference,  although 
carbonic  acid  is  less  easily  expelled  from  its  combinations  in 
such  an  atmosphere  than  in  that  of  any  other  gas. 

The  apparatus  employed  for  this  experiment  is  similar  to  that 
described  (page  138). 


The  substance  to  be  analysed  is  weighed  in  the  glass  bulb  g^ 
which  is  connected  with  a  disengagement  flask  containing  a 
mixture  of  chalk  and  of  dilute  nitric  acid,  or  else  of  dilute 
sulphuric  acid,  which  produces  a  disengagement  of  carbonic 
acid  which  is  dried  by  passing  it  through  a  tube  full  of  chloride 
of  calcium.  When  the  whole  apparatus  is  filled  with  carbonic 
acid,  the  bulb  is  slightly  ignited  by  means  of  an  argand  spirit- 
lamp,  and  kept  at  a  red  heat  for  a  pretty  long  time.  After 
cooling,  the  stream  of  carbonic  acid  being  continued  all  the 
time,  the  combination  in  the  glass  bulb  is  weighed.  The  loss 
of  weight  indicates  the  quantity  of  the  cai'bonic  acid  which  was 
contained  in  the  compound  operated  upon.  It  is  necessary, 
after  the  weighing,  to  connect  the  bulb  again  with  the  apparatus, 
and  to  ignite  it  a  second  time  in  order  to  sec  m  hcther  all  the 


CARBON.  537 

carbonic  add  of  the  compound  has  really  been  expelled,  or 
whether,  upon  being  weighed  again,  it  will  still  show  a  loss. 
Lastly,  a  little  water  must  be  poured  upon  the  ignited  compound, 
and  then  a  little  muriatic  acid,  in  order  to  ascertain  that  no 
disengagement  of  carbonic  acid  will  be  produced. 

Walmstedt  was  the  first  who  employed  this  method,  which  is 
used  also  when  the  oxydes  mentioned  above  are  accompanied 
by  other  bases,  which  is  almost  always  the  case,  for  it  is  rare  to 
meet  with  them  alone  in  combination  with  carbonic  acid.  The 
only  case  in  which  this  method  is  not  applicable  is  that  in  which 
carbonate  of  lime  forms  one  of  the  constituents  of  the  compound 
to  be  analysed,  because  ignition  by  means  of  an  argand  spirit- 
lamp  is  not  adequate  to  the  complete  expulsion  of  the  carbonic 
acid  from  this  salt. 

When  a  carbonate  which  loses  easily  its  carbonic  acid  by 
ignition  contains  water  besides,  the  quantity  of  the  latter  must, 
of  necessity,  be  determined.  To  effect  this  the  compound  is 
first  ignited  in  a  small  retort  previously  weighed  in  the  empty 
state,  and  weighed  again,  after  the  introduction  of  the  salt  into 
it,  and  the  water  which  passes  over  is  collected  and  weighed. 
The  weight  of  this  water  is  then  deducted  from  the  total  loss 
which  the  carbonate  has  sustained  after  the  ignition  and  the 
real  quantity  of  the  carbonic  acid  is  thus  determined. 

The  best  mode  of  operating  is  as  follows: — ^The  operator 
takes  a  tube  of  strong  glass,  and  a  bulb  is  blown  at  one  of  its 
extremities,  so  as  to  produce  a  small  flask,  similar  to  that  in  the 
figure  below. 


588  CARBON. 

The  weight  of  this  flask  is  first  noted^  and  the  quantity  of  the 
substance  intended  for  analysis  is  then  introduced  into  it. 
The  whole  is  then  weighed^  and  the  real  quantity  of  carbonate 
which  will  be  operated  upon  is  thus  ascertained.  The  neck  of 
the  flask  is  then  drawn  out,  at  about  half  an  inch  from  the 
bulb,  and  bent,  so  as  to  give  it  the  form  of  a  small  retort,  a ;  the 
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flask  is  again  weighed,  and  connected  by  a  tube  of  caoutchouc 
with  a  small  receiver,  b,  the  point  of  which  penetrates  into  a 
small  glass  tube,  c,  filled  with  chloride  of  calcium.  The 
receiver  b,  and  the  tube  c,  are  weighed  with  the  tube  of 
caoutchouc,  before  the  experiment.  The  apparatus  being  ready, 
the  bulb  of  the  flask  a,  is  heated  for  a  long  time  by  means  of  a 
spirit-lamp.  The  greatest  part  of  the  water  which  is  disengaged 
is  collected  in  the  receiver  b,  portion  of  which  water,  however, 
is  carried  farther  in  the  form  of  vapour,  and  is  completely 
absorbed  by  the  chloride  of  calcium  of  the  tube  c.  The  bulb 
of  the  flask,  a,  must  be  made  of  very  strong  glass,  for  it  could 
not  otherwise  bear  the  temperature  which  is  necessary  for  the 
complete  expulsion  of  the  carbonic  acid.  After  complete 
cooling,  the  extremity  of  the  retort  is  cut  at  d,  because  a  drop 
of  water  is  adhering  to  the  end  of  the  drawn-out  point,  and 
this  portion,  with  the  receiver  b,  and  the  tube  c,  are  weighed 
together.  Before  doing  this,  however,  the  operator  waits  until 
the  carbonic  acid  gas,  which  is  heavier  than  the  atmospheric 
air,  has  been  displaced  by  the  latter,  the  end  of  the  tube  cut  at 
d  is  then  dried  and  weighed  by  itself.  The  increase  of  the 
weight  of  the  receiver  b,  and  of  the  tube  c,  consists  of  water, 
deducting,  of  course,  the  weight  of  the  tube  cut  at  d.  The 
retort,  a,  is  now  weighed,  and  to  this  weight  that  of  the  tube 
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cut  ia  d,ia  added.  The  loss  of  weight  indicates  the  collective 
quantity  of  water  and  of  carbonic  acid^  but  as  that  of  the  water 
has  already  been  ascertained,  it  is  to  be  deducted,  and  the 
remainder  is  the  weight  of  the  carbonic  acid. 

As  the  carbonates  which  contain  water  part  with  it  in  toto 
more  easily  than  with  their  carbonic  acid,  by  the  action  of  a 
moderate  heat,  and  as  often  a  very  strong  heat  is  inefficient  to 
expel  the  carbonic  acid  completely,  it  is  better  to  employ  the 
method  which  has  been  just  described,  only  for  the  determina- 
tion of  the  water.  In  order  to  obtain  afterwards  the  collective 
quantity  of  the  water,  and  of  the  carbonic  acid,  a  certain  quantity 
of  the  combination  is  to  be  weighed  and  ignited  in  a  platinum 
crucible.  The  quantity  of  the  carbonic  acid  alone  may  likewise 
be  determined  by  means  which  will  be  described  farther  on. 

Carbonic  acid  cannot  be  expelled  by  ignition  firom  its  combina- 
tions with  the  fixed  alkalies,  baryta,  strontia,  and  even  lime;  the 
latter  does  not  lose  its  carbonic  acid  even  by  strong  ignition  in  a 
platinum  crucible,  over  an  argand  spirit-lamp.  In  order  to 
determine  the  quantity  of  carbonic  acid  contained  in  such  com- 
binations, the  action  of  stronger  acids  must  be  resorted  to, 
which  method  is  applicable  likewise  to  all  the  other  carbonates. 

This  may  be  done  in  various  ways.  If  the  quantity  of  car- 
bonic acid  has  to  be  estimated  in  a  solid  carbonate,  a  given 
weight  of  the  latter  is  introduced  into  a  glass  tube  filled  with 
mercury,  and  placed  over  the  mercurial  trough.  K  the  car- 
bonate is  in  powder,  a  given  weight  thereof  is  wrapped  up  into 
thin  filtering  paper,  which  is  likewise  introduced  into  a  gradu- 
ated tube  filled  with  mercury.  A  Uquid  acid  is  then  passed 
through  the  mercury  into  this  tube,  which  acid  immediately 
decomposes  the  carbonate,  and  expels  its  carbonic  add.  Muri- 
atic acid  of  a  moderate  strength  is  generally  used  in  preference  and 
in  excess.  The  acid  is  put  in  a  small  tube  which  can  be  closed 
with  the  thumb  when  full ;  thus  closed  it  is  plunged  through  the 
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mercury  under  the  graduated  tube,  and  the  thnmb  being 
removed  the  acid  immediately  runs  through  the  mercury/  A 
little  carbonate  of  soda  must  be  previously  dissolved  in  the  acid 
in  order  to  saturate  it  with  carbonic  acid,  that  it  may  not  absorb 
any  portion  of  the  carbonic  acid  which  will  be  disengaged  from 
the  combination.  When  the  decomposition  of  the  compound 
is  complete,  which  is  known  when  the  quantity  of  the  carbonic 
acid  produced  no  longer  augments,  its  volume  is  determined  by 
means  of  the  methods  which  will  be  indicated  at  the  end  of  this 
volume. 


A  second  method  of  determining  carbonic  acid  in  carbonates 
consists  in  decomposing  a  known  weight  of  the  latter  by  a 
weighed  quantity  of  acid,  and  after  complete  decomposition  to 
calculate  from  the  loss  of  weight  how  much  carbonic  acid  has 
been  disengaged. 


*  This  method  of  introducing  the  acid  is  inconvenient^  and  requires  bendesa  more 
considerable  quantity  of  mercury  than  is  otherwise  requisite.  The  method  which  I 
employ  is  the  following  : — 


a  is  a  glass  pipette,  having  the  form  of  a  long  funnel,  the  upper  part  of  which,  at 
If  is  tied  over  with  a  flat  piece  of  sulphurised  caoutchouc.  The  operator  introduces 
the  point  of  the  tube  into  the  bottle  containing  the  acid,  and  pressing  the  sulphurised 
caoutchouc  at  6  with  the  finger,  the  air  of  the  tube  is  pushed  out,  and  on 
withdrawing  the  finger,  the  acid  ascends  into  tlie  pipette.  The  pipette  being  now 
filled,  or  partly  filled  with  acid,  its  pointed  extremity  is  brought  through  the 
mercury  under  the  graduated  tube,  and  by  pressing  the  finger  on  the  sulphurised 
caoutchouc,  the  acid  contents  are  forced  out,and  ascend  into  the  graduated  tube. — Ed. 
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In  order  to  determine  the  quantity  of  the  carbonic  acid  by 
the  above  process^  it  is  sufficient  to  employ  a  balance  which,  when 
somewhat  heavily  laden,  is  still  sensible  to  very  small  weights ; 
a  sufficient  quantity  of  the  acid  intended  to  be  used  for  decom- 
posing the  compound  is  then  weighed  in  a  vessel,  and  a  weighed 
quantity  of  the  carbonate  to  be  analysed  is  added  thereto.  The 
vessel  must  be  covered  with  a  concave  glass,  in  order  to  prevent 
any  loss  from  taking  place  by  projection  from  the  eflfervescence 
produced,  and  the  loss  in  weight  indicates  the  quantity  of  the 
carbonic  acid. 

This  method,  however,  does  not  yield  a  very  accurate  result ; 
as  a  long  time  elapses  before  the  decomposition  is  completed,  it 
may  very  easily  happen  that  a  little  of  the  acid  employed  is 
volatilised,  or  if  not  of  a  very  volatile  nature,  but  diluted,  that  a 
small  quantity  of  water  will  evaporate.  The  loss  which  results 
from  this  is  stronger  still  when  a  gentle  heat  is  employed  to  effect 
the  decomposition,  which  is  sometimes  the  case.  Wherefore 
this  method  is  but  seldom  employed,  except  for  the  purpose  of 
determining  the  carbonic  acid  of  a  compound,  as  follows :— The 
compound  is  weighed,  and  also  the  acid  to  be  employed,  and  one 
of  the  liquors  is  then  carefully  added  to  the  other ;  the  loss  of 
weight  indicates  the  quantity  of  the  carbonic  acid,  but  a  long 
time  is  required.  For  technical  purposes  this  method  is  often 
very  suitable. 

In  order  to  avoid  all  loss,  which  is  absolutely  necessary  for 
scientific  purposes,  the  experiment  should  be  performed  as 
follows: — 


The  operator  takes  a  bottle,  a,  which  has  a  somewhat  large 
mouth,  but  which  is  capable  of  being  closed  by  a  cork,  and  a 
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weighed  quantity  of  the  carbonate  to  be  analysed  is  introduced 
into  it ;  a  small  vessel^  b,  (which  is  best  made  of  a  barometer 
tube  closed  at  one  end)^  containing  muriatic  or  some  other  acid, 
in  sufficient  quantity  to  effect  the  decomposition  of  the  substance, 
is  introduced  also  into  the  bottle,  a,  taking  care,  however,  that 
the  add  does  not  come  in  contact  with  the  substance  submitted 
to  analysis,  which  is  effected  by  putting  the  vessel,  b,  above 
spoken  of,  and  containing  the  acid,  in  an  upright  position,  and 
leaning  against  the  side  of  bottle,  a,  which  is  then  to  be  doeed 
with  a  cork  through  which  a  disengagement  tube  passes,  con- 
nected by  a  tube  of  indian  rubber  to  another  tube  filled  with 
[fused]  chloride  of  calcium.  The  whole  is  then  weighed  with  a 
balance  capable  of  indicating  small  weights,  even  when  heavily 
laden.  This  being  done,  the  apparatus  is  shaken,  so  as  to  upset 
the  small  vessel  or  tube,  b,  containing  the  acid,  which,  coming 
in  contact  with  the  carbonate,  effects  its  decomposition.  All 
the  water  which  in  other  apparatuses  would  be  lost  by  projec- 
tion or  by  evaporation,  is  absorbed  by  the  chloride  of  caldum  of 
the  tube  d.  If  the  carbonate  is  of  difficult  decomposition,  or 
cannot  be  decomposed  except  with  the  help  of  heat,  the  bottle 
may  be  heated  without  fear  of  loss.  As  soon  as  the  decompo- 
sition is  completed,  the  bottle  is  uncorked  and  lefk  open  for  some 
time,  in  order  that  the  carbonic  acid  which  it  contains  may  mix 
with  the  atmospheric  air,  and  be  expelled  by  it.  The  cork  is 
then  replaced  on  the  bottle  and  the  weight  is  determined,  but 
not  until  the  ensuing  day.  The  loss  of  weight  indicates  the 
quantity  of  carbonic  acid  which  has  disengaged. 

Fritsche  employed  for  the  determination  of  carbonic  acid  a 
very  convenient  apparatus,  which  is  represented  in  the  following 
figure,  reduced  to  the  fourth  of  its  real  size,  which  supersedes  the 
necessity  of  describing  it  more  fully.  The  double  noose  with 
the  hook  is  made  of  platinum  wire,  and  serves  to  suspend  the 
apparatus  to  the  beam  of  the  balance,  which  tries  it  less,  the 
weight  being  thus  much  reduced.  The  apparatus  is  first  weighed 
empty,  and  then  weighed  again  after  the  introduction  of  the 
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compound  to  be  analysed  and  previously  reduced  to  powder.  The 
pidyerised  compound  is  introduced  into  one  of  the  bulbs  of  the 
apparatus  by  means  of  a  platinum  spoon^  and  the  whole  is 


weighed  again,  as  was  said.  The  acid  is  then  carefully  poured 
in  the  other  bulb  by  means  of  a  long  funnel^  and  the  two  tubes 
are  then  filled  with  pieces  of  chloride  of  calcium^  after  having 
previously  put  some  cotton  at  the  bottom  of  the  tube  towards 
the  bidbs^  and  the  two  corks^  each  provided  with  a  small  tube^ 
are  put  on.  The  whole  apparatus  is  then  weighed  again^  the 
weight  of  which  does  not  exceed  twenty-five  grammes  at  most, 
and  the  acid  is  then  carefully  made  to  flow  over  the  carbonate 
in  the  other  bulb.  When  the  disengagement  of  the  carbonic 
acid  has  ceased,  the  hquor  is  heated  in  order  to  expel  completely 
the  carbonic  acid  which  it  might  contain;  the  apparatus  is 
allowed  to  cool,  and  after  having  connected  a  second  tube  filled 
with  chloride  of  calcium  with  one  of  the  tubes,  the  operator 
blows  out,  with  dry  lips,  all  the  carbonic  acid  contained  in  the 
apparatus.  The  loss  of  weight  indicates  exactly  the  quantity 
of  carbonic  acid  disengaged,  even  when  that  quantity  is  very 
small. 

As  to  the  decomposition  of  carbonates  by  acids,  it  is  to  be 
remarked  that  some  of  them  are  easily  decomposed,  others  with 
much  more  difficulty.  There  are  some  which  cannot  be  decom- 
posed except  after  pulverisation  and  treatment  with  acids  which 
must  not  be  too  concentrated  but  somewhat  dilute  and  with 
the  application  of  a  gentle  heat.  The  carbonates  belonging  to 
this  class,  which  are  found  in  nature,  are  the   carbonate  of 
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protoxyde  of  iron   (spathose  iron)^  and    the  combination   of 
carbonate  of  lime  and  of  magnesia  (bitter  spar  dolomite). 

*  When  the  operator  wishes  to   determine  the   quantity  of 
carbonic  acid  dissolved  in  a  liquor^  it  may  be  done  by  means  of 
a  salt  of  lime^  which  produces  a  precipitate  of  carbonate  of  lime^ 
or,  better  still,  by  means  of  that  of  a  salt  of  baryta,  which  pro- 
duces  a  precipitate  of  carbonate   of   baryta.     This  effect   is 
produced  both  when  the  carbonic  add  exists  in  the  liquor  in  a 
free  state,  or  in  combination  with  alkalies  in  the  state  of  car- 
bonates, sesquicarbonates,  or  bicarbonates  of  these  bases.     The 
operator  adds  to  the  liquor  a  solution  of  chloride  of  calcium 
or  of  barium,  and  some  ammonia,  if  the  hquor  contains  free 
carbonic  acid,   or  sesquicarbonates,   or  bicarbonates;    if   the 
operator  is  certain  that  only  simple  carbonates  are  present,  this 
addition  of  ammonia  is  imnecessary.     When  it  has  been  neces- 
sary to  add  ammonia,  the  precipitation  must  be  performed  in  a 
flask  capable  of  being  hermetically  closed.     When  the  precipi- 
tate has  completely  settled,  which  requires  several  hours,  the 
acid  liquid  is  first  poured  on  the  filter,  hot  water  is  then  added 
to  the  precipitate,  and  after  having  shaken  it  violently,  it  is 
allowed  to  settle  again.     This  operation  having  been  repeated 
several  times,  the  precipitate  is  ultimately  thrown  on  a  filter. 
The  funnel  must  be  sheltered  from  the  contact  of  the  air  during 
the  filtering,  in  order  to  guard  against  the  carbonic  acid  of  the 
air  augmenting  the  quantity  of  the  earthy  carbonate  produced. 
The  washing  of  the  earthy  carbonate  is  attended  with  a  trouble- 
some circumstance,  namely,  that  it  is  impossible  to  know  when 
it  is  complete,  because  neither  of  these  two  salts  is  completely 
insoluble  in  water.     It  is  best,  therefore,  to  wash  the  precipitate 
until  the  filtered  liquor  ceases  to   afford  a  precipitate  when 
tested  with  a  solution  of  nitrate  of  silver,  to  which  a  little  free 
nitric  acid  has  been  added.     The  carbonate  of  lime  produced  is 
then  treated  as  was  said  (page  25),  in  order  to  determine  its 
weight,  from  which  that  of  the  carbonic  acid  may  be  calculated. 
With  respect  to  the  carbonate  of  baryta,  it  may  be  ignited. 
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burning  the  filter  in  the  usual  way^  without  fear  of  losing 
carbonic  add,  owing  to  which  the  use  of  chloride  of  barium  is 
preferable  to  that  of  chloride  of  calcium  for  this  purpose. 

*  IS  the  solution  in  which  the  carbonic  acid  has  to  be  deter*^ 
mined  contains  sulphuric  acid,  phosphoric  acid,  or  other  acids 
which  form  with  lime  combinations  which  are  sparingly  soluble 
or  altogether  insoluble,  these  combinations  are  precipitated 
along  with  the  carbonate  of  lime.  If,  besides  carbonic  acid,  the 
liquor  contains  sulphuric  acid  only,  instead  of  chloride  of 
calcium,  chloride  of  barium  must  be  employed  to  effect  the 
precipitation.  The  precipitate  is  then  weighed,  and  treated  by 
dilute  muriatic  acid,  which  leaves  the  sulphate  of  baryta  in  an 
insoluble  state,  the  weight  of  which  is  determined,  and  from 
the  loss  that  of  the  carbonate  of  baryta  is  estimated.  If  the 
precipitate  of  baryta  contains  other  acids,  for  example,  phos- 
phoric add,  it  must  be  ignited,  and  the  quantity  of  the  carbonic 
add  is  determined  in  it  by  means  of  the  methods  which  have 
been  explained  before,  (pages  542,  543).  The  phosphoric  acid 
is  subsequently  determined  from  the  loss  (page  438),  that  of 
the  carbonic  acid  being  already  known. 
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CHAPTER    XLVIL 

BORON. 


DETERMINATION   OF  BORAaC  ACID. 

The  quantitative  determination  of  boracic  acid  is  attended  with 
numerous  difficulties.  When  this  acid  exists  in  a  solution  which 
contains  no  other  acid,  or  which  contains,  nitric  acid  onljr,  it 
may  be  determined  by  the  same  method  which  is  employed  for 
arsenic  and  phosphoric  acids,  that  is  to  say,  an  accurately  weighed 
quantity  of  pure  protoxyde  of  lead,  recently  ignited,  is  added  to 
the  liquor,  which  is  evaporated  to  dryness,  and  the  residuum  is 
ignited  in  a  small  counterpoised  platinum  capsula.  The  quan- 
tity of  the  boracic  acid  is  afterwards  determined  by  deducting 
the  weight  of  the  protoxyde  of  lead  which  was  added  from  that 
of  the  calcined  mass. 

Boracic  acid  cannot  be  quantitatively  determined  by  evapo- 
rating the  liquor  to  dryness,  because  a  portion  always  volatilises 
along  with  the  aqueous,  and  especially  with  the  alcoholic 
vapours,  if  the  acid  was  in  solution  in  this  menstruum. 

There  is  no  method  of  determining  immediately  the  quantity 
of  boracic  acid  in  solutions  by  precipitating  it  in  the  state  of  an 
insoluble  combination  from  which  its  quantity  might  be  calcu- 
lated. There  is  no  base  which  can  form  with  it  a  combination 
perfectly  insoluble  in  water.  In  order,  therefore,  to  estimate  as 
accurately  as  possible  this  acid  in  borates,  it  is  necessary  to 
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determine  what  quantity  of  the  hases  or  of  substances  are  com- 
bined with  the  boracia  acid,  the  quantity  of  this  acid  being 
estimated  from  the  loss. 

SEPABAtlON    OF    BOBACIC    ACID    FBOM    METALLIC    OXYDES. 

The  separation  of  boracic  acid  from  the  metallic  oxydes  which 
can  be  completely  precipitated  from  an  acid  solution  by  sul- 
phuretted hydrogen,  or  from  a  neutral  or  an  alkaline  solution 
by  hydrosulphuret  of  ammonia,  is  effected  in  the  same  manner 
as  that  of  the  same  oxydes  from  phosphoric  acid.  The  methods 
which  should  be  adopted  have  been  described,  (pages  429,  432). 

SEPABATION    OF    BOBACIC     ACID     FBOM     PBOTOXYDE      OF     LEAD, 

LIME,    8TB0NTIA,    AND    BABYTA. 

Boracic  acid  is  separated  from  baryta  by  sulphuric  add,  and 
it  might,  perhaps,  be  separated  from  strontia,  lime,  and  prot- 
oxyde  of  lead  by  the  method  employed  for  separating  these 
bases  from  arsenic  and  phosphoric  acids  (pages  344,  439). 


SEPABATION    OF    BOBACIC    ACID    FBOM    THE    FIXED    BASES. 

Boracic  acid  may  be  separated  frt)m  its  combinations  with 
fixed  bases,  when  such  combinations  are  decomposable    by 
concentrated  sulphuric  acid,  which  is  the  case  with  most  of 
these,  by  a  method  which  was  indicated  by  Arfvedson,  and 
which  is  as  follows : — ^A  certain  portion  of  the  combination, 
reduced  into  very  fine  powder,  is  weighed,  and  mixed  in  a 
platinum  crucible  or  capsula,  with  three  or  four  times  its 
weight  of  fluor   spar,    also   pulverised,   but  which   must    be 
extremely  pure,  and  particularly  free  from  silicic  acid.     A 
sufficient   quantity  of  concentrated   sulphuric  acid  is  poured 
on   the  mixture,  to  produce,  by  stirring  it  with  a  platinum 
spatula,    a    thick    magma.     The  whole   is    then    heated    to 
redness   until   no   more  vapours   are    evolved.     The  boracic 
acid  is  thereby  converted  into  fluoboric  gas  {fluoride  borique) 
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and  is  completely  disengaged ;  the  excess  of  the  sulphuric 
acid  employed  is  also  volatilised  towards  the  end^  wlien  the 
crucible  is  red  hot.  All  the  bases  of  the  combination  remain 
united  with  the  sulphuric  acid  mixed  with  the  whole  of  the 
sulphate  of  lime  due  to  the  decomposition  of  the  fluor  spar^  and 
the  respective  quantities  of  each  of  the  bases  is  afterwards  deter- 
mined by  the  methods  which  iiave  been  indicated  before.  After 
having  determined  them  accurately,  the  quantity  of  the  boradc 
acid  is  estimated  from  the  loss.  If  the  bases  form  with  sulphuric 
acid  compounds  which  are  pretty  easily  soluble  in  water,  the 
ignited  mass  is  ordinarily  washed  until  it  is  thought  that  the 
portion  of  sulphate  of  lime  which  remains  imdissolved  is  freed 
from  the  other  more  soluble  sulphates.  Oxalate  of  ammonia  is 
then  poured  in  the  filtered  liquor  in  order  to  precipitate  the  lime 
of  the  sulphate  of  lime  which  has  dissolved^  and  the  relative 
proportions  of  the  bases  are  subsequently  determined. 

It  may  be  easily  perceived  that  all  the  borates  which  contain 
no  water,  and  which  are  decomposable  by  sulphuric  acid  miay  be 
thus  analysed.  Those  which  contain  lime  may  be  treated  in  the 
same  manner  provided  the  quantity  of  the  pure  fluor  spar  added 
be  rigorously  weighed,  in  which  case  the  operator  deducts  firom  all 
the  lime  obtained  that  which  existed  in  the  fluor  spar  employed. 

In  all  such  cases  it  would  be  much  more  advantageous  to 
employ  fluoride  of  barium  instead  of  fluoride  of  calcium,  the  latter, 
however,  is  much  less  expensive.  But  the  best  reagent  is  pure 
hydrofluoric  acid,  prepared  in  a  platinum  retort,  and  which  was 
employed  by  Berzelius  for  decomposing  the  borates.  The  salt 
submitted  to  analysis  is  decomposed  in  a  counterpoised  platinum 
crucible,  by  a  mixture  of  hydrofluoric  and  of  sulphuric  acid ; 
the  whole  is  heated  and  evaporated  to  dryness ;  the  dry  residuum 
is  ignited,  and  the  bases  which  were  contained  in  the  borate 
remain  combined  with  the  sulphuric  acid. 
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SEPARATION    OF    BOBACIC    PROM    SILICIC    ACID. 

When  a  combination  contains  both  boracic  and  silicic  acid 
and  can  be  decomposed  by  acids^  the  above  methods  will  only- 
yield  the  collective  quantities  of  these  two  acids.  A  fjpesh  portion 
of  the  compound  must  therefore  be  devoted  to  the  determination 
of  the  silicic  acid,  which  is  effected  by  decomposing  the  com- 
bination by  means  of  muriatic  acid,  which  leaves  the  silicic  acid 
in  an  insoluble  state,  the  weight  of  which  may  then  be  deter- 
mined. It  is  better,  however,  to  evaporate  to  dryness  the 
combination,  after  having  decomposed  it  by  muriatic  acid,  as 
just  said;  moisten  the  dry  mass  with  muriatic  acid,  and  proceed 
to  the  determination  of  the  silicic  acid  only  after  having  treated 
by  water  the  above  moistened  mass.' 


When  a  combination  contains  water  besides  boracic  and  silicic 
acid,  which  is  the  case,  for  example,  with  the  minerals  called 
datholite  and  botryolite ;'  a  third  portion  is  devoted  to  the  deter- 
mination of  the  quantity  of  that  water.  To  effect  this  it  is  suflS- 
cient  to  ignite  the  combination  in  a  platinum  crucible ;  the  loss 
of  weight  indicates  the  quantity  of  the  water. 

*  The  evaporation  should  be  carried  on  in  a  flask,  and  the  vapours  which  disengage 
should  be  received  in  water,  since  boraio  acid  volatilising  with  the  vapour,  a  loss 
would  thus  be  sustained. — £d. 

^  Datholite  is  a  combination  of  silicic  acid,  boracic  acid,  lime  and  water.  The 
analysis  of  this  mineral  by  Dumenil,  and  Rammelsberg,  gave  the  following  results : — 


Prom  Andreasb«i)s  in  the  Hartz. 

From  Arendal 
in  Norway. 

Boracic  ac»d  .    . 
Silicic  acid  .    .  . 
Lime     .    •    .    . 
Water 

Dnmenn. 

Rammeltberg. 

Raram^berg. 

21-34 

38-51 

35-59 

4-60 

20-815 

38-477 

35-640 

5-568 

21-877 

37-520 

35-398 

5-703 

10004 

100000 

100-000 

Botryolite  is  a  mineral  found  at  Arendal  in  Norway,  it  is  also  a  combination  of 
boracic  add,  silicie  add,  lime  and  water,  which,  according  to  Rammelsberg,  is 
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Yet^  the  quantitative  determination  of  boracic  acid  presents 
very  great  difficulties  when  it  exists  in  silicious  compounds  which 
cannot  be  decomposed  by  acids.  It  is  more  difficult  still  if  the 
boracic  acid  is  only  in  very  small  quantity,  which  is  ordinarily 
the  case.  The  minerals  called  tourmaline  and  axinite*  are 
examples  of  this  case. 

genendly  mixed  with  carbonate  of  lime.    The  latter  sabstance  being  removed,  tiie 
above  chemist  gives  the  following  resolts  of  his  analysis  of  botryolite  : — 

Borado  Acid  ...  18*34 

SilidcAeid  ....  36*90 

Lime      ......  34-27 

•    Water 10-22 


See  Berzelins,  (page  343,  voL  iv.) 


99-73— Ed. 


1  Tourmaline  is  a  combination  of  silica,  alomma,  oxyde  of  iron,  lime,  with  snmll 
portions  of  magnesia,  potash,  soda,  and  boracic  acid  ;  Gknelin  analysed  samples  of 
this  mineral  from  St  Gothard,  Karinbricka  in  Sweden,  and  Greenland ;  tiie  result 
of  these  analyses  are  given  by  him  as  follows,  in  the  **  Annales  des  Mines  "  : — 


Greenland. 

Karinbricka. 

St.  Gothard. 

Soda     .t^. 

Potash 

3-15    1 

0-22  r 

2-63 

1-20 

Silica 

38-79 

37-65 

37-81 

Alumina 

37.19     • 

33-46 

31-61 

Protoxyde  of  Iron  .    .     . 
Protoxyde  of  Manganese . 
Boracic  Acid 

5-81 
0-00 
3-63 

9-38 
0-00  . 
3-83 

17-77 
1-11 
4-18 

Magnesia 

Lime  and  loss 

1 
1 

5-86 
1-86 

10-89 
0-25 

97-99 

5-99  . 
0-98 

96-51 

100-65 

Axinite  is  a  combination  of  mlica,  alumina,  lime,  oxyde  of  iron,  manganese,  and 
a  smaller  quantity  of  boracic  acid,  than  the  above.  Wiegman  gives  the  following 
analysis  of  the  axinite  of  Trueburg  : — 

SiUca 45-80 

Alumina 19-00 

Lime 12-50 

Protoxyde  of  Iron        .  12-25 

Protoxyde  of  Manganese  9*00 

Magnesia  ....       0-25 

Boracic  Acid  .     .      2-00 

10000— Ed. 
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The  analysis  of  such  compounds  gives  only  approximative 
results. 

C.  G.  Gmelin  employed  the  following  method  for  determining 
the  quantity  of  the  boracic  acid  in  the  tourmalines.  The  sub-, 
stance  is  first  reduced  into  very  fine  powder  by  levigation, 
and  mixed  with  carbonate  of  baryta,  and  the  whole  is  violently 
ignited.  The  ignited  mass  is  then  treated  by  as  much  muriatic 
acid  as  is  necessary  to  effect  its  decomposition,  and  the  acid 
liquor  is  evaporated  to  dryness  in  a  water-bath.  The  quantity 
of  the  boracic  acid  which  volatilises  is  so  trifling,  according  to 
Gmelin,  that  it  may  be  neglected.  The  silicic  acid  is  separated 
&om  the  residuum  in  the  usual  manner.  The  filtered  liquor  is 
mixed  with  an  excess  of  a  solution  of  carbonate  of  ammonia, 
which  precipitates  the  baryta;  the  liquor  is  filtered,  evaporated 
to  dryness,  and  heated  to  incipient  redness.  No  boracic  acid 
can  be  lost  during  this  experiment,  because  it  is  combined  with 
ammonia,  and  no  acid  vapours  containing  water  are  disengaged 
during  the  ignition,  as  is  the  case  when  sulphate  of  ammonia  is 
treated  in  the  same  manner;  wherefore  the  baryta  must  be 
removed,  not  by  sulphuric  add,  but  by  carbonate  of  ammonia. 
The  dry  residuum  is  then  weighed,  alcohol  and  a  little  muriatic 
acid  is  poiured  upon  it,  and  the  alcohol  is  set  fire  to.  This 
operation  is  repeated  until  the  flame  of  the  alcohol  ceases 
altogether  to  have  a  green  tinge  on  the  edges.  The  boracic 
add  is  thus  entirely  expelled ;  it  was  contained  in  the  solution 
in  the  state  of  borate  of  ammonia,  but  this  salt  was  converted 
into  free  boracic  add  by  ignition.  The  residuum  is  again  ignited 
and  weighed ;  the  loss  indicates  the  quantity  of  the  boradc 
add. 

Another  method  proposed  by  Gmelin  for  the  determination 
of  boradc  add  in  these  combinations,  consists  in  igniting 
the  pulverised  compound  with  carbonate  of  soda,  lixiviating  the 
ignited  mass  with  water,  and  predpitating  by  digestion  with 
a  solution  of  carbonate  of  ammonia  the  small  quantities  of 
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alumina  and  of  silicic  acid  which  the  water  has  dissolved. 
The  liquor  is  then  evaporated  to  dryness^  sulphuric  acid  is 
poured  on  the  dry  mass^  and  the  boracic  acid  is  dissolved  by 
digesting  with  alcohol;  the  solution  is  then  saturated  by 
ammonia ;  the  residuum^  which  consists  of  boracic  acid,  is  then 
ignited  and  weighed. 
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CHAPTER   XLVIII. 

FLUORINE. 


DETERMINATION  OF  FLUORINE. 

.  The  safest  method  of  determining  fluorine  in  its  combina- 
tions^ consists  unquestionably  in  weighing  a  certain  portion  of 
such  combinations^  pouring  concentrated  sulphuric  acid  upon 
them,  and  heating  until  the  whole  of  the  fluorine  has  been 
expelled  in  the  state  of  hydrofluoric  gas,  and  likewise  the  excess 
of  the  sulphuric  acid  employed.  The  metal  which  was  combined 
with  the  fluorine  remains  then  in  the  state  of  sulphate. 

It  is  necessary  to  perform  this  experiment  in  a  crucible  of 
platinum,  and  not  in  a  vessel  containing  silica.  The  quantity 
of  the  metal  is  calculated  from  that  of  the  sulphate,  and  the  loss 
indicates  that  of  the  fluorine.  When  fluorine  is  combined  with 
more  than  one  metal,  the  combination  is  likewise  decomposed 
by  sulphuric  acid,  but  the  sulphates  obtained  must  be  submitted 
to  a  separate  analysiB,  in  order  to  determine  from  their  com- 
bination that  of  the  compound  of  fluorine. 

When  a  fluoride  contains  water  of  crystaUisation,  the  quantity 
of  the  latter  may  in  many  cases  be  determined  from  the 
loss  sustained  by  igniting  a  i^^eighed  portion  of  the  compound. 
In  a  great  number  of  cases,  however,  the  united  action  of 
the   atmospheric    air   and   of  the  water   produces   a    partial 
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decomposition ;   put  of  the  fluorine  is  diseng^ed  witb 
water  in  the  state  of  hydroflooric  acid. 

In  order  to  prevent  this,  and  to  detennine  with  great  i 
racy  the  quantity  of  the  water  of  cryatalliBation  contained 
fluoride,  a  portion  of  the  latter  is  mixed  with  about  aix  par 
very  finely  pulverised  and  recently  ignited  protoxyde  of  ] 
The  mixtore  is  introduced  into  a  small  glass  retort,  and  cot 
with  a  little  protoxyde  of  lead,  and  the  whole  is  then  iga 
The  water  is  then  disengaged  without  any  trace  of  acid. 
retort,  which  should  have  been  previously  weighed  when  em 
is  weighed  again  after  the  introduction  of  the  finoride  ni 
Examination  and  ignited,  and  upon  weighing  it  again  t 
complete  cooling,  the  loss  of  weight  indicates  the  qoantit 
the  water.  The  ignition  must  be  performed  in  a  small  re) 
because  fluoride  of  lead  undergoes  a  slight  decomposition  w 
ignited  in  the  air. 

Berzelius  has  always  employed  this  method  for  determii 
the  quantity  of  the  water  of  crystallisation  of  the  fluorides.' 

SEPARATION   OP    FLtrORIDES   FROU    HYDROFLUORIC    ACID. 

When  the  combination  of  fluorine  and  a  metal  to  be  analy 
contains  hydrofluoric  acid  besides,  the  quantity  of  the  la 
may,  in  a  great  number  of  circumstances,  be  determined  fi 
the  loss  which  a  given  weight  of  the  combination  sustains  a 
ignition,  in  a  platinum  crucible.  There  always  remain 
metallic   fluoride.     Yet,  aa   in   a  great  number  of  cases, 

'  Wohlcrproposed  another  methodfoTthedetermiiifttioii  of  fluorine, which  conai 
adding  pure  silicic  and  tolhe  compound  <if  itisnot  already  aidlicBte),  The  tubal 
or  the  mixture  in  question  ia  put  in  mi  exactly  weighed  fluk,  uid  verj  concenti 
Bulphuiic  ncid,  previously  boiled,  it  added  ;  (he  flaak  is  then  iimnediatel;  cloaed 
ft  cork  connected  prith  a  tube  contuning  chloride  of  calcium,  and  the  extreini 
which  is  drawn  to  a  point.  The  apparatus,  baring  been  weighed,  is  bested  imti 
whole  of  the  bydrofluoailicic  acid  is  disengaged,  the  last  portions  of  which 
expelled  by  means  of  a  pnmp.  The  operalian  being  finished,  the  apparob 
weighed  again,  and  the  loss  indicalcs  the  quantity  of  fluoride  of  nBicinm  prodi 
from  which  that  of  the  fluorine  is  calculated.  I  -WO  of  fluoride  i 
of  fluoride  of  silidum. — Ed. 
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metallic  fluoride  which  remains^  undergoes  a  slight  decomposi- 
tion by  ignition  in  the  air,  Berzelius,  in  order  to  determine 
the  quantity  of  hydrofluoric  acid,  always  mixes  with  it  about 
six  times  its  weight  of  protoxyde  of  lead  finely  pulverised,  and 
recently  ignited,  and  he  then  ignites  the  whole.  The  hydrogen 
of  the  hydrofluoric  acid  combines  with  the  oxygen  of  the  pro- 
toxyde of  lead  to  form  water,  which  water  is  not  acid.  In  order 
to  determine  the  quantity  of  this  water,  the  operator  proceeds 
exactly  in  the  same  manner,  as  for  the  determination  of  the 
water  of  crystallisation  contained  in  the  fluorides.  From  the 
quantity  of  this  water,  that  of  the  hydrofluoric  acid  contained 
in  the  compound  under  analysis  is  easily  calculated.  Another 
portion  of  the  combination  is  then  decomposed  by  sulphuric 
acid,  and  from  the  quantity  of  the  sulphate  obtained,  the 
collective  proportion  of  the  fluorine,  and  of  the  hydrofluoric  acid, 
becomes  known,  from  which  that  of  the  fluorine  may  most  easily 
be  estimated. 

When  the  combination  of  the  metallic  fluoride  with  hydro- 
fluoric acid  contains  water  of  crystallisation  besides,  the  water 
which  is  obtained  by  treating  the  combination  by  protoxyde  of 
lead  consists  of  the  water  of  crystallisation  and  of  the  water 
produced  by  the  combination  of  the  hydrogen  of  the  fluoride, 
with  the  oxygen  of  the  protoxyde  of  lead.  Another  portion  of 
the  combination  is  then  decomposed  by  means  of  sulphuric  acid, 
and  from  the  quantity  of  the  sulphate  obtained,  that  of  the 
fluorine  of  the  hydrofluoric  acid,  and  of  the  water  of  crystallisa- 
tion is  collectively  determined.  Lastly,  the  combination  which 
has  been  ignited  with  the  protoxyde  of  lead,  is  decomposed  by 

sulphuric  acid,  and  the  quantity  of  the  fluorine  contained  in  the 
metallic  fluoride,  and  in  the  hydrofluoric  acid,  is  determined. 

The  determination  of  the  fluorine  contained  in  a  combination 
which  is  dissolved  in  water,  is  more  difficult.  When  this  com- 
bination is  kept  in  solution,  not  by  another  acid,  but  merely  by 
free  hydrofluoric  acid,  and  is  capable  of  being  decomposed  by 
ebullition  with  carbonate  of  alkali,  or  with  a  solution  of  pure 
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potash^  the  excess  of  alkali  might  be  saturated  by  an  add, 
and  on  pouring  a  solution  of  a  salt  of  lime  in  the  liquor,  the 
whole  of  the  fluorine  contained  in  the  fluoride  of  potassium 
produced  would  be  precipitated  in  the  state  of  fluoride  of 
calcium,  from  the  weight  of  which  the  quantity  of  the  fluorine 
might  then  be  calculated.*  The  determination  of  the  fluorine 
contained  in  such  fluorides  held  in  solution,  is  very  seldom 
required;  I  shall,  however,  detail  farther  on  the  precautions 
which  should  be  employed  in  such  cases. 

SEPARATION  OF  FLUORINE  FROM  BORON. 

It  is  very  difficult  to  analyse  quantitatively  the  combinations 
of  fluorine  with  boron,  and  the  combinations  of  fluoride  of 
boron,  with  the  metallic  fluorides.  When  they  are  decomposed 
in  the  same  manner  as  the  metallic  fluorides  by  sulphuric  add, 
with  the  help  of  heat,  the  quantity  of  the  fluoride  of  boron^  and 
of  the  fluorine  which  were  combined  with  the  metal  of  the 
oxyde  produced  during  the  reaction,  may  be  determined  from  the 
quantity  of  the  sulphate  obtained.  When  these  substances  con- 
tain water  of  crystallisation,  the  quantity  thereof  is  determined 
by  means  of  protoxyde  of  lead,  in  the  same  manner  as  is  done  for 
a  metallic  fluoride.  These  combinations  cannot  be  decomposed 
by  treating  them  with  a  solution  of  carbonate,  or  of  hydrate  of 
potash.  When  heated  in  a  retort,  there  remains  a  metallic 
fluoride,  whilst  fluoride  of  boron  is  disengaged.  The  quantity 
of  this  metallic  fluoride  might  be  determined,  and  from  its 
weight,  the  composition  of  the  combination  might  be  calculated; 
but  it  is  very  often  extremely  difficult  to  decompose  these  com- 
binations in  a  complete  manner,  by  igniting  them  in  the  manner 
which  has  been  described. 


>  The  precipitate  is  gelatinous,  and  should  be  washed  with  hot  water,  and  then,  in 
order  to  remove  the  carbonate  of  lime  which  might  contaminate  the  precipitate  hy 
the  action  of  the  carbonic  acid  of  the  atmosphere,  the  washing  is  finished  with  dilute 
acetic  acid,  after  which  the  precipitate  is  dried,  ignited  and  weighed. — Ed. 
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SEPARATION    OF    FLUORINE    FROM    SILICIUM. 

The  combination  of  flnorine  with  silicium^  but  principally  the 
compounds  which  fluoride  of  silicium  forms  with  the  metallic 
fluorides,  are  more  easy  to  analyse.  The  composition  of  an 
aqueous  solution  of  fluoride  of  silicium  may,  according  to 
Berzelius,  be  determined  as  follows : — 

To  the  acid  liquor  add  a  solution  of  carbonate  of  soda,  until 
it  ceases  to  produce  an  effervescence ;  this  produces  a  precipitate 
of  silicifluoride  of  sodium,  which  is  sparingly  soluble,  and  which 
is  collected  upon  a  weighed  filter,  and  washed.  It  is  then  dried 
in  a  counterpoised  platinum  crucible,  in  order  not  to  lose  that 
portion  of  the  dissolved  salt  contained  in  the  pores  of  the  paper. 
When  dry,  its  quantity  is  determined,  firom  which,  that  of  the 
silicium,  and  of  the  fluorine,  is  calculated.  The  solution  which 
was  saturated  with  soda,  is  then  supersaturated  with  carbonate 
of  soda,  after  which,  a  solution  of  carbonate  of  zinc  in  pure 
ammonia  is  added,  and  the  whole  is  evaporated  almost  to 
dryness.  The  oxyde  of  zinc  combines  with  the  silicic  acid,  and 
produces  a  silicate  which,  when  the  mass  is  treated  by  hot 
water,  remains  insoluble,  and  may  be  washed  without  fear  of 
loss.  After  the  washing,  the  silicate  of  zinc  formed  is  decom- 
posed by  nitric  acid,  and  the  whole  is  evaporated  to  dryness,  in 
order  to  render  the  silicic  acid  absolutely  insoluble;  the  dry 
mass  is  then  treated  by  acidulated  water,  which  dissolves  the 
nitrate  of  zinc.  The  silicic  acid  remains  in  an  insoluble  state, 
and  is  collected  upon  a  filter ;  it  is  then  washed,  ignited,  and 
weighed.     From  its  quantity,  that  of  the  silicium  is  calculated. 

The  alkaline  liquor  which  was  filtered  from  the  silicate  of 
zinc,  and  which  contains  fluoride  of  sodium  and  carbonate  of 
soda,  is  saturated  by  acetic  acid,  yet  without  completely 
saturating  it,  in  order  to  avoid  all  possible  loss  of  hydrofluoric 
acid  during  the  evaporation.  After  having  evaporated  it  care- 
ftiDy  to  dryness,  a  mixture  of  weak  alcohol  and  of  acetic  acid  is 
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poured  on  the  dry  residuum.  The  small  quantity  of  carbonate 
of  soda  which  existed  still  in  the  dry  mass^  because  the  alkaline 
liquor  had  not  been  completely  saturated,  is  thereby  converted 
into  acetate  of  soda.  The  whole  of  the  latter  salt  dissolves  in 
the  alcohol,  whilst  the  fluoride  of  sodium  remains ;  the  latter  is 
washed  with  alcohol,  dried,  ignited,  and  weighed.  From  its 
weight  that  of  the  fluorine  is  calculated. 

All  these  operations  being  performed,  it  is  then  easy  to 
calculate  &om  the  results  obtained,  the  quantity  of  the  con- 
stituents of  the  aqueous  solution  of  the  fluoride  of  siliciiun. 

The  gaseous  combination  of  fluorine  and  of  silicium  may  be 
quantitatively  analysed,  by  passing  the  gas  in  water,  which 
precipitates  the  silicic  acid.  The  stream  of  gas  may  be  continued 
until  the  liquor  becomes  so  thick  with  the  liberated  silicic  acid, 
that  it  cannot  absorb  any  more  of  it.  It  is  necessary,  in  this 
experiment,  that  the  disengagement  tube  should  not  touch  the 
water,  for  it  would  soon  be  obstructed.  The  absorption  of  the 
gas  is  promoted  by  agitating  the  liquor  frequently;  the  extremity 
of  the  tube  may  be  conveniently  placed  under  mercury,  over 
which  water  has  been  poured,  which  absorbs  the  gas.  When 
the  liquor  has  become  as  thick  as  pap,  it  is  diluted  with  water, 
and  the  Uberated  silicic  acid  is  collected  on  a  filter  and  washed 
until  the  filtrate  ceases  to  redden  litmus  paper.  The  silicic 
acid  which  remains  after  perfect  washing,  contains  no  trace  of 
hydrofiuoric  acid ;  it  is  then  dried,  ignited,  and  weighed.  The 
filtered  Uquor  is  afterwards  treated  as  we  have  just  said. 


SEPARATION    OF    FLUORIDES    OF    METALS    FROM    FLUORIDE    OF 

SILICIUM. 

The  combination  which  fluoride  of  silicium  forms  with 
metallic  fluorides,  may  be  analysed  in  various  ways  in  the  dry 
state.  By  treating  them  with  sulphuric  acid,  with  the  help  of 
heat,  and  volatilising  completely  the  excess  of  the  sulphuric 
add  employed,  all  the  fluorine  and  silicium  are  disengaged  in 
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the  state  of  fluoride  of  siliciom^  whilst  the  metal  of  the  fluoride^ 
which. has  thus  been  converted  into  oxyde^  remains  combined 
with  the  sulphuric  acid.  Most  of  these  combinations  are  rapidly 
decomposed  when  treated  by  sulphuric  acid^  and  produce  a 
violent  disengagement  of  fluosilicic  gas.  Yet  some  of  them^ 
such  as,  for  example,  the  fluoride  of  silicium  and  calcium, 
and  the  fluoride  of  siliciimi  and  of  barium  require  the  application 
of  heat.  The  quantity  of  the  sulphate  obtained  is  determined 
from  which  that  of  the  metal  is  calculated;  the  quantity  of  the 
water  of  crystallisation,  if  any  existed  in  the  compound,  must  be 
deducted. 

• 

The  dry  combinations  of  fluoride  of  silicium  with  metallic 
fluorides,  may  also  be  analysed  by  igniting  them.  Fluosilicic 
gas  is  then  evolved,  whilst  the  metallic  fluoride  remains,  from 
the  weight  of  which  the  composition  of  the  compound  may  be 
calculated,  when  it  contains  no  water  of  crystallisation.  A 
strong  heat,  which  must  be  continued  for  a  long  time,  is,  how- 
ever, requisite,  in  order  to  expel  the  whole  of  the  fluoride  of 
silicium.  When  the-  combination  is  ignited  in  the  air,  the 
metalUc  fluoride  which  remains  contains  free  silicic  acid; 
because  the  slightest  trace  of  moisture  in  the  air  separates 
silicic  acid  from  the  fluoride  of  silicium,  which  silicic  acid  is 
subsequently  dissolved  by  the  fused  metallic  fluoride.  This  effect 
is  produced  to  a  greater  extent,  when  the  experiment  is  per- 
formed in  an  open  platinum  crucible,  heated  by  means  of  an 
argand  spirit-lamp,  because  the  combustion  of  alcohol  produces 
water.  It  is  on  this  account  that  when,  in  such  experiments, 
the  remaining  metallic  fluoride  had  to  be  weighed  in  order  to 
determine  the  composition  of  the  compound,  Berzelius  intro- 
duced three  closed  platinum  crucibles  within  each  other,  the 
substance  being  placed  in  the  innermost  crucible,  and  heated 
the  whole  upon  a  charcoal  fire.  The  inner  side  of  the  exterior 
crucible  was  then  found  thickly  incrusted  with  silicic  acid. 

When  the  combinations    of  fluoride    of   silicium    and  of 
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dried^  and  then  mixed  with  four  times  its  weight  of  carbonate 
of  soda  in  a  platinum  crucible^  and  the  whole  is  to  be  exposed 
to  a  full  red  heat  for  a  long  time.    After  cooling,  the  mass 
is  withdrawn  from  the  crucible,  and  softened  by  water^  and  the 
portions  which  refused  to  dissolve  are  separated  by  filtering, 
and  washed  with  water  until  it  ceases  to  have  an  alkaline 
reaction  upon  litmus  paper.     It  is  often  impossible  to  wash  this 
residuum  so  perfectly   that  upon  evaporating  a  few  drops  of 
the  filtrate  upon  a  platinum  foil,  no  residuum  will  be  left. 
Carbonate  of  ammonia  is  added  to  the  filtered  liquor  which, 
besides  fluoride  of  sUicium,  and  the  excess  of  carbonate  of  soda 
employed,   contains  also  traces  of   silicic  acid,  and  even  of 
alumina ;  hence  a  slight  precipitate,  which  ordinarily  augments 
a  little  on  evaporating  the  liquor.    The  precipitate  is  collected 
on  a  filter  as  small  as  possible,  and  washed.  .  It  is  then  treated, 
as  well  as  the  residutim  insoluble  in  water  previously  obtained,  by 
muriatic  acid,  by  which  it  is  easily  and  completely  decomposed. 
When  a  concentrated  acid  has  been  employed,  the  silido  acid 
ordinarily  separates  in  the  form  of  a  jelly.    The  whole  is  then 
evaporated  to  perfect  dryness;  after  cooling,  the  dry  mass  is 
moistened  uniformly  with  muriatic  acid,  and  water  is  added  to 
it  after  some  time.     The  silicic  acid  remains  undissolved;  it 
is   collected  on   a  filter,  and  its  weight  is  determined.     The 
filtered  liquor  contains   all  the  bases   which   existed  in   the 
substances    submitted    to    analysis  in  the   state  of   solution 
in  muriatic  acid,   which  bases  may  then  be   determined    by 
the  methods  which  have  been  described  before. 

The  quantity  of  fluoride  of  silicium  contained  in  the  alkaline 
liquor,  which  alkaline  liquor  contains  still  some  carbonate  of 
soda  besides,  might  be  determined  by  the  method  which  I  have 
described  before,  and  which  consists  in  saturating  the  liquor  by 
acetic  acid,  and  separating  the  acetate  of  soda  firom  the  fluoride 
of  sodium  by  means  of  alcohol.  When,  however,  the  quantity 
of  the  metallic  fluoride  contained  in  the  combination  under 
examination  is  considerable,  it  is  preferable  to  resort  to  another 
method ;  the  alkaline  liquor  is  evaporated  until  it  is  reduced  to  a 
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somewhat  small  volume^  and  it  is  then  moderately  supersaturated 
with  muriatic  acid.  This  operatiou  must  be  performed  in  a 
silver^  or  better  stilly  in  a  platinum  capsula^  and  the  mixture 
must  be  stirred  with  a  spatula  of  silver  or  of  platinum.  The 
vessel  is  then  covered  with  a  piece  of  filtering  paper,  and  the 
liquor  is  left  at  rest  for  twenty-four  hours  without  heating  it : 
the  carbonic  acid  is  thereby  completely  expelled.  In  order  to 
make  sure  of  this,  the  capsula  containing  the  acid  liquor  may  be 
put  upon  a  stove  slightly  warm,  taking  care  that  the  tempera- 
ture does  not  exceed  30^  cent.  This  time  having  elapsed,  the 
liquor  is  then  slightly  supersaturated  in  the  capsula  with  pure 
ammonia,  and  poured  in  a  bottle  which  admits  of  being  hermeti- 
cally closed  with  a  cork.  A  solution  of  chloride  of  calcium  is  then 
added,  and  the  bottle  is  corked  up,  which  produces  a  deposit  of 
fluoride  of  calcium.  In  order  to  guard  against  this  salt  being 
contaminated  by  carbonate  of  lime,  the  liquor  must  be  previously 
freed  from  all  carbonic  acid,  and  further,  after  having  added  the 
chloride  of  calcium,  it  must  be  sheltered  from  the  contact  of  the 
air.  "When  the  fluoride  of  calcium  has  completely  settled  at  the 
bottom  of  the  bottle,  the  clear  supernatant  liquor  is  decanted  and 
replaced  by  water  previously  freed  from  atmospheric  air  by 
boiling,  and  the  bottle  is  corked  up  again.  When  the  fluoride  of 
calcium  has  again  deposited,  it  is  collected  upon  a  filter,  washed, 
ignited,  and  weighed.  From  the  quantity  obtained,  that  of  the 
fluorine  contained  in  the  combination  is  calculated. 

It  is  always  necessary  to  ascertain  that  the  ignited  fluoride  of 
calcium  is  pure.  It  should  be  moistened  with  a  little  water  in 
a  platinum  crucible,  and  muriatic  or  acetic  acid  should  be  added, 
in  order  to  see  whether  any  eflfervescence  will  take  place,  which 
would  indicate  the  presence  of  carbonate  of  lime.  If  a  strong 
effervescence  is  thus  produced,  alcohol  should  be  poured  upon  the 
fluoride  of  calcium  which  was  treated  by  the  acetic  acid ;  it 
should  be  washed  again  by  alcohol,  dried,  ignited,  and  weighed.. 
In  this  manner  only  can  the  exact  quantity  of  the  fluorine  con- 
tained in  the  combination  be  arrived  at. 

o  o  S 
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The  precipitated  fluoride  of  calcium  may  sometimes  contain  a 
small  quantity  of  silicic  acid.  The  absence  of  this  acid  is  proved 
when  the  salt^  after  having  been  ignited^  does  not  evolve  the 
slightest  heat  when  moistened  with  pure  hydrofluoric  acid ;  if  the 
slightest  trace  of  silicic  acid  is  present^  heat  is  produced  by  this 
treatment.  When  native  fluor  spar  is  thus  tested,  in  order  to 
ascertain  whether  it  contains  silicic  acid  or  not,  it  should  be 
previously  reduced  into  powder. 

In  precipitating  fluoride  of  calcium  from  an  ammoniacal  liquor, 
by  means  of  a  solution  of  chloride  of  calcium,  the  precipitate  is 
often  gelatinous,  and  on  that  account  cannot  be  washed,  because 
it  obstructs  the  pores  of  the  paper.  This  jelly  is  so  translucid 
that  at  first  the  precipitate  appears  very  minute  indeed,  and 
when  looked  at  transversely  against  day-light,  it  has  a  slightly 
reddish  opaline  tinge.  This  case  occurs  when  the  liquor  to  which 
chloride  of  calcium  is  added,  contains  only  a  very  slight  excess 
of  ammonia.  By  leaving  a  larger  proportion  of  ammonia  in  the 
liquor  the  fluoride  of  calcium  is  completely  separated. 

When  the  combination  submitted  to  analysis  contains  a  very 
large  proportion  of  lime,  or  rather  when  the  fluorine  is  combined 
with  calcium,  the  whole  of  the  fluorine  cannot  be  obtained  by 
fusing  the  compound  with  carbonate  of  soda.  It  would  appear 
that  carbonate  of  soda  cannot  effect  the  complete  decomposition 
of  fluoride  of  calcium. 

The  method  which  has  just  been  described,  may,  however,  be 
employed  for  the  purpose  of  decomposing  the  combinations  which 
do  not  contain  too  great  a  quantity  of  silicic  acid.  Carbonate 
of  soda  likewise  separates  silicic  acid  completely  from  the  combi- 
nations which,  besides  metallic  fluorides,  contain  tribasic  or  even 
sesquibasic  silicates,  because  these  latter  salts  are  not  soluble  in  a 
solution  of  carbonate  of  soda.  But  when  the  silicate  is  a  neu- 
tral one,  that  is  to  say,  when  the  silicic  acid  contains  three  times 
as  much  oxv?en  as  the  base  with  which  it  is  united,  the  alkaline 
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carbonate  dissolves  a  portion  of  the  acid^  and  when  the  ignited 
mass  comes  to  be  treated  by  water^  this  menstruum^  besides 
fluoride  of  sodium  and' carbonate  of  soda^  dissolves  silicate  of 
soda  also^  whilst  the  bases  are  left  in  an  insoluble  state  combined 
with  the  greatest  part  of  the  silicic  acid.  In  order  to  separate 
the  silicic  acid  from  the  silicate  of  soda  dissolved  in  the  liquor, 
a  solution  of  carbonate  of  zinc  in  ammonia  may  be  added,  by 
which  means  the  silicic  acid  is  precipitated  in  the  state  of  silicate 
of  zinc.  In  such  a  case  the  determination  of  their  bases  is  more 
difficult,  because  the  operator  has  further  to  separate  the  oxyde 
of  zinc  which  has  been  added.  The  silicates  which  have  remained 
in  an  insoluble  state  when  the  ignited  mass  was  treated  by  water, 
may  however  be  decomposed  by  a  separate  operation,  and  the 
silicate  of  zinc  may  also  be  decomposed  separately  by  means  of 
nitric  acid,  in  order  to  determine  the  silicic  acid  which  it  con- 
tains, which  simplifies  the  analysis  much. 

Among  the  minerals  which  contain  at  the  same  time  silicates 
and  metallic  fluorides,  and  which  muriatic  acid  cannot  decom- 
pose, the  topaz  is  that  which  contains  the  greatest  quantity  of 
metallic  fluoride,*  smaller  quantities  are  found  in  the  mineral 
called  chondrodite ;'  the  several  species  of  mica,  of  amphibole, 
and  some  varieties  of  scapolite. 

When  a  combination  of  silicates  and  of  metallic  fluorides  is 

^  Topaz  is  a  combination  of  alumina,  silica,  and  fluoric  add.  *    A  sample   of 
Brazilian  topaz  analysed  by  Berzelius,  gave — 

Alununa 58'38 

Silica 3401 

Fluoric  Add    .  .        .  7-79 

100-18 

Mosander  represents  the  composition  of  topaz  as  follows  : —        «- 

Alumina  ....  57*73 
Silica  .  .  .  '.  .  34-48 
Fluorine 14*71 

106-92 
s  The  presence  of  fluorine  in  chondrodite  was  first  discovered  by  Seybert ;  but  the 
analyses  which  Rammelsbexg  made  of  that  mineral  agree  pretty  dosely  with  those 
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very  easily  decomposable  by  muriatic  acid^  this  acid  should  be 
resorted  to  in  the  cold.  It  is  important  to  avoid  all  external 
heat^  which  might  cause  a  volatilisation  of  some  fluoride  of 
silicium.  After  having  decomposed  it  by  muriatic  add^  if  the 
liquor  be  evaporated  to  dryness^  no  trace  of  fluorine  can  be 
obtained,  because  the  whole  of  that  substance  has  volatilised  in 
the  state  of  fluosilicic  gas.  It  is  owing  to  this,  that  it  has  very 
often  happened  in  analysing  certain  minerals,  for  example,  that 
called  apophyllite,  a  small  quantity  of  fluorine  has  been  com- 
pletely overlooked. 

When  the  quantity  of  the  metallic  fluorides  in  the  combination 
submitted  to  analysis  is  not  very  considerable,  which  is  always 
the  case  with  the  compounds  of  this  kind  which  are  found  in 


made  by  Seybert,  represent,  it  is  believed,  the  composition  of  this  minend  more 
accurately.     We  reproduce  them  here. 


- 

Yellow  Chondro- 

dito  of  South 

America. 

Qt9j  Chondro- 
dite  of  Pargat. 

Yellow  Chondro- 
dlte  of  Ptixgu. 

Silicic  Acid    .    .    . 

Magnesia 

Protoxyde  of  Iron    . 
Fluorine        .... 

33-06 

55-46 

3-65 

7-60 

3319 

54-50 

6-75 

9-69 

3310 

56-61 

2-35 

8-69 

99-77 

104-13 

100-75 

Amphibole  or  Hornblende  consists  principally  of  silica  (partially  replaced  by 
alumina),  magnesia  and  lime.  According  to  Bonsdorf,  the  components  of  tliat 
mineral  are  as  follows  : — 


Black. 

Dark  Green. 

Silica 

Lime 

Magnesia 

Protoxyde  of  Iron    .    .     . 
Protoxyde  of  Manganese 

Alumina 

Fluoric  Acid        .... 

45-69 

13-85 

18-79 

7-32 

0-22 

12-18 

1-50 

47-21 

12-73 

21-86 

2-28 

0-57 

13-94 

0-90 

99-53 

99-49 
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nature,  the  compounds  are  decomposed  by  muriatic  acid,  in  the 
cold,  in  a  platinum  vessel,  and  the  silicic  acid  is  first  separated. 
K  the  combination  contains  no  alumina,  nor  peroxyde  of  iron^ 
and  in  general  if  it  contains  lime  only,  and  no  substance 
capable  of  being  precipitated  by  ammonia,  if  ammonia  be 
poured  in  the  liquor  a  precipitate  is  produced,  which  consists  of 
a  combination  of  fluoride  and  of  silicate  of  lime.  This  precipitate 
is  washed,  dried,  ignited  and  weighed.  It  contains  one  atom  of 
silicate  of  lime,  and  two  atoms  of  fluoride  of  calcium.  Berzelius 
obtained  it  in  the  manner  which  has  been  described  in  analysing 
the  mineral  called  apophyllite.  Other  chemists  had  until  then 
mistaken  it  for  alumina. 

When  on  the  contrary  the  combination  contains  other  sub- 
stances, which  ammonia  can  precipitate,  the  operator  must, 
after  having  separated  the  silicic  acid  by  filtering,  supersaturate 
the  filtered  liquor  by  carbonate  of  soda,  with  which  it  must 
be  digested  or  boiled.  Fluoride  of  sodium  and  carbonate  of 
soda,  are  thus  dissolved  whilst  the  other  constituents  of  the 
combination  ordinarily  remain  in  an  insoluble  state.  The 
quantity  of  the  fluorine  is  afterwards  determined  as  was 
described  above. 

SEPARATION    OF   FLUORIDES   FROM    PHOSPHATES. 

The  fluorides  which  occur  in  nature  are  very  often  found 
combined  with  phosphates.  Phosphoric  acid  is  so  frequently 
met  with  in  the  combinations  of  fluorine,  that  when  the  latter 
has  been  detected  in  a  mineral,  the  operator  should  never  omit 
to  look  for  phosphoric  acid,  or  vice  versd.  Berzelius  found 
small  quantities  of  phosphoric  acid  in  native  fluorides  which 
had  been  looked  upon  as  very  pure ;  for  example,  he  detected 
it  in  the  purest  fluor-spar.  Again,  some  phosphates  contain 
very  small  proportions  of  metallic  fluorides,  such  as  the  mineral 
called  Wavellite,  and  in  bones.* 

1  Wavellite  is  a  combination  of  phoephorie  acid,  water,  and  alumina,  sometimes 
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The    methods    employed    for    separating   phosphoric    acid 
from  metaUic  fluorides,  vary  according  to  the  nature  of  the 
other  constituents  of  the  combination.     When  the  latter   is 
decomposable  by  acids,  and  if  it  contains  only  very  little  fluorine 
and  phosphoric  acid,  but  a  large  quantity  of  silicates,  it  is  ignited 
with  carbonate  of  soda :  the  ignited  mass  is  afterwards  treated 
by  water,  as  was  said  before.      The  alkaline  liquor  filtered  from 
the  insoluble  residuum  contains  fluoride  of  sodium,  phosphate, 
and  carbonate  of  soda.     The  process  for  analysing  it  is  the 
same   as  was  described  (page  56£).      The  liquor  is  put  in  a 
bottle,  which  admits  of  its  being  hermetically  closed,  and  a 
solution  of  chloride  of  calcium  is  added  to  it,  which  produces  a 
precipitate  consisting  of  a  mixture  of  phosphate  of  lime,  and  of 
fluoride  of  calcium ;  this  predpitate  is  washed,  dried,  ignited 
in  a  platinum  crucible,  and  weighed. 

The  quantities  of  the  two  combinations  contained  in  this 
precipitate  may  be  determined  as  follows :  —  Concentrated 
sulphuric  acid  is  poured  upon  the  mixture  in  the  platinum 
crucible  in  which  it  has  been  ignited  and  weighed,  but  too 
large  an  excess  of  sulphuric  acid  must  be  avoided.  If  no  efier- 
vesceucc  is  produced  in  the  cold,  the  mixture  is  free  from  silicic 
acid  and  carbonate  of  lime.  The  crucible  is  then  heated  until  all 
the  fluorine  has  disengaged  in  the  state  of  hydrofluoric  acid  gas  ; 
it  is  known  that  the  whole  has  been  expelled  when  a  small  plate 
of  glass,  placed  from  time  to  time  over  the  crucible,  ceases  to  be 
attacked.  The  remaining  acid  mass  is  then  treated  by  a  very 
large  quantity  of  water,  which  dissolves  the  excess  of  the  sulphuric 
acid  employed,  the  sulphate  of  lime  produced  at  the  expense  of 
the  fluoride  of  calcium,  and  the  phosphoric  acid.     The  solution 


mixed  with  a  little  lime,  oxyde  of  manganese,  and  of  iron,  and  of  fluoric  acid.   Fuehs 
givea  the  analysis  of  this  minei*al  as  follows  : — 

Phosphoric  acid  .         .         .         .34*72 

Alumina         ......     36*56 

Water 28*00 

99  38 
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is  put  in  a  bottle  winch  admits  of  its  being  closed^  and  slightly 
supersaturated  with  ammonia^  which  produces  a  precipitate 
of  phosphate  of  lime.  This  precipitate  is  allowed  to  settle, 
taking  care  to  keep  the  bottle  well  corked  up,  in  order  to 
exclude  the  atmospheric  air.  The  precipitate  is  afterwards 
collected  on  a  filter,  and  its  weight  is  determined ;  the  quantity 
of  the  phosphoric  acid  which  it  contains  is  afterwards  estimated 
in -the  manner  which  was  described  before  (page  439). 

Oxalate  of  ammonia  is  now  poured  in  the  liquor  which  was 
filtered  from  the  phosphate  of  lime,  which  precipitates,  in  thq 
state  of  oxalate  of  lime,  the  lime  which  was  combined  before  in 
the  state  of  fluoride  of  calcium  along  with  the  phosphate  of 
lime.  This  oxalate  is  converted  into  carbonate  of  lime  by  the 
method  described  (page  23),  and  from  its  quantity  that  of  the 
^uoride  of  calcium  is  calculated. 

The  two  salts  may  be  determined  in  th^  precipitate  of  fluoride 
of  calcium  and  of  phosphate  of  lime  in  another  way.  The 
precipitate  is  treated,  as  was  said  before,  by  concentrated 
sulphuric  acid,  in  order  to  disengage  the  hydrofluoric  acid; 
alcohol  is  then  poured  upon  the  acid  mass  which  remains  in  the 
platinum  crucible,  which  leaves  the  sulphate  of  lime  produced 
in  an  insoluble  state,  but  dissolves  the  phosphoric  acid,  and  the 
excess  of  sulphuric  acid  employed.  The  sulphate  of  lime  is 
washed  with  alcohol,  and  its  weight  is  determined.  Ammonia 
and  water  are  then  added  to  the  alcoholic  solution,  it  is  sub^ 
mitted  to  a  very  gentle  heat,  in  order  to  volatilise  the  alcohol, 
more  water  is  poured  in,  and  a  solution  of  chloride  of  calcium  is 
added,  which  produces  a  precipitate  of  phosphate  of  lime,  whilst 
the  sulphate  of  lime  remains  in  solution,  provided,  of  course,  a 
Bufflcient  qu^mtity  of  water  has  be6n  added.  When  the  liquor 
contains  still  an  excess  of  ammonia,  the  precipitation  by  means 
of  chloride  of  calcium  should  take  place  in  a  bottle  corked  airr 
tight,  in  order  that  the  phosphate  of  lime  may  be  deposited 
out  of  the  contact  of  the  air.     The  quantity  of  this  phosphate 
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is  determined  in  the  manner  which  has  been  described 
(page  439),  from  which  the  quantity  of  the  phosphoric  acid 
is  determined.  The  operator  having  calculated  from  the 
weight  of  the  sulphate  of  lime,  the  quantity  of  phosphoric  acid 
and  of  the  lime  contained  in  the  precipitate,  which  consists  of 
fluoride  of  calcium  and  of  phosphate  of  Ume,  it  is  easy  to  calcu- 
late the  relative  quantities  of  the  two  salts  of  which  the 
precipitate  consists. 

*  When  a  silicate  which  contains  small  quantities  of  fluorides 
and  of  phosphates  is  decomposable  by  muriatic  add,  this  reagent 
may  be  employed  to  decompose  it,  in  the  cold,  in  a  platinum 
crucible ;  the  liberated  silicic  acid  is  collected  on  a  filter.  If 
the  filtered  liquor  contains  neither  alumina  nor  peroxyde  of 
iron,  nor  any  other  substance  capable  of  being  precipitated  by 
ammonia,  but  contains  lime  only,  the  addition  of  ammonia, 
besides  fluoride  of  calcium  and  silicate  of  lime,  precipitates 
phosphate  of  lime  also.  The  precipitate  is  weighed ;  it  is  put  in 
a  platinum  crucible,  and  treated  therein  by  sulphuric  acid  with 
the  help  of  heat,  which  disengages  fluosilidc  gas.  Water  is  now 
poured  upon  the  mass,  which  (the  water)  dissolves  not  only  the 
excess  of  sulphuric  acid  employed,  but  likewise  the  sulphate  of 
lime  produced,  and  the  phosphoric  acid.  Ammonia  is  now 
poured  in  the  solution,  by  which  phosphate  of  lime  is  precipitated. 
It  is  then  collected  on  a  filter,  and  oxalate  of  ammonia  is  added 
to  the  filtered  liquor,  in  order  to  precipitate  the  lime  which  it 
holds  in  solution.  This  lime  existed  in  the  state  of  fluoride  of 
calcium  and  of  silicate  of  lime  in  the  predpitate  produced  by 
the  ammonia,  and  in  the  proportions  which  have  been  indicated 
before  (page  567). 

It  is  only  those  combinations  which  contain  very  little 
phosphoric  acid  and  fluorine,  and  of  which  these  substances 
do  not  form  an  essential  part,  which  can  be  analysed  by  the 
method  above.  If  the  quantity  of  the  phosphoric  add  is  more 
considerable,  most  of  the  bases  cannot  be  separated  from  their 
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solutions  so  completely  as  not  to  retain  any  trace  of  the  acid. 
In  such  a  case  the  combination  must  be  ignited  with  carbonate 
of  soda. 

This  method  of  analysis  must  be  adopted  also  when  the 
combination  contains  no  silicic  acid.  If  alumina^  however, 
forms  part  of  the  constituents  of  that  substance,  which  is  the 
case  with  the  mineral  called  Wavellite,  it  must  be  fused  with 
carbonate  of  soda  and  silicic  acid,  as  was  said  (page  562).  The 
ignited  mass  is  afterwards  treated  by  water,  which  dissolves  the 
carbonate  of  soda,  and  also  the  fluoride  of  sodium,  and  the 
phosphate  of  soda  produced,  and  in  which  the  quantity  of 
the  fluorine,  and  of  the  phosphoric  acid,  may  be  determined  by 
the  methods  which  have  been  indicated  above. 

SEPARATION  OP  FLUORIDES  FROM  SULPHATES. 

Some  fluorides,  for  example,  fluor  spar,  occur  in  nature 
accompanied  by  sulphates.  If  the  sulphate  is  heavy  spar,*  it  is 
sufficient  to  treat  the  substance  by  muriatic  acid  in  a  platinum 
vessel;  the  fluor  spar  dissolves,  but  the  heavy  spar  remains 
insoluble  upon  diluting  the  liquor  with  water,  and  its  quantity 
may  then  be  determined.  The  muriatic  solution  of  the  fluor 
spar  may  subsequently  be  mixed  with  sulphuric  acid,  and  the 
whole  evaporated  to  dryness,  which  produces  sulphate  of  lime, 
from  the  weight  of  which  the  quantity  of  fluor  spar  is  calculated. 

When  the  sulphates  dissolve  in  muriatic  acid,  and  in  water, 
along  with  the  fluorides,  the  diluted  acid  solution  is  introduced 
into  a  platinum  vessel,  and  mixed  with  a  solution  of  chloride  of 
barium,  by  which  means  the  quantity  of  the  sulphuric  acid  is 
determined.  The  bases  are  found  by  treating  another  portion 
of  the  substance  by  sulphuric  acid,  which  converts  them  into 
sulphates. 

1  Sulphate  of  baryta. 
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CHAPTER   XLIX.. 

CHLORINE. 


DETERMINATION  OF  CHLORINE   GAS  IN  A  FREE  STATE. 

It  is  extremely  difficult  to  determine  the  volume  of  free 
chlorine   gas^  because  it  is  taken  up  both  by  water  and  by 
mercury;   and  neither  of  these  two   liquids  can  therefore  be 
employed  to  collect  it.     The  best  method  consists  in  carefully 
receiving  it,  as  soon  as  it  is  disengaged^  into  ammonia  diluted 
with  water.    Part  of  the  alkali  is  thereby  decomposed,  and 
muriate  of  ammonia  is  formed^  which  remains  dissolved  whilst 
nitrogen   is  evolved.     The  operator  must  take  care  that  the 
chlorine  disengages  as   slowly  as  possible,  in  order  that  the 
decomposition  may  be  complete,  and  that  no  chlorine  may 
escape  with  the  nitrogen.     The  best  method  is  to  pour  the 
ammonia  in  a  very  capacious  vessel,  and  to  close  it  with  a  cork, 
traversed  by  the  tube  through  which  the  chlorine  is  admitted. 
The  cork  must  not  close  the  bottle  air-tight,  in  order  that  the 
nitrogen  may  escape.     It  is  necessary  that  the  ammonia  be  in 
excess,  in  order  to  prevent  the  formation  of  chloride  of  nitrogen. 
When  the  disengagement  of  chlorine  has  ceased,  all  the  chlorine 
contained  in  the  disengagement  tube  and  in  the  bottle  from 
which  this  gas  is  produced  is  expelled  by  means  of  carbonic 
acid,   in   order  to  convert  that  portion  of  chlorine  also  into 
muriate  of  ammonia.    The  operator  may  proceed  in  the  manner 
indicated  (page  38 7),  for  the  absorption  of  sulphuretted  hydrogen 
by  metallic  solutions.     The  ammoniacal  solution  is  afterwards 
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acidified  by  means  of  nitric  acid^  and  the  chlorine  is  determined 
as  in  those  of  its  combinations  which  are  soluble  in  water  by 
means  of  nitrate  of  silver,  as  will  be  shown  presently. 

*  When  free  chlorine  exists  in  solution  in  water  or  in  another 
liquid,  the  solution  is  rendered  ammoniacal,  and  it  is  then 
treated  in  the  same  manner. 

DETERMINATION    OP    CHLORINE     IN    COMBINATIONS    WHICH    ARE 

SOLUBLE    IN   WATER. 

In  order  to  determine  chlorine  quantitatively  in  its  combina- 
tions with  metals  and  with  hydrogen,  the  operator  begins,  if 
the  combination  is  soluble  in  ^yater,  by  dissolving  it,  and  he 
then  adds  a  solution  of  nitrate  of  silver,  which  produces  a 
precipitate  of  chloride  of  silver,  from  the  weight  of  which  the 
chlorine  is  estimated.  The  precautions  which  must  be  observed 
in  the  quantitative  determination  of  that  substance,  and 
especiaUy  in  the  fusion  of  the  chloride  of  silver,  have  already 
been  described  before  (page  197). 

It  is  advisable,  and  in  a  great  number  of  cases  it  is  absolutely 
necessary,  to  acidify  slightly  the  aqueous  solution  of  the  combi- 
nation of  the  chlorine  before  precipitating  it  by  nitrate  of  silver. 
Dilute  nitric  acid  is  ordinarily  employed  for  the  purpose.  The 
loss  of  this  acid  is  not  attended  with  any  inconvenience  when  it 
is  not  very  concentrated,  and  when  the  solution  of  the  chlorine 
is  sufficiently  dilute. 

After  having  separated  the  chlorine  in  the  state  of  chloride  of 
silver,  by  pouring  a  solution  of  silver  in  the  combination  which 
contains  it,  the  quantity  of  the  metals  which  were  combined 
with  the  chlorine  are  determined  in  the  filtered  liquor,  in  which 
they  then  exist  in  the  state  of  metallic  oxydes.  This  is  done 
by  the  methods  which  have  been  described  in  full  before.  Yet, 
before  separating  the  metallic  oxydes,  it  is  necessary,  in  most 
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cases,  to  eliminate  the  excess  of  the  solution  of  oiyde  of  silver 
employed;  muriatic  acid  must  therefore  be  poured  into  the 
filtered  liquor,  and  the  chloride  of  silver  thus  precipitated  by 
this  reagent  must  then  be  separated  by  filtering,  and  the 
operator  proceeds  to  the  determination  of  the  metallic  oxydes 
contained  in  the  filtrate. 


DETERMINATION  OF  CHLORINE  IN   ITS   VOLATILE   COMBINATIONS. 

When  yery  volatile  combinations  of  chlorine  have  to  be 
analysed,  for  example,  chlorides  of  phosphorus,  of  sulphur,  of 
selenium,  of  tellurium,  of  arsenic,  of  chromium,  of  titanium^  of 
antimony,  of  tin,  &;c.,  they  must  likewise  be  dissolved  in  water. 
Most  of  them,  even  when  decomposed  by  water,  dissolve  therein 
and  give  a  clear  solution.  With  a  few,  however,  this  is  not  the 
case.  For  example,  the  chlorides  of  sulphur,  and  one  of  the 
chlorides  of  selenium,  deposit  sulphur  and  selenium  when 
treated  by  water.  Treated  in  the  same  manner,  chloride  of 
phosphorus  {chloride  phosphoreux)  ordinarily  deposits  a  little 
phosphorus,  and  chloride  of  tellurium  leaves  a  residuum  of 
tellurous  acid,  and  of  metallic  tellurium. 

If  the  volatile  combinations  of  chlorine  are  decomposed  when 
treated  by  water,  but  dissolve  therein  completely,  the  operator 
proceeds  absolutely  as  for  the  metallic  chlorides,  which  are  not 
decomposable  by  water.  Ordinarily  a  little  nitric  add  is  added 
to  the  liquor,  and  in  order  to  determine  the  chlorine,  a  solution 
of  nitrate  of  silver  is  poured,  and  after  having  removed  the 
excess  of  reagent  which  may  have  been  employed,  by  means  of 
muriatic  acid,  the  substance  which  was  united  to  the  chlorine  in 
the  combination  submitted  to  analysis  is  determined. 

Great  diflSculties,  however,  are  encountered,  both  in  weighing 
very  volatile  metallic  chlorides  and  in  dissolving  them  in  water, 
which  difficulties  should  be  guarded  against,  or  else  a  loss  will 
take  place.  As  the  volatile  combinations  of  chlorine  quickly 
evaporate  in  the  air,  they  must  be  weighed  out  of  its  contact. 
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The  mixing  of  such  volatile  chlorides  with  water  especially 
require  the  utmost  precaution,  for  most  of  them  produce  a  very 
considerable  disengagement  of  heat,  which  may  easily  yolatilise 
a  great  portion  of  the  muriatic  acid  produced  by  the  reaction. 
The  best  is,  therefore,  to  proceed  as  follows  for  weighing  the 
chlorides  which  are  volatile  and  liquid,  and  which  have  to  be 
mixed  with  water.  The  operator  blows  at  the  end  of  a  tube  of 
thin  glass  a  small  bidb,  drawn  out  to  a  long  and  very  fine  point. 
The  bulb  is  first  weighed  and  then  heated  as  strongly  as  the 
glass  will  permit  without  fusing ;  the  point  is  then  suddenly 
plunged  in  the  volatile  chloride,  which  ascends  into  it  as  the 
bulb  cools.  The  point  is  then  withdrawn,  well  dried,  and 
the  small  apparatus  is  again  weighed,  which  indicates  the  exact 
quantity  of  substance  employed  in  the  experiment.  The  point 
of  the  bulb  must  be  so  fine  that  no  evaporation  can  take  place 
during  the  weighing.  This  being  done,  the  bulb  is  put  into  a 
bottle  containing  water,  capable  of  being  hermetically  closed 
with  a  glass  stopper,  and  shaken  therein  until  it  breaks.  The 
chloride  which  it  contained  mixes  then  with  the  water,  without 
the  possibility  of  any  portion  of  the  combination  itself  of  the 
chloride  of  the  muriatic  acid  produced  being  lost,  taking  care,  of 
course,  that  the  stopper  is  not  expelled  by  the  action  of  the 
chloride  upon  the  water.  After  complete  cooling,  the  bottle  is 
carefully  emptied,  so  as  to  leave  the  pieces  of  the  broken  glass 
bulb  behind,  and  it  is  rinsed  with  water. 

If  the  very  volatile  chloride  is  not  liquid  but  solid,  as,  for 
example,  chloride  of  phosphorus  {chloride  phosphor euai),  it  is  more 
difficult  to  weigh  it.  It  is  then  introduced,  as  well  as  possible,  in 
a  glass  stoppered  bottle,  previously  weighed  with  the  stopper,  and 
it  is  then  introduced,  without  the  stopper,  into  a  larger  bottle 
containing  water  which  is  to  be  immediately  closed. 

The  liquid  chlorides,  which  are  easily  decomposed  by  a  gentle 
heat,  and  which'  consequently  cannot  be  introduced  with  those 
mentioned  before  in  a  small  glass  bulb,  may  be  weighed  in  the 
same  manner. 
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Most  of  these  volatile  cUorides  are  decomposed  by  water,  the 
result  being,  that  the  hydrogen  of  the  liquid  combining  with 
the  chlorine  forms  muriatic  add,  whilst  the  oxygen  of  the  liquor 
unites  with  the  body  which  was  combined  with  the  chlorine,  and 
converts  it  in  almost  every  case  into  an  acid,  which  dissolves 
in  the  water  or  in  the  muriatic  acid  produced.  When  the 
operator  knows  how  much  oxacid  has  been  produced  by 
the  reaction,  it  is  very  easy  to  estimate  the  composition 
of  the  chloride.  If  this  quantity  of  oxygen  is  unknown,  it  is 
sufficient  to  determine  the  quantity  of  the  muriatic  acid  which 
has  formed,  by  precipitating  it  in  the  state  of  chloride  of  silver 
by  means  of  a  solution  of  nitrate  of  silver.  The  loss  indicates, 
not  only  the  quantity  of  the  body  which  was  combined  with  the 
chlorine,  and  consequently  the  composition  of  the  chloride,  but 
the  quantity  of  the  oxygen  contained  in  the  oxyde  produced  by 
the  decomposition  of  the  water,  may  also  be  easily  calculated. 

*  The  operator  must,  however,  be  careful  not  to  apply  these 
conclusions  to  those  volatile  chlorides  for  the  preparation  of 
which  a  body  containing  oxygen  has  been  employed.  In  eflFect, 
such  combinations,  besides  a  pure  chloride,  may  contain  an 
oxacid  or  an  acid  of  the  metal,  united  to  the  chlorine  in  the 
chloride.  It  also  very  often  happens  that  the  presence  of  the 
oxacid  or  of  the  oxyde  cannot  be  easily  shown  otherwise  than 
by  dissolving  a  known  weight  of  the  combination  in  water,  and 
determining  the  quantity  of  muriatic  acid  produced,  and  that 
of  the  oxacid  or  of  the  oxyde  contained  in  the  solution.  If, 
after  having  calculated  the  quantity  of  the  chlorine,  and  that  of 
the  metal,  there  is  still  a  considerable  loss,  it  must  consist  of 
oxygen,  which  has  formed  an  acid  or  an  oxyde  with  part  of  the 
metal. 

The  method  of  analysis  of  the  chlorides  which  are  soluble  in 
water  may  be  used  in  most  cases  as  has  been  already  remarked. 
There  are  some  chlorides,  however,  for  the  analvsis  of  which 
another  process  must  be  adopted.  We  shall  treat  of  each  of 
these  chlorides  successively. 
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Among  the  chlorides  which  are  soluble  in  water  there  are 
several  for  the  analysis  of  which  it  is  absolutely  necessary  to 
eliminate,  or  to  determine  quantitatively,  the  oxyde  or  the 
oxacid  which  has  been  produced  by  the  reaction,  before  the 
precipitation  of  the  chlorine  in  the  state  of  chloride  of  silver 
can  take  place.  When  these  combinations  have  been  converted 
by  water  into  oxydes  or  oxacids,  it  often  happens  that  the 
addition  of  an  excess  of  solution  of  silver  produces  a  precipitate, 
not  only  of  chloride  of  silver,  but  likewise  of  a  combination  of 
oxyde  of  silver  with  the  oxyde  or  oxacid  produced.  This  com- 
bination is  sometimes  very  sparingly  soluble  in  the  free  nitric 
acid  which  is  added  to  the  liquor,  whilst  in  other  cases  it  is 
easily  soluble  therein. 

SEPARATION    OF    CHLORINE    FROM    PHOSPHORUS    AND    FROM 

ARSENIC. 

When  proto  and  perchloride  of  phosphorus,  or  chloride  of 
arsenic  are  decomposed  by  water,  it  is  only  necessary  to  add  a 
sufficient  quantity  of  nitric  acid  to  the  solution  before  pouring 
the  solution  of  nitrate  of  silver,  by  which  means  the  chloride  of 
silver  is  precipitated,  free  from  phosphate,  and  from  arseniate 
of  silver.  This  addition  of  nitric  acid  to  the  solution  of  the 
protochloride  of  silver  prevents  also  the  reduction  of  metallic 
silver  by  the  phosphorous  acid  produced.  As  the  determination 
of  the  acids  of  phosphorus  and  of  arsenic  presents  difficulties, 
and  especially  as  the  presence  of  the  muriatic  acid  which  the 
operator  was  obliged  to  employ  to  precipitate  the  excess  of 
oxyde  of  silver,  renders  it  difficult  to  determine  the  quantities 
of  both  phosphoric  and  arsenious  acids,  (pages  332,  424),  the 
quantity  of  the  chlorine  only  which  is  contained  in  the  volatile 
chlorides  of  these  substances  is  determined. 


SEPARATION    OF    CHLORINE    FROM   SULPHUR. 

*  When  the  chlorides  of  sulphur  are  treated  by  water,   a 
portion  of  the  sulphur  is   separated,  and  renders  the  water 
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milky,  whilst  the  other  portion  is  converted  into  hyposulpliarons 
acid,  which  undergoes  a  farther  decomposition,  being  converted 
into  sulphurous  add  and  sulphur.  A  long  time  must  elapse, 
however,  before  the  decomposition  of  the  hyposulphurous  acid 
is  complete.  K  the  operator  wishes,  by  pouring  a  solution  of 
nitrate  of  silver  in  the  liquor  filtered  from  the  sulphur,  to 
precipitate  in  the  state  of  chloride  of  silver  the  muriatic  acid 
contained  therein,  he  generally  obtains  a  brown  precipitate, 
because,  although  the  water  may  have  been  left  to  act  for  a 
long  time  upon  the  chloride  of  sulphur,  the  liquor  still  contains 
a  Uttle  undecomposed  hyposulphurous  acid,  which  produces  a 
precipitate  of  sulphuret  of  silver,  mixed  with  the  chloride 
of  this  metal.  This  mixture  of  chloride  and  of  sulphuret  of 
silver  must  then  be  digested  for  a  long  time  in  pure  nitric  acid 
of  moderate  strength,  which  oxydises  the  sulphuret  of  silver 
without  attacking  the  chloride  of  silver.  This  method  is  better 
than  that  which  consists  in  pouring  ammonia  upon  the  mixture 
whilst  still  moist,  wluch  would  dissolve  the  chloride,  and  leave 
the  sulphuret  of  silver;  the  chloride  of  silver  might  subse- 
quently be  precipitated  from  the  ammoniacal  solution  by 
saturating  it  with  an  acid. 

*  In  such  an  analysis  the  quantity  of  the  sulphur  can  be 
estimated  only  by  the  loss. 

The  quantity  of  the  sulphur  may  be  determined  with  much 
more  precision  than  that  of  the  chlorine  in  the  chlorides  of 
sulphur.  The  best  method  of  doing  it  consists,  after  having 
weighed  the  chloride,  as  was  said  before,  in  introducing  it  in  a 
bottle  containing  fuming  nitric  acid,  and  capable  of  being  per- 
fectly closed  with  a  glass  stopper.  As  soon  as  the  glass  bulb  is 
broken,  the  chloride  of  sulphur  dissolves  in  the  acid  with  ease 
and  rapidity,  and  ordinarily  without  leaving  any  sulphur, 
unless  there  is  an  excess  of  it.  After  having  diluted  the  liquor 
with  a  suitable  quantity  of  water,  and  left  the  whole  in 
digestion  for  some  time,  the  sulphur  which  has  refused   to 
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dissolve  is  collected  on  a  filter^  and  solution  of  cUoride 
of  barium  is  poured  in  the  filtered  liquor  to  precipitate  the 
sulphuric  acid  which  has  been  produced  by  the  experiment. 
From  the  quantity  of  the  sulphate  of  barjrta  obtained,  that  of 
the  sulphur  is  calculated.  In  this  method  the  quantity  of  the 
chlorine  contained  in  the  chloride  of  sulphur  is  estimated  fipom 
the  loss,  for  the  action  of  fuming  nitric  acid  upon  chloride  of 
sulphur  does  not  convert  the  whole  of  the  chlorine  into  muriatic 
acid,  and  therefore  it  cannot  be  wholly  precipitated  in  the 
state  of  chloride  of  silver,  by  a  solution  of  nitrate  of  that  metal. 

SEPARATION    OF   CHLORINE    FROM    SELENIUM. 

*  When  the  combinations  of  chlorine  and  selenium  are  dis- 
solved in  water,  the  result  is  the  formation  of  muriatic  acid,  and 
selenious  acid.  If  the  experiment  is  performed  upon  chloride  of 
selenium,  fchloride  siUnieux)  a  portion  of  the  selenium  is  sepa- 
rated, whilst  the  other  portion  is  converted  into  selenious  acid. 
This  selenium  is  left  in  digestion  with  the  water  for  a  long  time, 
because  it  would  otherwise  retain  a  little  chlorine  also ;  it  is  then 
collected  upon  a  weighed  filter,  and  its  quantity  is  determined. 
The  filtered  liquor  contains  muriatic  and  selenious  acids.  The 
former  of  these  acids  is  to  be  first  precipitated  by  solution  of 
nitrate  of  silver;  after  having  previously  added  some  nitric 
acid  to  the  solution,  the  supernatant  liquor  is  immediately 
decanted  from  the  precipitate.  The  operator  should  not  use  too 
great  an  excess  of  nitrate  of  silver,  because,  especially  if  the 
liquor  is  not  very  dilute,  selenite  of  silver  would  be  formed 
insoluble  in  water,  and  very  sparingly  soluble  even  in  free 
nitric  acid.  Consequently,  it  is  necessary  to  digest  the  precipi- 
tated chloride  of  silver  in  hot  nitric  acid,  then  with  hot  water, 
and  to  decant  the  liquor,  which  operation  must  be  repeated, 
until  the  liquor  ceases  to  become  turbid  by  testing  with  muriatic 
acid.  This  elimination  of  all  trace  of  selenite  of  silver  from 
the  chloride  of  silver  requires  a  long  time.  In  all  these  often 
repeated  digestions  with  hot  nitric  acid,  a  little  chloride  of  silver 
is  unavoidably  dissolved. 
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*  The  first  liquor  which  has  been  separated  from  the  chloride 
of  silver  by  decantation^  often  deposits  after  cooling  and  a 
prolonged  rest,  some  crystallised  selenite  of  silyer,  which  is 
redissolved  by  washings  and  especially  by  heating  the  solution, 
which  may  then  be  filtered.  The  excess  of  oxyde  of  silyer  is 
then  precipitated  by  muriatic  acid,  and  then  the  selenious  acid 
is  determined  by  the  method  described  (page  863). 

*  Selenite  of  silver  being  sparingly  soluble,  which  renders  it 
necessary  to  dilute  largely  the  liquors  which  contain  selenious 
acid,  it  is  difficult  to  reduce  the  selenium  without  concentrating 
them  by  evaporation.  If  the  operator  possesses  a  sufficient 
quantity  of  the  chloride  to  be  analysed,  it  is  advantageous  to 
devote  a  fresh  portion  exclusively  to  the  determination  of  the 
selenium. 

*  The  determination  of  the  quantity  of  the  chlorine  by  nitrate 
of  silver  being  attended  with  some  difficulties,  on  account  of 
the  formation  of  selenite  of  silver,  the  analysis  may  be  conducted 
as  follows : — The  selenious  acid  is  first  precipitated  from  the 
aqueous  solution  by  means  of  sulphuretted  hydrogen,  in  the 
state  of  sulphuret  of  selenium  [sulfide  sSlenieuai),  from  which 
the  selenium  is  determined,  according  to  the  method  indicated 
(page  364),  A  solution  of  sulphate  of  protoxyde  of  copper  is 
poured  in  the  filtered  liquor,  in  order  to  remove  all  trace 
of  sulphuretted  hydrogen,  and  the  determination  of  the  chlorine 
in  the  state  of  chloride  of  silver,  by  means  of  nitrate  of  silver, 
no  longer  presents  any  difficulty. 

SEPARATION    OP    CHLORINE    FROM    TELLURIUM. 

Perchloride  of  tellurium  {chloride  tellurique)  is  rendered 
milky  by  treatment  with  water,  because  tellurous  acid  is  sepa- 
rated, a  very  small  portion  only  of  which  is  dissolved  by  the 
muriatic  acid  produced  by  the  reaction  of  the  water ;  if,  how- 
ever, a  sufficient  quantity  of  dilute  sulphuric  acid  is  added,  the 
tellurous  acid  remains  dissolved.     By  poilring  a  solution  of 
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nitrate  of  silver  in  the  liquor,  the  muriatic  acid  wluch  has 
formed  may  be  precipitated  in  the  state  of  chloride  of  silver, 
and  then,  after  having  filtered  the  liquor,  and  removed  by 
means  of  muriatic  acid  the  excess  of  oxyde  of  silver  employed, 
the  tellurous  acid  may  be  determined  therein  by  means  of 
sulphite  of  ammonia. 

*  The  determination  of  the  chlorine  is  not  in  that  case 
attended  with  the  same  difficulties  as  for  chloride  of  selenium 
{chloride  aSlSnieux),  hecKuse  tellurite  of  silver  is  much  more 
soluble  in  jfree  acids  than  selenite  of  silver. 

*  Protochloride  of  tellurium  {chlorure  tellureiuv)  deposits, 
when  treated  by  water,  a  precipitate  of  a  grey  colour,  which  is 
a  compound  of  metallic  tellurium,  and  of  tellurous  acid.  If  a 
sufficient  quantity  of  dilute  sulphuric  acid  is  added  to  the  water, 
there  remains  only  metallic  tellurium  in  a  state  of  great  divi- 
sion, and  black,  which  is  collected  upon  a  weighed  filter.  The 
muriatic  acid  may  be  precipitated  from  the  filtered  liquor  in 
the  state  of  chloride  of  silver,  by  means  of  a  solution  of  nitrate 
of  silver,  and  after  having  removed  the  excess  of  oxyde  of  silver, 
the  tellurous  acid  in  solution  is  determined  by  means  of 
sulphite  of  ammonia,  which  yields  as  much  metallic  tellurium 
as  had  separated  in  the  metallic  state  at  the  beginning  of  the 
experiment. 

SEPARATION  OF  CHLORINE  FROM  TITANIUM,  TIN,  AND  ANTIMONY. 

*  When  to  an  aqueous  solution  of  chloride  of  titanium,  or 
of  perchloride  of  tin,  even  after  having  acidified  it  by  nitric 
acid,  a  solution  of  nitrate  of  silver  is  added,  a  precipitate  of 
stannate  or  of  titanate  of  silver,  sparingly  soluble  in  nitric  acid, 
is  produced  along  with  chloride  of  silver.  It  is  therefore  necessary 
to  pass  a  current  of  sulphuretted  hydrogen  through  the  solution 
of  the  perchloride  of  tin,  in  order  to  precipitate  the  peroxyde 
of  tin  in  the  state  of  persulphuret  of  tin.  But  as  persulphuret 
of  tin  is  not  precipitated  rapidly  by  sulphuretted  hydrogen 
gas,  and  in  a  complete  manner,  only  when  left  in  digestion 
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with  the  reagent,  which  might  volatilise  traces  of  muriatic  add, 
the  precipitation  and  digestion  must  be  operated  in  a  bottle 
capable  of  being  closed.  If  the  operator  has  the  precaution  to 
add  a  little  dilute  sulphuric  acid  to  the  solution,  the  sulphuret 
of  tin  is  precipitated  better,  and  the  digestion  in  a  closed  flask 
may  be  dispensed  with. 

When  after  the  lapse  of  a  long  time,  all  the  sulphuret  of  tin 
has  deposited,  it  is  collected  jupon  a  filter,  and  it  may  be  quan- 
titatively determined  its  was  said  (page  270).  This  being  done, 
the  quantity  of  the  chlorine  in  the  filtered  hquor  is  determined; 
but  as  the  solution  might  still  contain  traces  of  sulphuretted 
hydrogen,  these  must  be  first  eUminated,  because  otherwise, 
the  precipitate  of  chloride  of  silver  produced  by  the  addition  of 
nitrate  of  silver  would  be  contaminated  by  sulphuret  of  that 
metal.  Wherefore,  aft^  having  separated  the  sulphuret  of  tin 
by  filtering,  a  small  quantity  of  sulphate  of  protoxyde  of  copper 
is  added  to  the  liquor,  which  destroys  the  sulphuretted  hydrogen 
by  producing  a  precipitate  of  sidphuret  of  copper,  which  is 
separated  by  filtering,  and  nitrate  of  silver  is  then  added  to  the 
filtered  liquor.  From  the  quantity  of  chloride  of  silver  pre- 
cipitated, that  of  the  chlorine  which  existed  in  the  chloride 
submitted  to  analysis  is  determined. 

The  solution  of  chloride  of  titanium  {chlorure  titanique)  in 
water  is  slightly  milky ;  this  is  owing  to  a  small  quantity  of 
titanic  acid  which  has  been  liberated  by  the  heat  evolved  during 
the  mixture  of  the  chloride  with  water.  The  titanic  acid  is 
first  precipitated  by  ammonia,  an  excess  of  which  should  be 
avoided.  The  whole  is  then  left  at  rest  in  a  place  moderately 
heated,  until  the  odour  of  ammonia  is  no  longer  perceived,  and 
the  titanic  acid  is  then  collected  on  a  filter.  The  filtered 
liquor  is  acidified  by  pouring  a  little  nitric  acid  upon  it,  and  the 
chlorine  is  then  precipitated  in  the  state  of  chloride  of  silver, 
by  means  of  a  solution  of  nitrate  of  that  metal. 

If  perchloride  of  antimony  had  to  be  analysed,  the  operator 
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should  add  to  the  water  used  to  decompose  it  a  sufficient  quan- 
tity of  tartaric  acid^  that  the  solution  may  remain  clear.  The 
antimonic  acid  is  then  precipitated  in  the  state  of  sulphuret  of 
antimony  by  means  of  a  stream  of  sulphuretted  hydrogen,  and 
the  sulphuret  should  be  treated  as  was  said  (page  288).  A 
little  of  a  solution  of  protosulphate  of  copper  is  added  to  the 
filtered  liquor  to  destroy  the  last  traces  of  sulphuretted  hydro- 
gen, and  after  having  separated  the  sulphuret  of  copper  by 
filtering,  the  chlorine  is  precipitated  by  nitrate  of  silver. 

The  solution  of  chloride  of  antimony  in  muriatic  acid  (butter 
of  antimony)  is  analysed  in  the  same  manner.  In  that  case 
there  is  less  danger  of  loss  during  the  decomposition  of  the 
water,  wherefore,  the  weighing  and  the  dissolving  in  water 
may  be  performed  in  the  usual  way,  without  being  fettered  by 
any  of  the  rules  or  precautions  mentioned  (page  574). 


SEPARATION    OV   CHLORINE    FROM   MOLYBDENUM    AND   TUNGSTEN. 

When  muriatic  acid  has  to  be  separated  from  molybdic  acid 
in  aqueous  solutions  of  chloride  of  molybdenum,  the  analysis  is 
attended  with  difficulties  similar  to  those  for  the  separation  of 
muriatic  acid  from  selenious  acid  (page  579),  because  molyb- 
date  of  silver  is  very  sparingly  soluble  even  in  hot  nitric  acid. 
The  analysis  is  performed  like  that  of  chloride  of  selenium. 
The  chloride  of  silver  fused  and  weighed,  shoidd  be  fused  with 
carbonate  of  soda.  The  melted  mass  is  treated  by  water,  and 
the  reduced  silver  is  collected  on  a  filter.  The  filtered  liquor  is 
acidified  with  muriatic  acid,  and  an  aqueous  solution  of  sul- 
phuretted hydrogen  is  poured  in,  in  order  to  ascertain  whether 
it  is  free  from  molybdate  of  silver,  which,  if  any  was  present, 
would  produce  a  brown  precipitate  of  sulphuret  of  molybdenum. 

*  If  the  operator  wishes  at  first  to  treat  the  aqueous  solution 
of  chloride  of  molybdenum  by  sulphuretted  hydrogen,  in  order 
to  determine  the  molybdic  acid  in  the  state  of  brown  sulphuret 
of  molybdenum,  and  then  to  separate  the  muriatic  from  the 
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filtered  liquor  in  the  state  of  chloride  of  silver,  he  encounters 
difficulties  again,  because  it  is  difficult  to  precipitate  the 
molybdic  acid  in  the  state  of  sulphuret  of  molybdenum.  The 
process  has  been  indicated  (page  812).  A  solution  of  proto- 
sulphate  of  copper  is  added  to  the  liquor  filtered  from  the 
sulphuret  of  molybdenum,  and  the  muriatic  acid  is  then  pre- 
cipitated in  the  state  of  chloride  of  silver. 

*  The  separation  of  tungstic  and  of  muriatic  acids  contained 
in  the  solution  of  chloride  of  tungsten  is  so  difficult,  that  the 
operator  must  rest  satisfied  with  determining  the  tungstic  acid 
only,  which  is  easily  performed  by  saturating  the  solution  of 
chloride  of  tungsten  with  ammonia,  evaporating  to  dryness,  and 
igniting  the  dry  mass ;  that  which  remains  is  tungstic  acid.  If 
the  operator  were  to  acidify  the  ammoniacal  solution  of  chloride 
of  tungsten  with  nitric  acid,  the  tungstic  acid  would  not  be 
completely  precipitated ;  and  if  he  were  to  add  a  solution  of 
nitrate  of  silver  to  the  filtrate,  a  precipitate  consisting  of  a 
mixture  of  chloride  and  of  tungstate  of  silver  woidd  be  produced, 
which  could  not  be  separated  from  each  other  by  nitric  acid. 

SEPARATION    OF    CHLORINE    FROM    CHROMIUM. 

*  The  solution  of  chloride  of  chromium  must  be  rendered 
ammoniacal;  after  having  treated  the  chloride  by  water,  ammonia 
is  added  thereto,  in  order  to  prevent  the  formation  of  chlorine 
from  the  action  of  the  free  muriatic  acid  upon  the  chromic  acid. 
The  solution  is  then  acidified  by  nitric  acid,  and  a  solution  of 
nitrate  of  silver  is  added.  Frequently,  and  especially  when  the 
liquor  is  not  very  dilute,  chromate  of  silver  is  precipitated  along 
with  the  chloride  of  this  metal,  which  chloride  of  silver,  though 
sparingly  soluble,  dissolves  easily  in  dilute  nitric  acid  and  in  hot 
water.  With  respect  to  the  liquor  filtered  from  the  chlorine 
of  silver,  the  excess  of  the  oxyde  of  silver  is  precipitated  by  sul- 
phuretted hydrogen,  which  reagent  converts  at  the  same  time 
the  chromic  acid  into  oxyde  of  chromium,  which  may  be  preci- 
pitated by  ammonia. 
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DETEBMINATION    OF    CHLORINE    IN    INSOLUBLE    COMPOUNDS. 

Some  chlorides  are  insoluble  in  water,  most  of  which  dissolve 
however  in  acids.  This  is  the  case  with  several  combinations  of 
metallic  chlorides  with  metallic  oxydes.  When  a  combination  of 
this  kind  has  to  be  submitted  to  analysis,  it  is  dissolved  in  an  acid, 
the  solution  is  diluted  with  water,  and  a  solution  of  silver  is  poured 
in  it,  in  order  to  determine  the  muriatic  acid  from  the  chloride 
of  silver  precipitated,  exactly  as  for  the  chlorides  which  are  soluble 
in  water.  Nitric  acid  is  the  solvent  generally  employed  for  the 
purpose.  When  it  can  dissolve  the  combination  in  the  cold  its 
use  is  not  objectionable,  but  if  the  application  of  heat  is  neces- 
sary to  effect  the  solution,  it  may  happen  that  a  portion  of  the 
metal  combined  with  the  chlorine  will  be  oxydised  by  the  nitric 
acid,  and  a  certain  quantity  of  chlorine  may  be  disengaged. 
This  effect,  however,  occurs  only  in  a  very  small  number  of  cases, 
and  especially  when  the  chloride  has  been  evaporated  to  dryness 
with  a  large  excess  of  nitric  acid,  by  which  means  a  very  great 
number  of  metallic  chlorides  may  successfully  be  transformed  into 
nitrates.  If  the  combination  has  been  dissolved  by  digestion  in 
hot  and  dilute  nitric  acid  in  a  flask  closed  with  a  glass  stopper, 
and  if,  after  perfectly  cooling,  the  liquor  be  then  diluted  with 
water,  and  a  solution  of  nitrate  of  silver  poured  into  it,  the  whole 
of  the  chlorine  will  be  obtained  in  the  state  of  chloride  of  silver. 

♦  Some  metallic  chlorides  which  are  insoluble  in  water  are 
likewise  insoluble  in  the  dilute  acids ;  such  are  for  example, 
chloride  of  silver  and  subchloride  of  mercury.  When  the 
quantity  of  silver  has  to  be  determined  in  a  small  quantity  of 
chloride  of  silver,  the  latter  shoidd  be  heated  in  an  atmosphere 
of  hydrogen  gas,  which  produces  metallic  silver  under  disen- 
gagement of  muriatic  acid  gas.  This  may  be  done  by  means  of  the 
apparatus  described  (page  138),  and  reproduced  in  the  next  page. 

The  chloride  of  silver  is  introduced  into  the  bulb  g,  and 
weighed  with  it.  The  hydrogen  gas  is  disengaged  in  the  usual 
way.  The  chloride  of  silver  is  then  converted  into  metallic  silver 
at  a  temperature  which  needs  not  be  very  high.   When  muriatic 
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acid  ceases  to  be  evolved,  which  is  recognised  when  white  fumes 
are  no  longer  produced  by  holding  a  glass  rod  moistened  with 
ammonia  at  the  orifice  of  the  tube  of  the  bidb  g^  the  apparatus 
is  allowed  to  cpol,  and  the  metallic  silver  is  then  weighed. 


*  Most  metallic  chlorides,  the  oxydes  of  which  are  convertible 
into  metal  when  heated  in  an  atmosphere  of  hydrogen  may  be 
treated  in  the  same  manner.  I  shall  remark  here  only  that  a 
stronger  heat  is  required  to  reduce  chlorides  than  is  necessary 
for  the  oxydes.  Yet,  amongst  the  numerous  metallic  chlorides 
which  are  known,  chloride  of  lead  is  about  the  only  chloride 
which  may  be  thus  treated  when,  on  account  of  its  sparing 
solubility,  the  operator  is  unwilling  to  dissolve  it  in  water; 
but  when  chloride  of  lead  is  reduced  by  hydrogen  gas,  the  heat 
employed  must  be  as  moderate  as  possible,  because  at  a  high 
temperature  some  of  the  chloride  of  lead  might  be  volatilised. 

*  The  quantity  of  the  metal  only  is  ordinarily  determined  by 
this  process.  That  of  the  muriatic  acid  produced  may  be  esti- 
mated also  by  receiving  the  gases  which  have  passed  over  the 
metal  into  dilute  ammonia,  supersaturating  the  solution  with 
nitric  acid,  and  precipitating  the  muriatic  acid  by  a  solution  of 
nitrate  of  silver.  If,  however,  the  hydrogen  gas  has  not  been 
passed  very  slowly  over  the  combination,  it  may  happen  that  a 
little  muriatic  acid  will  escape  with  the  bubble  of  gas. 

*  Another  method  may  be  employed  to  decompose  the  cliloride 
of  silver,  and  determine  the  quantity  of  the  silver  therein.     It  is 
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mixed  in  a  email  porcelain  crucible  with  double  its  weight  of 
carbonate  of  soda^  or  better  still,  with  double  its  weight  of  a 
mixture  of  five  parts  of  carbonate  of  potash  and  four  parts  of 
carbonate  of  soda;  the  whole  is  then  heated  upon  an  argand 
spirit-lamp.  The  silver  is  already  reduced  completely  under 
disengagement  of  carbonic  acid,  long  before  the  alkali  has  arrived 
to  perfect  fusion.  When  all  effervescence  has  ceased,  the  cmcible 
is  allowed  to  cool,  and  the  mass  is  treated  by  water ;  the  silver 
remains  in  a  very  finely  divided  state ;  it  is  collected  on  a  filter, 
washed,  ignited,  and  weighed. 

*  This  method  is  resorted  to  with  great  advantage  when  it  is 
not  necessary  to  introduce  the  chloride  in  a  glass  bulb,  and  more 
especially  when,  in  an  analysis,  the  chloride  of  silver  obtained 
having  been  fused  and  then  weighed  in  a  porcelain  crucible, 
the  operator  wishes  to  determine  whether  it  is  perfectly  pure. 
It  is  then  mixed  with  carbonate  of  alkali,  the  whole  is  ignited, 
and  from  the  quantity  of  silver  obtained  it  is  easy  to  see  whether 
the  chloride  of  sUver  operated  upon  was  pure,  and  corresponds 
with  the  calculation. 

Chloride  of  silver  may,  however,  be  analysed  by  a  third 
method.  After  having  fused  it,  a  piece  of  iron  or  of  pure  zinc 
is  placed  upon  it,  and  water  is  poured  upon  the  whole ;  after 
some  time  chloride  of  iron  or  of  zinc  is  formed,  which  remains 
in  solution,  and  the  chloride  of  sUver  is  converted  into  metallic 
silver.  A  few  drops  of  dilute  sulphuric  acid  hasten  the  reduc- 
tion, and  prevent  the  precipitation  of  peroxyde  of  iron  from  the 
decomposition  which  the  protochloride  of  iron  would  undergo 
from  the  influence  of  the  air.  The  chloride  of  sUver  which  is 
not  fused,  but  is  in  a  state  of  great  division  in  water,  is  treated 
in  the  same  manner,  that  is  to  say,  a  bright  strip  of  iron  or  of 
zinc  is  put  in  the  mixture.  After  its  reduction,  the  silver  sepa- 
rated from  the  excess  of  zinc  or  iron  may  be  washed  and  weighed; 
the  liquor  is  acidified  by  nitric  acid,  and  by  means  of  nitrate  of 
silver  the  chlorine  may  be  precipitated  from  the  solution  in  the 
state  of  chloride  of  silver. 
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Suhchloride  of  mercury  may  be  decomposed  simply  by  digest- 
ing it  in  a  solation  of  pure  potash.  The  liquor  filtered  fix>ni  the 
suboxyde  of  mercury  contains  the  chlorine  in  the  state  of 
chloride  of  potassium.  The  solution  is  acidified  by  means  of 
nitric  acid^  and  a  solution  of  nitrate  of  silver  is  poured  therein 
in  order  to  precipitate  the  mercury  in  the  state  of  chloride  of 
silver.  The  mercury  contained  in  the  suboxyde  of  mercury 
obtained  might  be  estimated  by  various  methods^  but  it  is  better 
to  operate  upon  a  fresh  quantity  of  suhchloride  of  mercury^ 
reduced  into  powder^  and  to  treat  it  by  muriatic  acid^  and  by  a 
solution  of  phosphorous  acid^  in  order  to  determine  the  quantity 
of  metallic  mercury^  by  the  process  which  has  been  described 
(page  209). 

DECOMPOSITION    OF    CHLORIDES    BY    SULPHURETTED    HYDROGEN. 

Several  of  the  combinations^  insoluble  in  water  and  in  acids^ 
which  chlorine  forms  with  the  metals  which  sulphuretted 
hydrogen  precipitates  completely  f5pom  their  solutions  in  the 
state  of  metallic  sulphurets,  may  be  analysed  in  the  following 
manner : — A  certain  portion  of  the  compound  is  reduced  into 
fine  powder  and  weighed;  it  is  mixed  with  water  in  a  bottle 
capable  of  being  closed,  and  a  current  of  sulphuretted  hydrogen 
is  passed  through  the  mixture  to  supersaturation.  The  metal 
is  thereby  converted  into  metallic  sulphuret,  and  the  chlorine 
into  muriatic  acid,  which  remains  in  solution.  The  metallic 
sulphuret  is  collected  on  a  filter,  and  a  solution  of  protosulphate 
of  copper  is  added  to  the  liquor,  which,  by  reason  of  the 
sulphuretted  hydrogen  in  the  solution,  produces  a  precipitate  of 
sulphuret  of  copper.  This  sulphuret  is  separated  by  filtering, 
and  the  chlorine  is  then  precipitated  from  the  filtered  liquor  by 
means  of  a  solution  of  nitrate  of  silver.  The  composition  of  the 
substance  may  then  be  estimated  from  the  metallic  sulphuret, 
and  the  chloride  of  silver  obtained. 

It  is  necessary  in  this  operation,  after  having  passed  sulphur- 
etted hydrogen  through  the  mixture  for  some  time,  to  shake  the 
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mixture  well,  in  order  to  bring  all  the  parts  of  the  pidverised 
compound  in  contact  with  the  gas.  The  operator  knows  that 
no  more  gas  is  absorbed  when,  after  having  shaken  the  mixture 
for  some  time,  it  has  yet  a  strong  odour  of  the  gas. 

DECOMPOSITION     OF     CHLORIDES     BY     HYDROSULPHURET     OP 
AMMONIA    OR    SULPHURET    OF    BARIUM. 

The  chlorides  which  are  insoluble  in  water  may  be  analysed 
by  another  method  still,  which  is  applicable  also  to  those, 
the  metals  of  which  cannot  be  precipitated  completely  from 
neutral  solutions  in  the  state  of  metallic  sulphurets  by  soluble 
sulphurets,  which  is  the  case  with  maoganese,  iron,  zinc,  and 
cobalt.  A  certain  quantity  of  the  chloride  to  be  analysed  is 
weighed,  and  hydrosulphuret  of  ammonia,  or  a  solution  of  sul- 
phuret  of  barium,  or  some  other  soluble  sulphuret,  is  poured 
upon  it.  It  is  best  to  perform  this  experiment  in  a  bottle 
capable  of  being  closed,  because  the  whole  may  be  then  digested 
by  a  very  gentle  heat.  After  having  separated  by  filtering 
the  metallic  sulphuret  which  has  precipitated,  the  filtered  liquor 
which  contains  muriate  of  ammonia,  or  chloride  of  barium, 
together  with  the  excess  of  hydrosulphuret  of  ammonia,  or  of 
sulphuret  of  barium  employed,  is  decomposed  by  carefully 
pouring  dilute  sulphuric  acid  into  it,  and  protosulphate  of 
copper  is  then  added  in  order  to  get  rid  of  all  the  sidphuretted 
hydrogen  which  exists  in  solution  therein.  After  filtering,  the 
chloride  of  silver  is  precipitated  by  means  of  a  solution  of  nitrate 
of  silver,  aud  from  the  weight  of  the  precipitate,  the  quantity 
of  chlorine  contained  in  the  substance  submitted  to  analyis  is 
estimated. 


DECOMPOSITION    OP   CHLORIDES    BY    SULPHURIC    ACID. 

Most  of  the  non-volatile  chlorides  may  be  treated,  in  the  dry 
state,  like  the  fluorides,  by  concentrated  sulphuric  acid,  which 
disengages  the  chlorine  in  the  state  of  muriatic  acid  gas,  after 
which  the  quantity  of  the  metal  which  was  combined  with  the 


590  CHLORINE. 

chlorine  is  calculated  from  that  of  the  sulphate  obtained;  that 
of  the  chlorine  is  estimated  from  the  loss.  A  very  great  number 
of  these  metallic  chlorides  cannot  be  decomposed  by  sulphuric 
acid^  except  with  the  help  of  heat ;  others  altogether  resist  its 
action ;  lastly^  some  of  them  are  decomposed  by  it^  in  such  a 
manner,  that  this  process  cannot  be  employed  to  determine  the 
quantity  of  the  metal  combined  with  the  chlorine.  Perchloride 
of  mercury  is  not  decomposed  by  sulphuric  acid,  even  with  the 
help  of  heat.  Subchloride  of  mercury  is  converted  by  this  acid 
into  perchloride  and  persulphate  of  mercury,  imder  a  disen- 
gagement of  sulphurous  acid.  When  chloride  of  gold  is  treated 
by  hot  sulphuric  acid,  metallic  gold  is  reduced  imder  a  disen- 
gagement of  chlorine  and  of  muriatic  acid  gas ;  protochloride 
of  tin  deoxydises  sulphuric  acid.  The  other  chlorides  which 
are  most  often  met  with  are  more  or  less  easily  converted  into 
sulphates  by  sulphuric  acid,  under  disengagement  of  muriatic 
acid  gas.  Chloride  of  silver  is,  perhaps,  that  which  is  thus 
transformed  with  most  difficulty;  it  is  only  by  treating  it 
repeatedly  by  hot  sulphuric  acid  that  it  is  ultimately  converted 
into  sulphate  of  silver.' 

SEPARATION      OF      THE      VOLATILE     FROM      THE      NON-VOLATILE 

METALLIC    CHLORIDES. 

♦  Several  volatile  metallic  chlorides  form  with  the  chlorides  of 
the  metals  the  oxydes  of  which  are  powerful  bases,  double  com- 
binations, in  which  the  operator  does  not  always  succeed  in 
separating  the  chlorides  which  are  volatile  from  those  which  are 
not  so.  Bonsdorff  resorted  to  the  following  method  to  analyse 
the  double  salts  which  perchloride  of  mercury  forms  with  the 
metallic  chlorides : — ^The  apparatus  employed  by  him  was  very 
simple,  and  consisted  of  a  small  flask  made  out  of  a  glass  tube 
half  an  inch  in  diameter.  This  flask  was  six  inches  long,  had  a 
bulb  at  one  of  its  extremities,  and  a  globular  swelling  blown  a 

^  This  method  is  more  particularly  applicable  to  tlic  chlorides  of  ammonia,  of 
potash,  of  soda,  of  lime,  of  magnesia,  of  strontia,  and  of  baryta. — Ed. 
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little  above  it ;  its  open  extremity  was  drawn  out  to  a  point  of 
about  l-4th  of  an  inch  in  the  bore. 

*  The  analysis  was  performed  in  the  following  manner,  which, 
when  conducted  with  care,  yields  accurate  results  : — The  com- 
bination was  first  introduced  into  the  counterpoised  apparatus, 
and,  after  having  determined  the  weight  of  the  compound,  the 
apparatus  was  closed  with  a  cork,  but  not  air-tight.  The  bulb 
was  first  gently  heated  with  the  lamp,  in  order  to  expel  the  water 
of  crystallisation  which  collected  in  the  upper  part  of  the  appa- 
ratus, the  swelling  above  alluded  to  prevented  it  from  falling  back 
into  the  flask.  This  water  was  then  removed  with  blotting-paper, 
or  volatilised  by  a  gentle  heat.  After  this  nothing  remained,  or 
at  most  only  a  scarcely  distinguishable  layer  of  perchloride  of 
mercury  at  the  lower  part  of  the  flask.  After  having  closed  the 
orifice  with  a  cork,  the  bulb  was  again  heated  in  order  to  expel 
the  water  which  remained,  and  which  was  driven  likewise  into 
the  upper  part.  By  weighing  the  apparatus  when  cold,  the 
weight  of  the  water  contained  in  the  combination  was  thus 
arrived  at.  The  cork  was  then  replaced  as  before,  and  by 
increasing  the  heat  the  perchloride  of  mercury  was  sublimed, 
most  of  which  collected  in  the  swelling  above  spoken  of.  It  was 
never  discovered,  by  weighing  again  the  apparatus  when  cold, 
that  a  single  particle  of  the  sublimate  had  been  lost.  By  cutting 
the  tube  between  the  bidb  and  the  flask  the  two  metallic  chlo- 
rides may  be  separated  and  respectively  weighed.  As,  however, 
the  perchloride  of  mercury  may  still  contain  a  few  milligrammes 
of  water,  it  is  advisable  to  dry  it  over  concentrated  sidphuric 
abid.  When  the  metallic  chloride  which  remains  can  support  a 
red  heat  without  being  altered,  it  is  ignited  in  the  bulb  which 
was  cut  oflf  from  the  flask.  By  weighing  it  before  and  after, 
the  operator  ascertained  whether  it\;ontained  still  or  not  a  small 
quantity  of  perchloride  of  mercury. 

SEPARATION    OF   CHLORINE    FROM    CARBON. 

*  The  combinations   of    chlorine  with    carbon,   which    are 
insoluble  in  water  are  analysed  in  quite  a  diflferent  way.     A 
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small  quantity  of  the  combination  is  weighed  and  treated  by 
protoxyde  of  copper  in  the  manner  described  Chapter  LiIII. ; 
the  quantity  of  the  carbonic  acid  formed  is  determined^  firom 
which  that  of  the  carbon  is  calculated ;  the  loss  inSicates  that 
of  the  chlorine. 

*  The  metallic  chlorides  are  contained  often  in  considerable, 
but  sometimes^  also,  in  very  slight  quantities,  in  other  native 
combinations,  for  example,  in  fluorides,  arseniates,  phosphates, 
carbonates,  and  silicates. 

SEPARATION  OP  CHLORINE  IN  SILICIOUS  COMPOUNDS. 

When  silicates  contain  metallic  chlorides,  and  are  capable  of 
being  decomposed  by  acids,  they  are  treated  by  cold  nitric  acid. 
If  the  combination  cannot  be  decomposed  by  acids,  except 
with  the  help  of  heat,  it  must  be  digested  with  these  acids  in  a 
bottle  provided  with  a  glass  stopper.  The  silicic  acid  liberated 
is  then  separated  by  filtering,  and  a  solution  of  nitrate  of 
silver  is  poured  in  the  filtered  liquor,  in  order  to  separate  the 
chlorine.  After  having  collected  upon  a  filter  the  chloride 
of  silver  produced,  the  excess  of  oxyde  of  silver  is  precipitated 
by  means  of  muriatic  acid ;  the  quantity  of  the  other  bases,  if 
any,  may  afterwards  be  determined  by  the  methods  which 
have  been  described  before.  The  compounds  of  this  kind  found 
in  nature  are  sodalite,  eudialite,  and  pyrosmalite*. 

If  the  silicious  compounds  which  contain  metallic  chlorides 
cannot   be   decomposed   by  acids,  they  must  be  ignited  with 

1  Sodalite  is  a  combination  of  soda,  silica,  and  alumina,  with  some  muriatic  acid. 
A  sample  of  sodalite  from  Vesuvius,  analysed  hy  Berzelius  and  Wachtmeister  gave. 

Soda 20-96 

Silica              50-98 

Alumina 27*64 

Muriatic  Acid        '.        .        .        .     .  1-29 

100-87 
Another  sample  of  sodalite  from  Litehfield  (Maine,  United  States),   in  nnall 
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carbonate  of  alkali.  The  ignited  mass  is  treated  by  water 
which  dissolves  the  excess  of  carbonate  of  alkali  and  the  chloride 
of  sodium  or  of  potassium  produced.  The  solution  is  saturated 
by  nitric  acid,  and  the  chlorine  is  precipitated  therefrom  by 
solution  of  nitrate  of  silver. 


SEPARATION    OF    CHLORINE    FROM    FLUORIDES,    ARSENIATES, 

PHOSPHATES,  AND  CARBONATES. 

In  order  to  analyse  the  fluorides,  arseniates,  phosphates,  and 
carbonates  which  contain  metallic  chlorides,  a  certain  quantity 
thereof  is  weighed,  and,  if  practicable,  dissolved  in  nitric  acid ; 
the  liquor  is  then  diluted  by  water,  and  a  solution  of  nitrate 
of  silver  is  poured  into  it.  In  order  to  determine  the  chlorine 
in  all  these  combinations,  it  is  advisable  to  operate  separately 
upon  a  known  weight  of  the  compound.  The  fluorides  must 
be  dissolved  in  a  platinum  vessel,  in  which  they  are  diluted  with 
water,  and  the  chloride  of  silver  is  precipitated  by  solution  of 
nitrate  of  that  base.     When  the  quantity  of  the  fluoride  is  very 

crystalline  masses  of  a  fine  blue  colour,  was  analysed  by  Mr.  Whitney  of  Boston,  in 
H.  Rose's  laboratory,  and  that  chemist  giyes  the  following  results  :— 


CALCULATSD. 

Silica      ....    37-80  ....  37-63      .    .    .    87-60 

Alumina                \32'88  f  80-93  .     .     .     .31-57 

Peroxyde  of  iron  /  *     '        I   1-08     .     .     . 

Soda    ....       23-86  ....  25-48  ....  25-47 

Potash  ....        0-59 

Chlorine  ....     6-97  7-21 


Which  agrees  with  the  composition  established  by  M.  de  Kobell, 

[3  (Na^  0,  SiO)+3  (Al^O,,  Si,0„)+Na,a,] 

The  composition  of  eudialite  has  been  given  before. 
Pyrosmalite,  according  to  Hisenger,  contains 

Silica 35-850 

Chlorine 8-760 

Protoxyde  of  iron        .                 .  35*480 

Sesquioxyde  of  manganese  28*444 

Lime 1-210 

Water 3-600 

103-344 
Q  Q 
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• 

slight^  the  combinations  may  be  depomposed  also  in  a  glass 
vessel.  If  this  combination  contain  only  a  very  small  propor- 
tion of  metallic  chloride^  but  a  large  quantity  of  phosphoric  acid 
exists  simultaneously  in  it^  so  that  the  latter  cannot  be 
quantitatively  determined  with  great  accuracy^  it  is  impossible 
to  determine  immediately  the  quantity  of  the  fluorine^  which  is 
the  case  amongst  other  compounds^  with  several  varieties 
of  apatite.  Two  portions  of  the  combinations  are  then  devoted  to 
the  determination  of  the  chlorine  and  of  the  bases  which  are 
combined  in  the  state  of  oxydes  with  the  phosphoric  add^ 
or  in  the  state  of  metal  with  the  fluorine  or  chlorine.  Another 
portion  of  the  combination  is  afterwards  ignited  with  an  excess 
of  carbonate  of  soda,  and  the  fused  mass  is  afterwards  treated  by 
water^  by  which  means  a  solution  of  phosphate  of  soda,  and 
of  fluoride  of  sodium  is  obtained  which  may  be  analysed^  as 
was  said  (page  567). 

DETERMINATION     OF     CHLORIC     AND     OF   PERCHLORIC    ACID     IN 

THEIR   COMBINATIONS. 

Respecting  the  degrees  of  oxydisation  of  chlorine  and  of  their 
combinations  with  bases^  it  is  often  very  difficult  to  analyse  such 
compounds.  In  order  to  determine^  in  chlorates  and  oxychlo- 
rates,  the  quantity  of  chlorine  contained  in  the  acid,  and  that 
of  the  metal  which  exists  in  the  oxyde,  it  is  best  to  submit  a 
weighed  quantity  of  the  salt  to  a  prolonged  ignition.  The  salt 
is  thereby  converted  into  metallic  chloride,  whilst  oxygen  gas 
is  disengaged.  If  the  salt  contains  no  water  of  crystallisation, 
its  composition  may  be  easily  calculated  from  the  quantity  of 
metallic  chloride  obtained ;  that  of  the  chloric  acid  might  also 
be  determined  from  the  volume  of  oxygen  gas  disengaged. 

♦  The  chloric  acid  contained  in  solutions  may  be  transformed 
by  several  reducing  substances,  such  as,  for  example,  sulphur- 
etted hydrogen,  into  muriatic  acid,  in  which,  after  having 
destroyed  the  excess  of  sulphuretted  hydrogen  by  a  solution  of 
protosulphate  of  copper,  the  chlorine  may  be  determined  by 
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means  of  nitrate  of  silver  in  the  state  of  chloride  of  silver^  which 
may  serve  to  calculate  the  quantity  of  the  chloric  acid. 

*  As  to  perchloric  acid^  this  substance  mighty  in  a  great 
number  of  cases^  be  separated  from  other  substances  in  the  state 
of  perchlorate  of  potash^  (page  9). 

DETERMINATION    OF   CHLOROt78   ACID    IN   CHLORITSS. 

The  analysis  of  the  chlorites  is  more  important  in  a  technical 
point  of  view.  It  very  often  happens  that  the  operator  has  to 
analyse  solutions  of  chlorites  of  soda  and  of  potash^  mixed  with 
chloride  of  sodium  and  chloride  of  potassium^  but.  more  par- 
ticularly still,  solutions  of  chlorite  of  lime  mixed  with  chloride 
of  calcium  an^  hydrate  of  lime,  which  combination  is  ordinarily 
called  chloride  of  lime,  all  of  which  substances  are  largely 
employed  for  bleaching,  and  as  purifying  agents.  It  is  conse- 
quently important  to  ascertain  the  quantity  of  chlorine  which 
they  disengage  when  treated  by  acids.  With  respect  to  the 
analysis  of  chloride  of  lime,  or  rather  the  determination  of  the 
quantity  of  chlorine  evolved  from  any  given  weight  of  chloride 
of  lime  when  put  in  contact  with  acids.  Gay  Lussac  has  indicated 
a  method  which  answers  all  commercial  or  technical  purposes. 
It  consists  in  triturating  a  weighed  quantity  of  chloride  of  lime 
with  a  certain  known  quantity  of  water,  and  to  use  it  for 
decolorising  a  given  proportion  of  a  sulphuric  acid  solution  of 
indigo.  The  greater  or  less  quantity  of  indigo  decolorised 
indicates  the  quantity  of  chlorine  which  the  sulphuric  acid  of 
that  solution  disengages  £rom  the  chloride  of  lime.  If,  how- 
ever, the  experiment  is  not  performed  with  the  necessary 
caution,  this  method  often  yields  inaccurate  results.  In  effect, 
the  solution  of  indigo  diluted  with  water,  undergoes  a  change 
by  keeping;  sometimes,  also,  a  little  chlorine  may  be  lost, 
which  is  disengaged  by  the  sulphuric  acid  before  it  (the  chlo- 
rine) has  had  time  to  act  on  the  solution  of  indigo.  This  takes 
place  when  the  liquids  are  mixed  together  too  slowly,  and  the 

Q  Q  2 
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accuracy  of  the  result  depends^  therefore,  a  great  deal  upon  the 
rapidity  with  which  the  two  liquors  are  mixed  together. 

To  obviate  this,  Marezeau  proposed  another  method  for  the 
determination,  for  a  technical  purpose^  of  the  quantity  of  chlorine 
which  acids  disengage  from  chloride  of  lime.  His  method 
consists  in  triturating  a  given  weight  of  this  substance,  with  a 
known  weight  of  water,  and  carefully  pouring  the  mixture  little 
by  little  into  a  dilute  solution  of  subnitrate  of  mercury  of  a 
known  strength,  and  to  which  an  excess  of  dilute  muriatic  acid 
has  been  added.  The  operator  continues  to  do  so  until  the 
precipitate  of  subchloride  of  mercury  .produced  by  the  muriatic 
acid,  has  entirely  disappeared.  The  subchloride  of  mercury,  the 
quantity  of  which  is  known  from  that  of  the  solution  of  the 
subnitrate  of  mercury,  requires  as  much  chlorine  as  it  abeady 
contains,  to  become  converted  into  perchLoride  of  mercoiyj  and 
therefore,  to  dissolve  in  the  water. 

*  Gay  Lussac  has  more  lately  made  several  improvements  to 
the  methods  of  analysing  chloride  of  lime,  and  besides  those 
which  consist  in  the  use  of  solution  of  indigo,  and  that  of 
subnitrate  of  mercury,  he  proposed  two  other  reagents,  namely, 
arsenious  acid,  and  ferrocyanide  of  potassium,  the  solutions  of 
both  of  which  have  the  advantage  of  undergoing  no  alteration, 
and  may  therefore  be  kept  for  a  long  time.  The  reader  is 
referred  for  the  description  of  these  new  methods  to  the  60th 
volume  of  the  "  Annates  de  Chimie/* 

When  the  chloride  of  lime  consists  only  of  chlorite  of  lime 
mixed  with  the  quantity  of  chloride  of  calcium^  which  must  be 
produced  during  its  preparation,  the  most  accurate  method  of 
determining,  for  scientific  purposes,  the  quantity  of  chlorine, 
which  acids  disengage  from  it,  consists  in  weighing  a  given 
quantity  of  it,  decomposing  it  by  dilute  sulphuric  acid,  in  a 
suitable  apparatus,  and  passing  the  liberated  chlorine  gas  into 
dilute  ammonia.  The  ammonia  is  afterwards  supersaturated  by 
nitric  acid,  and  a  solution  of  nitrate  of  silver  is  added  thereto^ 
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which  precipitates  all  the  chlorine  in  the  state  of  chloride  of 
silver.  An  apparatus  similar  to  that  described  (page  386)  may 
be  used  for  the  purpose ; 


but  it  is  not  necessary  to  put  so  many  bottles  containing 
ammonia  in  communication  with  the  disengagement  flask.  A 
solution  of  carbonate  of  ammonia  may  likewise  be  employed,  in 
order  to  produce  a  disengagement  of  carbonic  acid,  for  the 
purpose  of  driving  the  last  portion  of  chlorine  of  the  apparatus 
into  the  bottles  containing  ammonia,  and  the  operator  must 
take  care  that  the  disengagement  flask  always  contains  an  excess 
of  sulphuric  acid. 

This  method  of  analysis  cannot  be  employed,  however,  when 
the  chloride  of  lime  contains  chlorate  of  lime  ;  this  is  very 
often  the  case  when  the  application  of  heat  has  not  been 
carefully  avoided  during  the  preparations  of  the  chloride,  and 
when  the  hydrate  of  lime  has  been  treated  by  an  excess  of 
chlorine. 


SEPARATION    OF    CHLORATES    AND    PERCHLORATES    FROM 

CHLORIDES. 

When  a  liquor  contains  simultaneously  a  chlorate  or  a 
perchlorate  and  a  chloride,  and  the  quantity  of  each  of  the  two 
bodies  has  to  be  separated,  it  may  be  easily  done,  provided  a 
chlorite  be  not  present  at  the  same  time.  If  the  solution  does 
not  contain  any  free  base,  a  solution  of  nitrate  of  silver  is  added 
to  the  liquor,  by  which  the  chlorine  of  the  chloride  only  is 
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precipitated  in  the  state  of  chloride  of  silver^  firom  which  the 
quantity  contained  in  the  chloride  in  question  can  then  be 
easily  calculated.  By  evaporating  afterwards  another  portion 
of  the  liquor  to  dryness^  igniting  the  residuum^  redissolving  it 
in  water  or  in  very  dilute  nitric  add^  and  pouring  a  solution  of 
nitrate  of  silver  in  the  solution^  the  chlorine  of  both  the  chlorate 
and  the  chloride  is  precipitated  in  the  state  of  chloride  of  silver. 
It  then  suffices  to  determine  the  quantity  of  chlorine  contained 
in  the  chloride  of  silver^  and  to  deduct  therefirom  that  which 
has  been  ascertained  before  as  belonging  to  the  chloride ;  the 
difference  shows  the  quantity  of  chlorine  contained  in  the 
chlorate^  from  which  the  proportion  of  chloric  add  is  then 
easily  calculated.' 

^  M.  Kdne  (Poggen.  Aimal.  LXIV.  page  404^)  proposed  to  separate  chloriiie  from 
muriatic  acid,  when  mixed  together,  by  means  of  sulphate  of  potash,  which  is  decom- 
posed by  muriatic  acid  into  chloride  of  potassium,  and  into  bisnlphate  of  potash. 
Sulphate  of  potash  is  to  be  dissolved  in  the  liquor,  the  chlorine  is  evaporated  in  the 
air,  and  in  the  dark,  and  the  muriatic  acid  is  precipitated  afterwards  by  a  salt  of 
silver. — Ed. 
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CHAPTER   L. 

BROMINE. 


DETERMINATION  OF  BROMINE. 

*  Bromine  may  be  determined  in  its  combinations  with  metals 
exactly  in  the  same  manner  as  chlorine  (page  612),  by  means 
of  a  solution  of  nitrate  of  silver.  If  the  combination  is  soluble 
in  water^  it  is  treated  exactly  as  that  of  the  corresponding 
chlorides ;  the  bromide  of  silver  produced  is  separated  precisely 
as  chloride  of  silver.  It  is  then  dried^  fused  like  the  chloride, 
and  from  its  weight  that  of  the  bromine  is  calculated. 

• 

♦  Bromine  is  abo  determined  in  the  volatile  bromides  exactly 

as  in  the  volatile  chlorides  (page  674) ;  the  volatile  bromides 
are  less  so  than  the  corresponding  chlorides. 

*  The  bromine  of  the  insoluble  bromides  is  separated  by  the 
same  processes  as  the  chlorine  of  the  insoluble  chlorides. 

♦  The  separation  of  the  volatile  bromides  from  those  which 
are  not  volatile,  is  effected  in  the  same  manner  as  those  of  the 
corresponding  chlorides  (page  585). 

Bromides  may  also,  like  chlorides,  be  decomposed  by  sul- 
phuric acid ;  the  quantity  of  the  bromine  is  then  calculated  from 
that  of  the  sulphate  obtained  (page  587). 

As  the  decomposition  of  the  metallic  bromides  by  sulphuric 
add  is  attended  with  a  disengagement   of  hydrobromic  acid 
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gas^  sulphurous  acid  gas  and  bromine^  the  experiment  must  be 
performed^  not  in  a  platinum  crucible^  but  in  a  capsula  or 
crucible  of  porcelain. 

*  Several  bromides,  however,  for  example,  bromide  of  mercury, 
are  not  decomposed  by  sulphuric  acid. 

*  When  the  quantity  of  free  bromine  has  to  be  determined, 
the  operation  is  the  same  as  for  the  determination  of  free 
chlorine  (page  572).  Whether  the  bromine  is  pure,  mixed  or 
dissolved  in  water,  it  is  to  be  carefully  treated  by  an  excess 
of  ammonia  which  converts  it  completely  into  hydrobromate 
of  ammonia,  {bromvre  ammoniqtui),  under  disengagement  of 
nitrogen.  The  reaction  is  so  strong,  that  if  due  care  is  not 
taken,  a  little  hydrobromate  may  easily  be  volatilised.  After 
having  diluted  the  solution  by  a  sufficient  quantity  of  water,  it  is 
acidified  with  nitric  acid,  and  by  means  of  a  solution  of  nitrate 
of  silver,  the  bromine  is  precipitated  in  the  state  of  bromide 
of  silver* 

SEPARATION    OF    BROMINE    FROM    CHLORINE. 

*  From  that  which  has  been  said,  it  may  be  perceived  that 
bromine  can  easily  be  determined  with  great  accuracy  from  its 
combinations,  when  these  are  pure  and  unmixed  with  other 
compounds,  but  this  determination  is  much  less  important  than 
that  which  must  be  effected  when  the  bromides  are  associated 
with  chlorides,  which  is  generally  the  case. 

*  Chlorine  and  bromine,  and  the  corresponding  chlorides  and 
bromides  have  so  much  analogy,  that  no  exact  method  of  sepa- 
rating bromine  from  chlorine  is  yet  known.  The  determination 
of  bromine  is  on  that  account  performed  generally  in  an  indirect 
manner. 

When  the  combination  of  bromine  is  associated  to  a'chloride, 
the   determination   of  the   bromine   may  be   effected   in   the 


foDowing  manner,  which  is  accurate: — ^The  chlorine  and  the 
bromine  are  simnltaneouslj  precipitated  firom  the  liqnor  in  the 
state  of  dilKide  and  bromide  of  silver,  bv  means  of  a  solution 
of  nitrate  6[  sflrer,  with  the  usual  precautions.  The  precipitate 
is  then  dried  and  taaed  in  the  usual  manner,  and  its  weight  is 
determined.  As  much  of  the  fused  mass  as  possible  is  remored 
firom  the  porcelain  crucible  by  moderately  heating  it,  if hich 
slightly  fuses  the  combination  of  silver  on  the  sides,  and  allows 
of  the  greatest  portion  of  it  to  be  withdrawn  by  means  of  a  glass 
rod.  A  weighed  quantity  of  this  is  introduced  into  a  glass  bulb 
through  which  dry  chlorine  gas  is  passed,  whilst  it  is  heated. 
The  bromine  is  thus  expelled,  and  the  whole  of  the  combination 
of  silver  is  converted  thereby  into  chloride  of  silver  the  weight 
of  which  is  less  than  that  of  the  mixture  of  bromide  and  of 
chloride  of  sQver  operated  upon.  When  the  operator  does  not 
wish  to  oollect  the  bromine,  the  following  apparatus  may  be 


used.  The  difference  of  weight  between  the  mixture  of 
bromide  and  of  chloride,  and  of  the  pure  chloride,  must  be 
multiplied  by  1*826^  in  order  to  obtain  the  quantity  of  the 
bromine  which  was  expelled  from  the  mixture  by  the  chlorine 
gas.  The  calculation  is  grounded  upon  this,  namely :  that  the 
quantity  of  the  bromine  is  to  this  difference  of  weight  as  the 
atomic  weight  of  bromine  and  of  chlorine.  The  quantity  of  the 
chlorine  is  found  by  deducting  firom  the  mixture  of  chloride  and 
of  bromide  of  silver  the  quantity  of  silver  which  exists  in  the 
chloride  of  silver  obtained  in  the  last  instance,  which  indicates 
the  collective  weight  of  the  chlorine  and  of  the  bromine,  firom 
which  the  calculated  quantity  of  the  bromine  must  be  subtracted. 
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*  According  to  Berzelius,  this  method  may  be  practised 
inversely  and  yet  retain  its  accuracy.  After  having  fused  the 
mixture  of  bromide  and  of  chloride  of  silver  in  a  porcelain 
crucible,  it  is  reduced  by  placing  upon  it  a  small  piece  of 
distilled  zinc^  or  of  pure  iron ;  at  the  end  of  twenty-four  hours, 
the  reduction  is  complete.  The  liquor  is  acidified  with  a  drop 
of  m\iriatic  acid.  The  reduced  silver  may  then  be  perfectly 
detached  from  the  crucible ;  it  must  be  crushed  to  pieces,  and 
boiled  first  with  acidified  water,  and  then  with  pure  water ;  it  is 
subsequently  ignited,  and  weighed.  The  operator  afterwards 
calculates  how  much  chlorine  is  required  to  convert  this  silver 
into  chloride,  the  difference  between  the  latter  and  that  of  the 
mixture  of  the  chloride  and  bromide  is  ascertained,  and  the 
calculation  is  resumed  as  above. 

Berzelius  indicated  another  method  of  separating  chlonne 
from  bromine,  and  immediately  determining  the  latter.  In 
this  method,  when  the  chlorine  and  bromine  are  contained  in  the 
compound  under  examination  with  metal  or  with  hydrogen,  it 
is  necessary  to  separate  them  from  these  other  bodies,  and  so 
that  they  may  be  in  a  free  state.  For  this  purpose  the  com- 
bination is  mixed  with  peroxyde  of  manganese,  in  a  small 
tubulated  retort  provided  with  a  receiver  containing  a  little 
water.  An  excess  of  sulphuric  acid  previously  diluted  with 
one-fifth  of  water  is  poured  in  the  retort,  and  heat  is  applied. 
The  chloride  of  bromine  (into  which  one  or  the  other  of  the  two 
constituents  predominates  more  or  less)  condenses  in  the 
receiver,  which  must  be  kept  quite  cool,  and  dissolves  in  the 
water  contained  in  this  receiver.  When  reddish  vapours  cease 
to  be  produced,  it  is  a  sign  that  the  operation  is  at  an  end. 
The  aqueous  solution  of  bromine  containing  chlorine  is  then 
completely  saturated  by  gaseous  chlorine,  and  hydrate  of 
potash  is  added  until  the  liquor  becomes  colourless.  There  is 
formation  of  chloride  of  potassium,  of  chlorate,  and  of  bromate  of 
potash.  Nitrate  of  silver  is  then  poured  in  the  liquor,  which 
produces  a  precipitate  of  chloride  and  of  bromide  of  silver.   After 
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having  washed  the  precipitate,  it  is  macerated  with  baryta-water 
in  a  closed  flask,  by  which  bromate  of  silver  is  produced  whilst 
the  chloride  of  silver  is  not  decomposed.  The  baryta-water,  an 
excess  of  which  must  have  been  employed,  having  been 
evaporated,  crystallised  bromate  of  baryta  is  obtained,  which 
must  be  washed  with  a  little  spirits  of  wine,  in  order  to  be 
certain  that  it  contains  no  trace  of  chloride  of  barium,  after 
which  it  is  converted  into  bromide  of  barium  by  ignition. 

The  French  edition  has  the  following  remarks  by  E.  Peligot : — 

♦  None  of  these  methods,  but  more  especially  the  first  of 
them,  can  be  employed  to  determine  even  approximatively 
small  quantities  of  bromide  when  mixed  with  larger  quantities 
of  chlorides.  And  yet  this  case  is  of  most  frequent  occurrence; 
bromine  existing  only  in  salt  water,  and  certain  mineral  waters 
in  which  it  is  found,  only  in  very  slight  proportion  comparatively 
to  the  quantity  of  the  chlorides. 

*  When  the  operator  has  a  great  quantity  of  such  waters,  it 
is  possible  to  concentrate  the  bromine  contained  in  them  suffi- 
ciently to  be  able  to  determine  it  with  certainty.  To  a  given 
weight  or  volume  of  the  water  a  solution  of  nitrate  of  silver 
is  added,  which  precipitates  together  the  chlorine  and  the 
bromine  in  the  state  of  chloride  and  of  bromide  of  silver,  the 
weight  of  which  may  then  be  determined.  If  the  water 
is  alkaline,  it  is  previously  acidified  by  nitric  acid ;  nitrate  of 
silver  is  afterwards  carefully  added  to  another  somewhat 
considerable  volume  or  weight  of  the  water,  so  as  to  precipitate 
not  the  whole,  but  only  the  greatest  part  of  the  chlorine :  the 
chloride  of  silver  is  collected  on  a  filter,  and  its  weight  is 
determined.  So  long  as  the  whole  of  the  chlorine  is  not 
precipitated,  all  the  bromine  is  still  in  solution.  If  afterwards 
more  nitrate  of  silver  is  added  to  the  filtered  liquor,  taking  care 
to  pour  an  excess  of  it  towards  the  end,  the  remainder  of  the 
chlorine  and   the  whole  of  the  bromine    are  precipitated  in 
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combination  with  the  silver^  and  the  quantity  of  bromine  in 
the  precipitate  may  be  so  greats  compared  with  that  of  the 
chlorine^  that  the  preceding  method  of  determining  the  bromine 
possibly  may  be  employed  for  that  purpose.  That  method^ 
it  will  be  recollected^  consists  in  converting  the  whole  of  the 
combinations  of  silver  into  pure  chloride  of  silver  by  means  of 
chlorine  gas. 

*  Another  method  of  separating  bromine  firom  chlorine  has 
beto  proposed  by  Mr.  Henry,  which  consists  in  precipitating 
these  two  bodies  in  the  state  of  bromide  and  of  chloride  by 
means  of  nitrate  of  silver,  the  precipitate  is  then  put  in  contact 
with  dilute  sulphuric  acid  and  zinc.  When  the  reduction  of 
the  silver  is  completed,  the  Uquor  is  filtered,  and  a  sUght 
excess  of  baryta  is  added  to  it;  the  Uquor  is  again  filtered,  and 
the  filtrate  is  evaporated  to  dryness ;  it  consists  of  chloride 
and  of  bromide  of  baryta,  mixed  with  the  excess  of  baryta; 
this  residuum  is  then  treated  by  absolute  alcohol  which  dis- 
solves the  bromide  of  barium  only. 

According  to  M.  Piria  the  following  process  may  likewise  be 
employed : — The  mixture  of  chloride  and  of  bromide  is  decom- 
posed in  a  retort  by  weak  sulphuric  acid,  the  muriatic  and 
hydrobromic  acids  are  collected  in  a  solution  of  caustic  baryta 
the  excess  of  which  is  afterwards  precipitated,  when  the 
disengagement  of  the  above  acids  has  ceased,  by  a  current 
of  carbonic  acid.  The  liquor  being  filtered,  it  is  evaporated  to 
dryness,  and  treated  by  absolute  alcohol  which  dissolves  the 
bromide  and  leaves  the  chloride  of  barium. 

*  In  either  process  the  salt  obtained  should  be  decomposed 
by  an  acid  solution  of  nitrate  of  silver,  in  order  to  estimate  the 
bromine  in  the  state  of  bromide  of  silver. 
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DETERMINATION    OF   BBOMIC    ACID. 

*  Bromic  acid  may  be  determined  in  many  of  its  combina- 
tions by  a  process  analogous  to  that  which  is  employed  for  the 
determination  of  chloric  acid  (page  594).  When  the  bromates 
are  ignited^  they  are  converted^  under  disengagement  of  oxygen 
gas^  into  metallic  bromides^  in  which  the  bromine  can  be 
determined  in  the  usual  manner. 

*  Bromic  acid  mighty  perhaps^  be  separated  in  certain  cases 
as  bromate  of  silver^  which^  like  chloride  of  silver,  is  soluble  in 
ammonia,  and  insoluble  in  dilute  nitric  acid. 


606  IODINE. 


CHAPTER   LI. 

IODINE. 


DETERMINATION  OF  IODINE. 

*  Iodine  may  also  be  determined  in  its  soluble  combinations 
with  metals  and  with  hydrogen  in  the  same  manner  as  chlorine 
and  bromine,  namely,  by  means  of  nitrate  of  silver.  K  the 
liquor  contains  carbonates,  it  is  advisable  to  acidify  it  by  nitric 
acid,  not,  however,  before  adding  nitrate  of  silver  to  it  but 
afterwards,  otherwise  some  iodine  might  be  separated,  which 
would  not  be  completely  converted  into  iodide  of  silver  by 
solution  of  silver. 

*  After  having  dried  the  iodide  of  silver,  it  is  treated  in  the 
same  manner  as  the  chloride  of  silver. 

*  If  the  combinations  which  contain  iodine  are  insoluble, 
they  must  be  decomposed  by  carbonate  of  potash  or  of  soda^  by 
sulphuretted  hydrogen,  or  by  hydrosulphuret  of  ammonia,  as 
the  corresponding  chlorides  (pages  585,  588,  589). 

Most  iodides  can  be  decomposed  by  sulphuric  acid,  and 
transformed  into  sulphates  in  the  same  manner  as  for  the 
chlorides,  (page  589).  As  this  decomposition  produces  a  dis- 
engagement of  sulphurous  acid  and  of  iodine,  vessels  of  platinum 
must  not  be  used.     From  the  quantity  of  siQphate  obtained. 
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SEPARATION   OF    IODINE    PROM    BROMINE. 

*  When  the  combinations  which  contain  these  tyro  substances 
are  soluble,  they  may  be  separated  from  each  other,  by  the 
same  methods  which  are  employed  for  separating  iodine  from 
chlorine,  a  solution  of  nitrate  of  silver  is  poured  in  the  liquor, 
in  order  to  precipitate  simultaneously  the  bromide  and  iodide  of 
silver,  which  two  bodies  are  afterwards  separated  from  each  other 
by  ammonia.  This  experiment  yields  more  accurate  results  than 
those  which  are  obtained  in  separating  chloride  from  iodide  of 
silver  in  the  same  manner,  because  bromide  of  silver  is  less 
soluble  in  ammonia  than  chloride  of  silver. 

*  We  have  seen  (pages  601,  606),  that  chlorine  gas  may  be 
employed  to  convert  a  mixture  of  chloride  and  of  bromide,  or  of 
chloride  and  iodide  of  silver,  into  chloride  of  silver,  from  the 
weight  of  which,  that  of  the  bromine,  or  of  the  iodine,  may  be 
determined;  the  same  method  is  applicable  to  a  mixture  of 
bromide  and  iodide  of  silver,  which  may  thus  be  converted  into 
bromide  of  silver,  by  the  fumes  of  bromine.  The  calculation  is 
absolutely  identical  in  both  cases.* 

DETERMINATION    OP    IODIC    ACID    AND    OP   OXYIODIC    ACID. 

*  Under  the  influence  of  heat,  many  of  the  combinations  of 
these  acids  may  be  converted,  under  disengagement  of  oxygen 
gas,  into  metallic  iodides,  in  which  the  quantity  of  iodine  may 
be  easily  determined.  In  the  oxyiodates,  the  excess  of  iodic 
acid  is  volatilised  imder  the  form  of  iodine,  and  of  oxygen.  It  is 

mixture  of  an  iodide  and,  of  a  chloride,  the  precipitate  produced  may  indicate 
exactly  the  quantity  of  iodine.  In  order  to  identify  the  precipitate,  it  should  be 
separated,  disBolyed  in  ammonia,  and  a  few  drops  of  a  recently-prepared  solution  of 
starch  should  be  poured  in,  and  an  excess  of  sulphuric  acid  being  added,  should 
impart  immediKtely  a  blue  colour  to  the  liquor. — Eb. 

^  That  is  to  say,  the  quantity  of  the  iodine  is  to  the  difference  of  the  weights 
obtained,  as  the  equiyalent  of  iodine  (1578-29)  is  to  the  difference  between  the  equi- 
valent of  bromine  and  that  of  iodine  (600*1).  The  operator  multiplies  then  the 
difference  found  by  2*630,  which  is  the  quotient  of  1578-89,  divided  by  6001.— Ed. 

R    R   2 
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necessary  to  remark,  that  sometimes  when  an  iodate  is  sub- 
mitted to  heat,  and  this  salt  is  ahready  converted  into  an  iodide, 
the  latter  may  lose  a  little  iodide  during  ignition,  as  is  the 
case  amongst  others  with  iodide  of  sodium.  Iodate  of  soda 
requires  a  white  heat  to  become  converted  into  iodide. 

*  The  bases  contained  in  iodates  are  more  accurately  deter- 
mined, when  they  are  capable  of  being  precipitated  by  either 
siQphuretted  hydrogen,  hydrosiQphuret  of  ammonia,  or  car- 
bonate of  alkali.  Iodates  may  likewise  be  decomposed  by 
siQphuric  acid,  and  thus  converted  into  sulphates,  from  the 
weight  of  which  the  composition  of  the  iodates  is  calculated. 

*  In  certain  cases,  oxyiodic  acid  might  be  separated  in  the 
state  of  a  salt  of  silver,  by  solution  of  nitrate  of  silver. 


NITROGEN.  613 


CHAPTER    LII. 

NITROGEN. 


DETERMINATION  OF  NITROGEN. 

The  quantitative  determination  of  nitrogen  in  the  state  of 
gBs,  occurs  only  in  cases  when  it  has  to  be  separated  from  other 
gases.  Ordinarily  the  operator  absorbs  the  other  gases  by 
which  it  may  be  accompanied^  by  different  reagents,  after  which 
its  volume  is  determined.  The  precautions  to  be  observed  in 
performing  this  experiment  will  be  developed  in  the  ensuing 
chapter. 

DETERMINATION   OF   NITRIC    ACID. 

Of  all  the  degrees  of  oxydisation  of  nitrogen^  the  most 
important  is  unquestionably  nitric  acid.  The  quantitative 
determination  of  this  acid  is,  in  many  instances,  attended  with 
difficulties.  When  it  exists  in  a  liquor  which  contains  no  other 
acid  besides,  it  may  be  very  accurately  determined  in  the  follow- 
ing maimer : — Solution  of  hydrate  of  baryta  [baryta- water]  is  ^ 
added  to  the  liquor  until  it  renders  reddened  litmus  paper  blue. 
Ordinarily,  the  excess  of  baryta  thus  added  is  removed  by 
passing  a  current  of  carbonic  acid  through  the  solution,  which 
produces  a  precipitate  of  carbonate  of  bar}rta,  a  slight  quantity 
of  which  is  kept  in  solution  by  the  excess  of  carbonic  acid, 
wherefore  the  solution,  after  having  thus  been  submitted  to  a 
stream  of  carbonic  acid  gas,  must  be  boiled.  The  carbonate 
of  baryta  produced  is  afterwards  separated  by  filtering ;  the 
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filtrate  contains  nitrate  of  baryta.  It  is  carefully  evaporated 
to  drjmess  at  a  gentle  heat^  and  from  the  weight  of  the  dry  salt^ 
that  of  the  nitric  acid  is  calculated. 

r 

It  is  better,  however,  to  operate  as  follows : — To  the  liquor 
containing  nitric  acid,  add  a  sufficient  quantity  of  hydrate  of 
baryta,  taking  care  not  to  put  too  much  of  it ;  *  it  is  then  evapo- 
rated slowly  to  dryness,  without  previously  precipitating  the 
excess  of  baryta  by  carbonic  acid.  The  baryta  is  completely 
converted  into  carbonate  by  the  carbonic  acid  of  the  air,  provided 
too  large  an  excess  of  hydrate  of  baryta  has  not  been  employed. 
Water  is  then  poured  upon  the.  dry  mass,  and  the  carbonate  of 
bar}rta  is  collected  and  filtered.  The  filtered  liquor,  which  is  a 
solution  of  nitrate  of  baryta,  may  then  be  evaporated  to  dryness^ 
and  from  the  weight  of  this  salt,  left  as  a  residuum,  the  quantity 
of  the  nitric  acid  may  be  determined ;  but  it  is  better  to  preci- 
pitate the  baryta  firom  the  solution  by  adding  dilute  sulphuric 
acid  thereto.  In  that  case  the  operator  must  have  ascertained 
that  the  liquor  contains  no  longer  any  trace  of  hydrate  of  baryta. 
The  quantity  of  nitrate  of  baryta  or  of  nitric  acid  is  subse- 
quently calculated,  by  means  of  the  tables,  from  the  weight  of 
sulphate  of  baryta  obtained. 

*  In  evaporating  the  liquor  which  contains  the  nitrate  of 
baryta  in  solution,  the  operator  must  take  care  not  to  heat  too 
much  towards  the  end,  for  fear  of  destroying  a  portion  of  the 
nitric  acid. 

*  Carbonate  of  baryta  may  be  used  in  this  analysis  instead 
of  hydrate  of  baryta,  but  the  latter  is  preferable. 

*  Another  method  may  also  be  employed  for  the  deter- 
mination of  nitric  acid  in  a  solution ;  a  weighed  quantity  of 
protoxyde  of  lead  is  added  to  the  solution,  and  the  whole  is 


'  Hydrate  of  baryta  must  be  added  until  the  liquor  begins  to  have  an  alkaline 
reaction. — £d. 
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evaporated  to  dryness.  The  mass  which  has  thus  been  carefully 
dried  is  weighed^  and  it  indicates  the  quantity  of  the  nitric  acid. 
This  method,  however,  does  not  give  results  so  accurate  as  that 
which  consists  in  determining  nitric  acid  by  means  of  baryta. 
This  acid  forms  with  protoxyde  of  lead  several  basic  salts,  which 
are  insoluble  in  water,  and  which,  consequently,  cannot  be  well 
separated  £rom  the  small  proportions  of  carbonate  of  lead  which 
during  the  evaporation  may  have  been  produced  at  the  expense 
of  the  excess  of  oxyde  of  lead  employed.  With  baryta,  on  the 
contrary,  nitric  acid  produces  no  basic  salts,  but  a  neutral  salt 
only,  which  is  soluble  in  water. 

SEPARATION    OF    NITRIC    ACID   FROM    THE    BASES. 

When  nitric  acid  is  combined  with  bases  the  nitrates  are 
decomposed  by  sulphuric  acid  in  a  platinum  crucible,  and  the 
nitric  acid  as  well  as  the  excess  of  sulphuric  acid,  is  volatilised 
at  an  incipient  red  heat.  The  quantity  of  the  base  is  afterwards 
calculated  from  the  weight  of  the  sulphate  obtained,  and  the  loss 
indicates  that  of  the  nitric  acid.  In  operating  thus,  the  sulphate 
must  be  of  such  a  nature  as  not  to  lose  its  acid  by  ignition. 

When  the  nitrates  are  ignited,  they  leave  generally  their 
oxyde  in  the  pure  state  after  the  ignition,  the  loss  indicates  then 
the  quantity  of  nitric  acid,  when  the  salt  contains  no  water  of 
crystallisation.  The  combination  of  nitric  acid  with  the  oxydes 
of  the  metals  properly  so  called,  do  not  require  so  great  a  heat 
to  be  converted  into  oxydes  as  those  with  the  alkalies  and  alka- 
line earths;  the  latter  require  a  very  violent  heat  for  their 
decomposition,  and  when  the  experiment  is  performed  in  the 
air,  the  liberated  bases  promptly  absorb  carbonic  acid. 

Another  method,  however,  may  be  resorted  to  for  separating 
the  bases  from  nitric  acid  and  then,  in  certain  cases,  the  latter 
may  be  immediately  determined.  When  nitric  acid  is  combined 
with  a  metallic  oxyde,  with  which  it  forms  a  salt  soluble  in  water, 
and  if  the  oxyde  can  be  completely  precipitated  from  the 
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solution  of  the  salt  in  the  state  of  metallic  sulphuret^  by  means 
of  sulphuretted  hydrogen,  the  latter  reagent  is  used  to  separate 
the  base  from  the  acid.  The  liquor  filtered  from  the  metallic 
sulphuret  contains  then  the  whole  of  the  nitric  acid,  and  also  a 
little  sulphuretted  hydrogen  in  solution,  an  excess  of  solution 
of  hydrftte  of  baryta  is  poiu'ed  in,  and  the  operator  proceeds 
exactly  as  was  said  above.  In  evaporating  the  whole  to  dryness, 
the  excess  of  baryta  combines  with  carbonic  acid,  and,  at  the 
same  time,  the  small  quantity  of  sulphuret  of  barium,  produced 
by  the  sulphuretted  hydrogen  in  solution,  is  transformed  during 
the  ignition  into  hyposulphite  and  sulphate  of  baryta.  When 
water  is  afterwards  poured  upon  the  dry  mass,  the  nitrate  of 
baryta  only  is  dissolved ;  sulphuric  acid  is  then  added  to  the 
solution,  and  from  the  weight  of  the  sulphate  of  baryta  obtained^ 
the  quantity  of  the  nitric  acid  is  calculated. 

*  In  this  experiment  it  is  necessary  not  to  use  too  large  a 
proportion  of  sidphuretted  hydrogen  to  separate  the  metallic 
oxyde,  as  small  an  excess  of  the  gas  as  possible  being  quite 
sufficient.  The  solution  should  likewise  be  diluted  with  a  large 
quantity  of  water  before  decomposing  it.  When  the  nitric  acid 
which  is  submitted  to  treatment  with  sulphuretted  hydrogen  is 
abundant,  and  not  much  diluted,  its  decomposition  may  produce 
some  ammonia,  a  phenomenon  to  which  Johnston  was  the  first 
to  call  the  attention  of  chemists. 

When  nitric  acid  is  combined  with  a  metallic  oxyde  capable 
of  being  completely  precipitated  from  its  solution  by  sulphuretted 
hydrogen  in  the  state  of  metallic  sulphuret,  the  combination 
being  at  the  same  time  insoluble  in  water,  which  is  the  case 
with  a  great  number  of  basic  nitrates,  the  salt  may  be  mixed 
with  a  large  quantity  of  water,  and  a  current  of  sulphuretted 
hydrogen  is  passed  through  the  mixture  imtil  it  ceases  to  be 
absorbed.  The  best  is  to  make  the  mixture  in  a  bottle  capable 
of  being  closed  with  a  glass  stopper.  When  sulphuretted 
hydrogen  has  been  passed  for  a  long  time  through  the  mixtiu^e, 
and  the  latter  smells  strongly  of  sulphuretted  hydrogen,  even 


NITROGEN.  617 

after  having  removed  the  apparatus  from  which  the  gas  was 
disengaged^  the  bottle  is  closed  up^  and  it  is  agitated  for  some 
time  in  order  to  decompose  the  portions  of  the  combination 
which  might  have  escaped  the  action  of  the  gas.  If,  on  opening 
the  bottle,  the  liquor  has  still  a  strong  odour  of  sulphuretted 
hydrogen,  the  decomposition  is  complete.  In  the  contrary  case, 
sulphuretted  hydrogen  must  be  again  passed  through  the  liquor. 
The  liquor  filtered  from  the  metallic  sulphuret  produced,  and 
which  contains  nitric  acid,  is  afterwards  treated  according  to 
the  method  which  I  have  prescribed  for  the  decomposition  of 
the  nitrates  which  are  soluble  in  water. 

The  nitrates  which  are  insoluble  in  water  may  also  be 
analysed  in  the  following  manner,  which  was  first  published  by 
MitscherUch,  junior: — A  certain  quantity  of  the  salt  to  be 
examined  is  weighed,  a  solution  of  sulphuret  of  barium  is  poured 
upon  it,  and  the  whole  is  left  in  digestion  in  a  bottle  which  can 
be  corked  up.  The  metallic  sulphuret  produced  is  collected  on 
a  filter,  and  a  current  of  carbonic  acid  is  passed  through  the 
filtered  liquor,  which  contains  nitrate  of  baryta  and  the  excess 
of  sulphuret  of  barium  employed.  This  current  of  carbonic  acid 
converts  the  sulphuret  of  barium  into  carbonate  of  baryta,  under 
disengagement  of  sulphuretted  hydrogen.  This  decomposition, 
however,  is  very  slow,  and  often  requires  that  the  current  of 
carbonic  acid  should  be  continued  for  twenty-four  hours. 
It  is  advisable  to  evaporate  the  whole  to  dryness,  and  to 
treat  the  dry  residuum  by  water,  which  dissolves  the  nitrate 
of  baryta  only,  the  quantity  of  which  is  determined  as  was  said 
above. 

When  either  this  or  the  preceding  methods  are  employed,  it 
is  necessary  to  pulverise  the  nitrate  insoluble  in  water,  as  finely 
as  possible,  before  weighing  it,  because  otherwise  it  might 
happen  that  portions  of  this  salt  would  escape  the  action  of  the 
sulphuretted  hydrogen  or  of  the  sulphuret  of  barium. 
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K  the  nitrate  to  be  analysed  contains  a  metallic  oxyde  which 
cannot  be  completely  precipitated  in  the  state  of  metallic  sol* 
pburet  from  a  neutral  solution  by  sulphuretted  hydrogen^  and 
can  be  so  precipitated  only  by  the  soluble  sulphurets  of  the 
alkaline  metals  or  earths^  which  is  the  case  with  the  oxydes 
of  manganese^  of  iron>  of  zinc,  and  of  cobalt,  the  solution  of 
such  a  salt,  or,  if  insoluble,  a  given  weight  of  its  powder^ 
is  treated  by  a  solution  of  sulphuret  of  barium  according  to 
the  n^ethod  which  has  been  described  before. 

When  the  compound  to  be  analysed  is  soluble  in  water,  and 
is  a  combination  of  nitric  acid  with  a  base  which  can  be 
precipitated  completely  from  its  solution  by  hydrate  of  baryta^ 
which  is  the  case  with  most  metallic  oxydes,  the  process  to 
be  followed  for  finding  the  quantity  of  the  nitric  acid  is 
much  more  simple.  A  certain  quantity  of  the  salt  is  weighed,  and 
put  in  digestion  with  an  excess  of  a  solution  of  hydrate  of 
baryta,  and  the  mixture  is  boiled.  The  whole  is  then  evapo- 
rated slowly  and  carefully  to  dryness,  and  the  dry  residuum  is 
treated  by  water,  which  dissolves  only  the  nitrate  of  baryta, 
leaving  carbonate  of  baryta  and  the  base  which  the  baryta  has 
precipitated. 

"When  the  solutions  of  nitrate  of  baryta  and  of  strontia  have 
to  be  analysed,  they  must  be  first  decomposed  by  sulphuric 
acid,  in  order  to  calculate  the  quantity  of  the  base  from  that  of 
the  sulphate  of  strontia  or  of  baryta  obtained.  A  solution  of 
hydrate  of  baryta  is  then  poured  in  the  filtered  liquor,  in  order 
to  remove  the  excess  of  sulphuric  acid  employed,  and  the  nitric 
acid  is  then  determined  by  the  process  which  has  been  mentioned 
several  times. 

*  The  methods  which  have  been  described  may  be  used  to 
determine  immediately  in  most  nitrates  not  only  the  quantity 
of  the  base,  but  likewise  that  of  the  nitric  acid.     When  these 
salts  contain  water  of   crystallisation,   the  loss   indicates   its . 
amount. 
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It  is  only  in  some  nitrates  that  the  quantity  of  the  nitric 
acid  cannot  be  determined  in  an  immediate  manner^  but  must 
be  calculated  from  the  loss.  This  is  the  case^  for  example^ 
with  the  combinations  which  nitric  acid  forms  with  the 
alkalies.  Such  salts  must  be  decomposed  by  sulphuric  acid^ 
and  from  the  quantity  of  sulphate  of  alkali  obtained  that  of 
the  alkaU  is  determined^  and  the  loss  indicates  that  of  the 
nitric  acid. 

When^  however^  a  solution  contains  nitrates  of  alkalies^  and 
the  operator  wishes  to  determine  accurately  the  quantity  of  the 
nitric  acid,  the  following  method  may  be  employed.  Sulphuric 
acid  is  added  to  the  solution,  and  the  whole  is  distilled  to 
dryness  in  a  retort,  at  a  moderate  heat ;  the  product  is  collected 
in  a  glass  receiver,  which  contains  a  solution  of  hydrate  of 
baryta.  The  operator  must  take  care  that  no  acid  is  lost  by 
volatilisation.  When  the  distillation  is  finished,  the  liquor  in 
the  receiver  is  evs4>orated  to  dryness,  and  water  is  poured  upon 
the  dry  residuum,  which  dissolves  the  nitrate,  and  leaves  the 
carbonate  of  barjrta.  The  latter  may  be  mixed  with  sulphate 
of  baryta  if,  during  the  distillation,  sulphuric  acid  has  passed 
over  in  the  receiver.  The  quantity  of  the  nitric  acid  is  deter- 
mined by  means  of  sulphuric  acid,  as  was  said  above.  This 
method  may  be  very  advantageously  employed  for  the  determi- 
nation of  the  mineral  or  well  waters  which  contain  nitrates. 

*  The  analysis  of  the  solid  nitrates  may  be  performed  like 
that  of  nitrogenised  organic  substances,  by  means  of  protoxyde 
of  copper,  as  will  be  shown  farther  on.* 


I  Count  Schaffgoitoch  proposed  to  determine  the  amount  of  nitric  acid  in 
anhydrous  insoluble  nitrates  by  fusion  with  borax,  as  follows  :— The  nitrate  to  be 
analysed  is  reduced  to  extremely  fine  powder  by  levigation,  and  mixed  with  about 
two  or  three  parts  of  perfectly  anhydrous  borax,  and  being  put  in  a  platinum  crud- 
We,  the  whole  is  weighed  and  submitted  to  a  gentle  heat,  graduaUy  augmenting 
until  the  mass  undergoes  tranquil  fusion.  The  whole  is  then  allowed  to  cool  and 
weighed  again ;  the  difference  between  the  original  wdght  indicates  the  quantity  of 
the  nitric  acid  contained  in  the  nitvate  operated  upon. — Ed. 
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DETERMINATION    OF  NITROUS    ACID. 

The  best  method  of  analysing  the  combinations  of  nitrous  acid 
consists  in  determining  the  quantity  of  base  which  they  contain^ 
and  estimating  that  of  the  acid  from  the  loss.  The  nitrates 
may  be  decomposed  by  sulphuric  acid,  and  their  composition 
calculated  from  the  weight  of  the  sulphate  obtained.  The 
nitrous  acid  may  also  be  destroyed  by  igniting  the  salt,  and  then 
determining  the  quantity  of  base  which  remains.  It  is  difScuIt 
when  these  methods  are  resorted  to,  to  ascertain  how  much 
water  of  crystallisation  the  combination  contains. 

*  The  method  of  calculating  the  quantity  of  the  nitrous  acid 
fit>m  the  loss,  after  having  determined  that  of  the  nitrates^  is  not 
the  only  one  which  can  be  employed  to  ascertain  the  quantity 
of  acid  contained  in  the  salts.     This  may  be  done  by  converting 
the  nitrous  into  nitric  acid,  from  the  quantity  of  which  that  of 
the  nitrous  acid  is  calculated.     The  best  manner  of  operating 
consists  in  mixing  a  certain  weight  of  nitrate  with  hydrate  of 
peroxyde  of  barium,  and  pouring  water  upon  the  mixture ;  the 
whole  is  then  left  in  digestion,  the  nitrous  acid  becomes  con- 
verted into  nitric  acid ;  the  excess  of  peroxyde  is  decomposed  by 
boiling,  which  thus  produces  hydrate  of  baryta  under  disengage- 
ment of  oxygen.     This  being  done,  the  quantity  of  the  nitrate 
of  baryta  produced  is  determined  as  was  said  (page  613). 

*  Instead  of  peroxyde  of  barium,  red  lead  or  peroxyde  of  lead 
might  be  used  for  the  purpose  of  transforming  nitrous  into  nitric 
acid.  But  as  nitric  acid  forms  with  protoxyde  of  lead  basic 
salts,  which  are  insoluble,  the  nitrate  of  lead  formed  cannot 
be  well  separated  from  the  excess  of  the  peroxyde  of  lead 
employed. 

*  The  nitrites,  like  the  nitrates  of  alkalies,  may  be  analysed  by 
means  of  protoxyde  of  copper. 

All  the  degrees  of  oxydisation  of  nitrogen  may  be  completely 
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decomposed  by  passing  their  vapour  over  red  hot  copper  or  iron. 
Dulong  was  the  first  who  employed  this  method  for  the  analysis 
of  anhydrous  nitrous  acid.  He  made  use  of  a  porcelain  tube^ 
into  which  he  introduced  a  known  weight  of  copper  or  iron 
wire,  well  scoured  and  in  great  excess.  The  two  extremities  of 
the  tube  were  furnished  each  with  a  cork  traversed  by  a  glass 
tube.  One  of  these  tubes  served  to  lead  the  gas  into  the  porce- 
lain tube,  the  other  served  for  its  exit  after  decomposition,  in 
order  to  measure  its  volume.  The  gas  issuing  from  the  porcelain 
tube,  was  passed  also  through  a  glass  tube  ftdl  of  chloride  of 
calcium,  in  order  to  deprive  it  of  all  moisture.  The  portion  of 
the  porcelain  tube  containing  the  metallic  wire  was  heated  to 
redness  and  the  gas  was  then  passed  through  it,  the  result  was  a 
production  of  peroxyde  of  iron  or  of  copper  and  nitrogen  gas. 
After  the  experiment,  the  metallic  wire  was  weighed,  in  order 
to  determine  the  weight  of  the  oxyde,  and  the  volume  of  the 
nitrogen  gas  collected  was  measured.  When  the  combination 
contains  water,  a  portion  of  it  is  absorbed  by  the  chloride  of 
calcium,  and  the  other  portion  is  decomposed  when  iron  has  been 
employed,  in  which  case  the  nitrogen  is  mixed  with  hydrogen. 
The  mixtures  of  nitrogen  gas  with  other  gases  are  analysed  in 
another  manner,  but  this  subject  will  be  treated  of  when  we 
come  to  speak  of  the  analysis  of  gases. 


Note  by  M.  E.  Peligot. 

*  The  quantitative  determination  of  the  nitrous  acid  of 
nitrites,  from  the  loss  which  these  salts  sustain  by  ignition,  may 
be  a  source  of  serious  errors,  especially  on  account  of  the  diffi- 
culty of  determining  the  water  of  crystallisation  in  an  accurate 
manner ;  the  operator  never  knows  exactly  how  to  portion  the 
loss,  and  thus  nothing  is  more  easy  than  to  mistake  for  water 
of  crystallisation  a  part  of  the  oxygen  belonging  to  the  axjid. 

*  This  confusion  may  be  avoided  by  the  use  of  the  following 
method,  by  which  I  have  been  enabled  to  distinguish  in  the 
products  which  resulted  from  the  contact  of  nitrate  of  lead. 
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dissolved  in  water  with  lead^  two  kinds  of  crystallisable  salts, 
the  one  formed  by  hyponitric  acid  NO^^  the  others  by  nitrous 

add  NO,. 

*  When  a  salt  formed  by  one  or  the  other  of  the  acids  is  put 
in  contact  with  acetic  acid^  taking  care  to  add  it  gradually  in 
order  to  prevent  the  liquor  firom  becoming  warm,  the  salt 
dissolves  without  producing  any  gas.  Thus,  whilst  the  mineral 
acids  disengage  nitrous  fumes  from  the  combinations,  acetic 
add,  even  in  the  concentrated  state,  and,  though  used  in  large 
excess^  dissolves  them  without  alteration,  provided  all  elevation 
of  temperature  is  guarded  against.  K,  then,  a  given  weight  of 
pure  peroxyde  of  lead  is  put  in  contact  with  this  solution,  after 
stirring  the  mixture  for  some  time,  the  nitrous  or  the  hyponitric 
add  is  converted  into  nitric  acid ;  the  result  of  this  experiment 
is  that  a  quantity  of  peroxyde  of  lead  proportionate  to  the 
quantity  of  the  oxygen  absorbed  is  dissolved,  so  that  the  nitrous 
add  dissolves  double  the  quantity  of  peroxyde  of  lead  than 
hyponitric  acid. 

*  The  soluble  mixture  of  the  nitrates  and  acetates  formed  is 
separated  from  the  remaining  peroxyde,  the  wdght  of  which 
oxyde,  previously  well  washed,  and  dried,  being  compared  with 
its  original  weight,  shows  the  quantity  which  has  been  dissolved 
by  a  given  weight  of  the  salt  submitted  to  analyses. 

*  It  is  essentially  necessary  that  the  peroxyde  of  lead 
employed  should  contain  no  protoxyde  nor  minium,  in  which 
state  it  can  be  obtained  only  by  repeated  washings  with  hot 
dilute  nitric  acid,  until  it  ceases  to  dissolve  anything.  More- 
over, this  substance  being  very  hygroscopic,  it  must  be  weighed 
in  the  same  external  conditions  before  and  after  its  contact 
with  the  salts  submitted  to  analyses,  and  with  the  acetic  acid. 


SEPARATION    OF    NITROGEN    FROM    PHOSPHORUS. 

The  combination  of  nitrogen  and  phosphorus,  which  is  non- 
volatile and  infusible  out  of  the  contact  of  the  air,  and  which 
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resists  the  most  powerful  reagents^  may  be  quantitatively 
analysed  as  follows  : — ^A  weighed  portion  thereof  is  mixed  with 
a  weighed  portion  of  recently  ignited  protoxyde  of  lead,  and 
nitric  acid  is  poured  upon  the  mixture.  The  whole  is  then 
evaporated  to  dryness,  the  dry  mass  is  carefully  ignited  imtil  all 
the  nitrate  of  lead  produced  is  completely  destroyed.  The 
phosphate  of  lead  remains,  the  quantity  of  which  is  determined 
from  the  excess  of  weight  which  the  protoxyde  of  lead  has 
acquired.  From  the  quantity  of  the  phosphoric  acid,  that  of 
the  phosphorus  contained  in  the  combination  is  calculated. 
That  of  the  nitrogen  is  known  from  the  loss ;  any  other  mode 
of  determining  it  is  attended  with  the  greatest  difficulties,  and 
does  not  yield  accurate  results. 

m 

SEPARATION    OF    NITROOEN    FROM    CHLORINE    AND    IODINE. 

The  ease  with  which  the  combination  of  nitrogen  and  of 
chlorine  or  iodine  is  decomposed,  renders  the  rigorous  analysis 
of  these  compounds  difficult  and  even  dangerous ;  considering 
that  these  compounds  are  resolved  into  their  elements  when  sub- 
mitted to  a  high  temperature,  this  process  might  be  employed 
to  determine  the  proportion  of  their  constituents;  but  it  is 
impossible  to  collect  completely  the  products  of  the  combustion, 
because  it  is  accompanied  by  a  violent  explosion.  When  such 
combinations  are  treated  by  copper  and  water,  compounds  of 
copper  and  of  chlorine  or  of  iodine  are  obtained,  whilst  nitrogen 
is  liberated.  The  quantity  of  the  chlorine  or  of  the  iodine  may 
be  accurately  determined  in  the  new  compounds  which  have 
been  thus  produced;  the  nitrogen  which  has  disengaged  is 
collected,  and  its  volume  is  measured. 

SEPARATION    OF    NITROOEN    FROM    CARBON ANALYSIS    OF   THE 

COMBINATIONS    OF    CYANOGEN. 

The  combinations  of  carbon  and  of  nitrogen  (cyanogen)  with 
other  substances  are  very  important.  They  may  be  analysed 
by  determining   accurately  the   quantity  of  the  metal,   and 
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calculating  that  of  the  cyanogen  from  the  loss.  Most  of  these 
combinations  are  converted  into  metallic  chlorides^  under 
disengagement  of  hydrocyanic  acid  gas^  when  treated  by 
muriatic  acid.  The  weight  of  the  metallic  chloride  produced 
is  determined^  and  thus  the  composition  of  the  metallic  cyanuret 
is  easily  founds  provided  the  latter  contains  no  water  of 
crystallisation. 

If  the  cyanogen  is  combined  with  such  metals  as  can  be 
precipitated  completely  from  their  solutions  by  sulphuretted 
hydrogen  in  the  state  of  metallic  sulphurets^-  this  gas  may  be 
employed  to  effect  the  decomposition^  even  when  the  cyanuret 
is  insoluble  in  water,  in  which  case  it  suffices  to  mix  the  latter 
with  water  and  to  pass  a  current  of  sulphuretted  hydrogen 
through  the  liquor.  The  metal  is  thus  converted  into  metallic 
sulphuret^  and  its  quantity  may  then  be  determined.  The 
liquor  filtered  from  the  metallic  sulphuret  contains  hydrocyanic 
acid. 

*  Chemists  have  not,  however,  examined  yet,  whether  all 
the  metals  which  are  capable  of  being  converted  into  sulphurets 
by  sulphuretted  hydrogen  lose  this  property  when  they  are  in 
the  state  of  simple  cyanides.  The  cyanides  of  mercuiy  and 
of  silver  may  be  thus  reduced,  both  of  them ;  the  first,  when  in 
the  state  of  solution  in  water,  and  they  are  completely  converted 
into  sulphurets  by  sulphuretted  hydrogen. 

If  the  operator  wishes  to  determine  the  quantity  of  the 
cyanogen  immediately,  he  may  do  it  in  the  following  manner : — r 
A  certain  portion  of  the  cyanuret  is  weighed  and  mixed  with  a 
suitable  quantity  of  protoxyde  of  copper,  and  the  mixture  is 
ignited.  The  cyanogen  is  converted  into  carbonic  acid  gas  and 
into  nitrogen  gas,  so  that  th^  gaseous  mixture  contains  two 
volumes  of  the  first  and  one  volume  of  the  second.  The  operator 
may  afterwards,  from  the  volume  of  this  gaseous  mixture, 
determine  the  quantity  of  the  cyanogen  which  was  contained  in 
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the  combination.  It  is  necessary,  however,  that  the  cyanogen 
be  not  combined  with  the  metal  of  an  alkali  or  of  an  alkaline 
earth.  All  the  precautions  which  it  is  necessary  to  take,  in 
order  to  obtain  an  accurate  residt,  will  be  described  fully  in  the 
next  chapter. 

The  double  metallic  cyanurets  are  much  more  frequently 
produced  than  the  simple  metallic  cyanurets,  and  the  com- 
binations of  that  kind  most  frequently  met  with  are  those  of 
iron  with  other  cyanurets.  That  which  renders  the  analysis  of 
these  cyanurets  more  difficult  than  that  of  the  simple  cyanurets 
is,  that  they  are  much  more  difficult  to  decompose  in  many 
cases ;  they  are  not  acted  upon  by  sulphuretted  hydrogen  even 
in  presence  of  metals  which,  when  contained  in  other  com- 
binations, are  completely  precipitated  from  their  solutions  by 
this  reagent  in  the  state  of  metallic  sulphurets.  According  to 
Rammelsberg,  the  combinations  of  the  cyanurets  of  cadmium, 
of  mercury,  and  of  silver,  with  other  metallic  cyanurets,  parti- 
cularly those  of  potassium  and  of  sodium,  are  easily  and 
completely  precipitated  from  their  solutions  by  sulphuretted 
hydrogen  or  hydrosidphuret  of  ammonia,  in  the  state  of  metallic 
sulphurets,  and  therefore  these  reagents  may  very  conveniently 
be  employed  to  analyse  them.  On  the  contrary,  the  combina- 
tions of  the  cyanurets  of  iron,  of  nickel,  of  cobalt,  of  copper,  of 
manganese,  of  zinc,  with  those  of  potassium  and  of  sodium,  are 
not  precipitated  from  their  solutions  in  the  state  of  sulphurets 
by  sulphuretted  hydrogen  or  hydrosulphuret  of  ammonia,  or  at 
least  are  precipitated  by  these  reagents  only  after  a  very  long 
time,  and  in  an  incomplete  manner. 

*  Several  other  reagents,  which  precipitate  completely  from 
other  liquors  the  metals  of  which  I  have  been  speaking,  for 
example,  the  solutions  of  alkalies,  do  not  precipitate  these  metals 
when  combined  with  cyanogen,  and  form  double  cyanurets. 

The  best  reagent  for  the  analysis  of  the  double  cyanurets  is 
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concentrated  sulphnric  acid,  and  yet  heat  must  be  applied^  for 
at  the  ordinary  or  at  alow  temperature  they  often  dissolve  them 
only^  without  decomposing  them.  When  the  decomposition  ia 
effected  with  the  application  of  heat^  it  must  be  increased  in 
order  to  volatilise  the  excess  of  sulphuric  acid.  From  the  quan- 
tity of  the  sulphates  obtained  the  composition  of  the  cyannret 
is  ascertained. 

In  some  cases^  however^  the  decomposition  of  these  double 
cyanurets  may  be  effected  as  follows : — ^A  given  weight  of  the 
combination  is  to  be  pulverised,  and  put  in  a  flask,  fuming  nitric 
acid  is  poured  upon  it,  and  the  whole  is  heated  for  a  long  time 
after  the  first  action  of  the  acid  is  over,  and  muriatic  acid  is  then 
added.  The  metals  which  are  combined  with  the  cyanogen  are 
thus  converted  into  oxydes.  It  is  necessary  to  digest  the 
combination  for  a  very  long  time  with  fuming  nitric  acid,  or 
aqua  regia,  in  order  that  the  decomposition  may  be  complete. 
When  fuming  nitric  acid  is  employed,  the  decomposition  is 
ordinarily  accompanied  by  a  disengagement  of  hydrocyanic  acid. 
From  the  quantity  of  the  metallic  oxydes  obtained  that  of  the 
metals  is  calculated,  that  of  the  cyanogen  is  afterwards  esti- 
mated from  the  loss,  if  the  combination  contained  no  water  of 
crystallisation.  The  use  of  concentrated  sulphuric  acid,  however, 
is  almost  always  preferable  for  the  purposetothat  of  nitric  acid, 
for  the  decomposition  by  the  latter  is  always  much  more  difficult 
and  often  incomplete. 

The  decomposition  of  the  combinations  of  cyanogen  may  also 
be  effected  in  many  cases,  by  peroxyde  of  mercury.  When  the 
solution  of  a  combination  of  that  kind,  or,  if  insoluble,  a  mix- 
ture of  its  powder  with  water,  is  boiled  with  an  excess  of  peroxyde 
of  mercury,  the  latter  substance  oxydises  the  metals  combined 
with  the  cyanogen,  whilst  the  reduced  mercury  unites  with  the 
latter,  and  produces  cyanuret  of  mercury  which  dissolves.  If 
the  combination  employed  contains  protocyanuret  of  iron,  or 
percyanuret  of  iron,  the.  iron  is  converted  into  peroxyde  of  iron. 
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which  separates.  A  long  digestion^  however^  is  necessary  to 
precipitate  it  completely.  It  is  then  collected  on  a  filter  and 
ignited;  after  ignition  pure  peroxyde  of  iron  remains^  the 
excess  of  peroxyde  of  mercury  which  was  mixed  with  the  latter 
having  been  volatilised.  This  method  of  analysis  does  not 
appear^  however,  to  deserve  being  much  recommended,  because 
peroxyde  of  mercury  does  not  effect  a  complete  decomposition. 
When  the  combination  of  cyanogen  contains  cyanuret  of  potas- 
sium, potash,  according  to  L.  Gmelin,  is  precipitated  along  with 
the  peroxyde  of  iron,  which  cannot  be  separated  by  washing. 

The  decomposition  of  the  double  cyanurets  may  also  be 
effected  by  ignition  in  the  air,  but  in  that  case,  they  must  be 
kept  for  a  long  time  exposed  to  a  red  heat,  especially  when  they 
contain  cyanuret  of  potassium,  or  of  sodium.  The  metals  of 
the  combination  are  then  obtained  in  the  state  of  oxydes,  which 
may  afterwards  be  separated  from  each  other. 

*  The  metals  of  some  of  the  double  cyanurets  may  be 
reduced  by  hydrogen  gas,  after  having  first  destroyed  the 
cyanogen  by  means  of  chlorine.  Bammelsberg  operating  upon 
the  double  cyanurets  of  gold,  of  platinum,  of  palladium,  and  of 
iridium,  at  times  evaporated  their  solution  to  dryness  with  aqua 
regia,  at  other  times  heated  the  dry  salts  in  a  current  of 
chlorine  gas  ;  in  either  case,  reduction  was  effected  by 
hydrogen  gas. 

If  the  operator  wishes  to  determine  immediately  the  quantity 

of  cyanogen  contained  in  such  combinations,  he  may  treat 

them  exactly  as  he  would  the  simple  metallic  cyanuret.    A 

certain  weighed  quantity  is  ignited  with  protoxyde  of  copper, 

and  the  quantity  of  the  cyanogen  contained  in  the  combination, 

is  determined  from  the  gaseous  mix.ture  obtained,  and  which 

consists  of  one  volume  of  nitrogen  gas,  and  two  volumes  of 

carbonic  add  gas.    If,  in  this  experiment,  water  is  obtained,  it 

existed  in  the  state  of  water  of  crystaHisation,  or  of  hygroscopic 

water  in  the  combination. 

s  s  2 
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It  is  often  very  easy  to  determine  the  quantity  of  the  water  of 
crystallisation  in  these  combinations  by  heating  them  gently, 
and  determining  that  quantity  of  water  from  the  loss  of  weight 
which  they  thus  sustain.  It  is  sufficient  to  keep  the  combina- 
tions of  protocyanuret  of  iron  with  cyanuret  of  potassium^  or  of 
sodium^  either  in  a  warm  place,  or  under  the  receiver  of  the 
air-pump  by  the  side  of  a  dish  of  sulphuric  acid,  to  deprive 
them  of  all  the  water  of  crystallisation.  On  the  contrary,  the 
combinations  of  protocyanuret  of  iron  with  cyanuret  of  barium, 
or  with  cyanuret  of  calcium,  obstinately  retain  a  small  portion 
of  their  water  of  crystallisation,  which  cannot  be  determined, 
except  by  decomposing  these  combinations  by  means  of  pro- 
toxyde  of  copper. 

With  respect  to  the  combination  of  cyanogen  with  oxygen, 
and  those  which  the  different  acids  of  that  body  produce  by 
their  union  with  the  bases,  the  best  method  of  analysing  them 
as  accurately  as  possible,  consists  likewise  in  determining  the 
quantity  of  base  which  they  contain.  When  the  operator  wishes 
to  find  immediately  the  quantity  of  cyanogen  contained  in  the 
acids,  a  given  weight  of  the  salt,  (the  quantity  of  the  base  of 
which,  and  consequently,  that  of  the  acid,  is  known)  is  heated 
with  the  protoxyde  of  copper.  In  this  experiment  the  operator 
should  obtain  a  gaseous  mixture  containing  two  volumes  of 
carbonic  acid  gas,  and  one  volume  of  nitrogen  gas ;  from  the 
volume  of  this  mixture,  the  quantity  of  the  cyanogen  is  deter- 
mined. In  order  to  estimate  the  quantity  of  the  base  in 
cyanates,  Wohler  recommends  the  following  method  in  addition 
to  those  which  are  employed  for  the  cyanurets.  A  current  of 
dry  muriatic  acid  gas  is  passed  over  a  weighed  quantity  of  the 
salt,  heated  by  means  of  a  spirit«lamp.  The  apparatus  described, 
(page  138),  and  again  reproduced  here,  may  be  used  for  the 
purpose. 

A  great  quantity  of  carbonic  acid,  and  of  muriate  of  ammonia, 
are  formed,  which  would  obstruct  the  orifice  of  the  tube,  if 
it  were  too  narrow.     The   muriate  of  ammonia  is   expelled 
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by  heat^  and  when  the  apparatus  has  cooled^  the  metallic 
chloride  produced  is  weighed^  from  which^  the  quantity  of  the 
base  becomes  known. 


As  cyanic  acid  is  easily  decomposed  into  ammonia  and 
carbonic  acid  in  those  of  its  combinations  which  are  soluble  in 
water,  owing  to  which  the  bases  are  converted  into  carbonates/ 
Wohler  recommends  to  take  advantage  of  this  property  to 
analyse  them.  The  salt  is  moistened  in  a  platinum  crucible, 
gently  dried,  and  ignited ;  this  treatment  is  repeated  several 
times^  and  at  the  end  the  operator  obtains  the  base  of  the 
cyanate  imited  with  carbonic  acid,  unless  the  latter  is  dissi- 
pated by  the  red  heat.  During  this  treatment  there  is  a 
disengagement  of  ammonia. 

The  cyanates  dissolved  in  water,  and  those  which  are  insoluble 
in  this  menstruum,  may  also  be  decomposed  by  muriatic  acid. 
The  whole  is  evaporated  to  dryness,  and  the  residuum  ignited, 
and  from  the  quantity  of  the  metallic  chloride  obtained, 
the  composition  of  the  salt  is  calculated.  The  bases  which 
were  combined  with  the  cyanic  acid  might  be  separated  from 
the  salts  dissolved  in  water,  according  to  the  methods  which 
have  been  described  before.  With  respect  to  the  cyanates 
which  are  insoluble  in  water,  it  is  sufficient  to  dissolve  them 
in  an  acid,  for  the  purpose  of  determining  quantitatively  the 
bases  contained  in  the  solution. 
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CHAPTER  LIIL 

HYDROGEN. 


DETERMINATION  OF  WATER. 

*  The  combination  of  hydrogen  and  oxygen  which  form 
water^  is  a  substance  so  very  common  that  its  quantitative 
determination  is  of  the  greatest  importance.  It  may  be  attained 
in  various  ways^  according  to  the  nature  of  the  bodies  with 
which  water  is  combined. 

*  All  substances  reduced  to  powder  absorb  moisture  from  the 
air — ^wherefore  the  weighing  of  pulverulent  precipitates^  after 
they  have  been  ignited,  leaves  a  slight  degree  of  uncertainty  in 
certain  substances,  such  as  silicic  acid,  protoxyde  of  copper,  8cc,, 
attracting  moisture  more  easily  or  more  rapidly  than  others. 
In  order  to  weigh,  after  ignition,  a  substance  which  has  been 
as  much  as  possible  deprived  of  this  moisture,  it  is  ignited  in  a 
covered  platinum  crucible,  and  the  crucible  is  put  in  a  small 
capsula,  and  surrounded  by  concentrated  sulphuric  acid,  a 
glass  bell  is  put  over  the  whole,  and  it  is  left  to  cool.  When 
completely  cold  it  is  weighed  with  all  possible  diligence. 

*  The  fused  precipitates,  for  example,  chloride  of  silver,  do  not 
attract  moisture,  and  may  remain  exposed  for  a  long  time 
without  increasing  in  weight. 

*  The  method  which  is  most  ordinarily  employed  to  deter- 
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mine  water  in  most  inorganic  substances  of  which  it  forms  an 
essential  constituent^  consists  in  igniting  a  small  quantity^ 
previously  weighed^  of  the  inorganic  substance  in  a  platinum 
crucible,  by  which  means  the  water  is  volatilised ;  after  cooling, 
the  residuum  is  weighed,  and  the  difference  of  the  two  weights 
indicates  the  quantity  of  water.  This  method  may  be  employed 
when  the  substance  to  be  ignited  is  not  capable  of  undergoing, 
by  this  treatment,  any  other  alteration  than  the  loss  of  its 
water. 

*  The  quantity  of  the  water  of  crystallisation  of  a  very 
great  number  of  salts  is  determined  by  this  method.  The 
platinum  crucible  in  which  the  salt  has  been  weighed  is  covered 
up  and  heated  very  slowly.  The  larger  the  quantity  of  the 
water  of  crystallisation  contained  in  the  salt,  the  more  slowly 
must  it  be  heated  in  order  to  avoid  all  chance  of  loss  by  pro- 
jection. Yet,  when  the  quantity  of  the  water  is  so  considerable 
that  the  salt  fuses  at  a  moderate  heat,  which  is  the  case,  for 
example,  with  several  of  the  salts  of  soda,  the  salt  must  be 
heated  very  slowly,  and  for  a  long  time,  in  a  platinum  crucible, 
so  that  it  may  not  fuse;  when  it  has  thus  lost  the  greatest 
portion  of  its  water,  the  heat  is  gently  increased,  and  ultimately 
it  is  ignited,  after  which  the  crucible  is  weighed. 

*  If  the  salt  is  not  decomposed  by  the  heat  of  an  argand 
spirit-lamp,  it  may  be  thus  heated  in  a  platinum  crucible  as 
strongly  as  possible,  because  there  are  certain  salts,  for  example, 
the  arseniate  and  phosphate  of  soda,  which  obstinately  retain 
a  small  quantity  of  water.  It  often  happens  that  when  the 
ignition  lasts  too  long,  the  salts  undergo  partial  decomposition; 
such  is  the  case,  for  example,  with  a  great  number  of  metallic 
sulphates.  In  that  case,  the  heat  must  not  exceed  incipient 
redness. 

*  Several  salts,  however,  being  heated  in  a  platinum  crucible, 
even  though  it  be  closed,  may,  whilst  they  lose  their  water. 
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absorb  oxygen  or  carbonic  acid  from  the  atmosphere,  and  thus 
pass  to  a  higher  degree  of  oxydisation,  or  in  the  state  of 
carbonates.  The  first  case  occurs,  for  example,  when  the  proto- 
salts  of  iron  which  contain  water  are  thus  treated;  several 
basic  salts  illustrate  the  second  case.  If  saline  substances 
have  to  be  deprived  of  their  water,  they  are  introduced  into  a ' 
small  retort  in  order  to  shelter  them  from  the  air  during  the 
ignition. 

*  The  operator  then  proceeds  in  the  following  manner : — 
a  bulb  is  blown  at  the  end  of  a  glass  tube,  so  as  to  form  a  small 
bottle.  The  glass  tube  taken  for  the  purpose  should  be  strong, 
in  order  that  the  bulb  may  not  be  softened  by  the  first 
impression  of  the  heat.  The  little  bottle  is  then  weighed,  and 
as  much  of  the  substance  as  he  wishes  to  examine  is  introduced 
into  it,  and  with  the  feather  of  a  quill  he  cleanses  the  tube,  or 
detaches  the  small  particles  which  might  adhere  to  it,  and  again 
weighs  the  bottle  to  know  the  weight  of  the  substance  experi- 
mented upon.  This  done^  the  tube  of  the  small  bottle  is  drawn 
out  to  a  point  at  about  one  inch  from  the  bulb,  and  it  is  bent 
so  as  to  form  a  small  retort ;  the  weight  is  again  taken.  The 
body  of  this  small  retort  is  now  heated  to  redness,  and  gradually 
augmented  to  the  highest  point  which  the  glass  can  bear. 
The  water  in  the  neck  of  the  retort  is  completely  expelled  by 
means  of  a  small  spirit-lamp.  When  aqueous  vapours  cease  to 
condense  in  the  neck  of  the  retort,  the  extremity  of  the  neck 
is  sealed  up  by  the  flame  of  the  spirit-lamp,  whilst  the  body 
of  the  retort  is  kept  red  hot,  taking  care  that  no  particle 
of  the  glass  is  chipped  and  lost.  The  whole  is  theii  allowed 
to  cool  completely ;  the  point  is  carefully  cut  oflf  with  a  file,  and 
the  retort  is  weighed  with  this  point.  The  loss  of  weight 
indicates  the  quantity  of  water  which  was  contained  in  the 
substance.  As  the  combination  has  cooled  out  of  the  contact 
of  the  air,  it  cannot  have  absorbed  either  oxygen  or  carbonic 
acid;  but  the  pointed  extremity  of  the  retort  having  been 
soldered  up  whilst  the  retort  was  still  red  hot,  the  air  contained 
in  it  is  very  rarefied,  so  that  if  this  extremity  were  not  cut  off 
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with  a  file,  a  greater  loss  of  weight  would  be  noted,  and  conse- 
quently, a  greater  quantity  of  water  than  was  really  contained 
in  the  compound  would  be  computed.  It  is  therefore  necessary 
to  allow  the  retort  to  become  filled  with  air  again,  whilst  the 
substance,  being  quite  cold,  can  no  longer  alter  it. 

If  the  operator  wishes  to  determine  the  quantity  of  the  water 
by  an  immediate  weighing,  not  only  in  the  substances  which 
have  been  just  mentioned,  but,  in  general,  in  all  those  &om 
which  this  liquid  may  be  expelled  by  heat,  the  retort  may  be 
put  in  communication  with  a  tube  filled  with  chloride  of  calcium, 
which  absorbs  the  water.  This  is  done  more  especially  when 
the  heat  expels  from  the  substance  under  examination  other 
volatile  bodies,  such  as  carbonic  acid,  for  example.  The 
apparatus  used  for  the  purpose,  and  the  process  employed,  have 
been  minutely  described,  (page  538). 


Bftrnftf^**™^ 


*  Several  salts  which  contain  water  of  crystallisation,  and 
which  consist  of  weak  bases,  often  lose,  when  heated  by  a  spirit- 
lamp,  not  only  their  water  of  crystallisation,  but  also  a  part,  or 
even  the  whole,  of  their  acid,  as  is  the  case,  for  example,  with 
sulphate  of  alumina,  persulphate  of  iron,  fee.  When  the  base 
and  the  acid  have  to  be  quantitatively  determined  in  these  salts, 
the  quantity  of  the  water  of  crystallisation  is  estimated  from 
the  loss.  The  water  may,  however,  be  determined  alone,  and 
in  a  very  exact  manner,  by  taking  a  weighed  portion  of  the  salt, 
reduced  into  powder,  mixing  it  with  from  four  to  six  times  its 
weight  of  protoxyde  of  lead,  recently  ignited,  and  accurately 
weighed.  The  mixture  is  effected  in  a  platinum  crucible,  it  is 
then  closed  up  with  its  cover  and  submitted  to  a  gentle  heat  at 
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first,  and  then  increaaing  it  until  the  protoxyde  of  lead 
to  fuse.  The  acid  of  the  weaker  base  unites  with  the  prptoxyde 
of  lead,  and  cannot  volatilise ;  the  loss  of  weight  is  therefore  due 
to  water  alone. 

Yet,  for  all  that,  the  perfectly  accurate  determination  of  the 
water  of  crystallisation  of  salts,  presents  the  grextlest  difficulties. 
Besides  the  water  of  crystallisation  which  the  salt  contains  in 
the  state  of  chemical  combination,  all  the  salts  which  have 
crystallised  in  aqueous  solutions,  contain,  besides,  a  certain 
quantity  of  water,  mechanically  enclosed,  and  the  proportion  of 
which  is  larger  or  smaller^  according  to  the  larger  or  smaller 
volume  of  the  crystals.  This  water  is  due  to  the  mother  water 
interposed  within  the  pores  of  the  crystals.  Large  crystals 
often  contain  several  per  cents.,  but  those  which  are  very  small 
ordinarily  contain  not  more  than  one  half  per  cent,  of  it.  Salts 
may  be  freed  &om  the  greatest  part  of  that  water  by  pulverising 
them,  and  leaving  them  exposed  upon  filtering  paper,  at  a 
temperature  of  about  30°  or  40°  cent.  Yet,  if  the  salts  are  of 
an  efilorescent  nature,  as  is  the  case  with  several  of  the  salts  of 
soda,  they  must  be  examined  immediately  after  pulverisation, 
in  order  that  they  may  not  lose  also  a  certain  portion  of  the 
water  chemically  combined  with  them.  If  the  salt  be  a  deli- 
quescent one,  it  may  be  dried  by  spreading  it  between  sheets  of 
filtering  paper,  putting  it  under  a  press,  and  renewing  the 
paper  until  it  ceases  to  become  moist,  after  which  the  salt  is 
rapidly  submitted  to  experiment. 

A  great  many  salts  contain  no  water  of  crystallisation,  but 
their  crystals  contain  water  mechanically  enclosed,  when  they 
have  been  obtained  from  an  aqueous  solution.  If  they  are  not 
capable  of  being  destroyed  by  ignition,  they  may  be  freed  from 
that  water  by  exposing  them  to  a  red  heat.  If,  on  the  contrary, 
they  are  decomposable  by  ignition,  as  is  the  case,  for  example, 
with  the  anhydrous  nitrates,  they  must  be  strongly  heated  only, 
in  order  to  expel  the  interposed  water,  but  ordinarily,  when 
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these  salts  are  exposed  to  heat^  they  decrepitate  with  much 
violence^  especially  if  their  crystals  are  large^  so  that  a  great 
portion  may  be  lost  unless  they  be  heated  in  a  well  closed 
crucible.  The  decrepitation  is  much  less  violent,  however,  if 
the  salt  before  being  heated  has  been  pulverised  as  finely  as 
possible,  and  left  for  some  time  in  a  place  moderately  warm. 

Some  of  the  salts  which  contain  water  of  crystallisation  lose  also, 
when  heated,  the  water  which  may  be  mechanically  interposed 
betwewi  their  crystals,  and  they  then  decrepitate.  The  only 
salts  subject  to  this,  are  those  which  contain  but  little  water  of 
crystallisation,  as,  for  example,  bisulphate  of  potash,  or  those  in 
which  this  water  is  an  essential  constituent,  so  that  they  are 
decomposed  when  it  is  expelled  by  heat,  as,  for  example,  hypo- 
phosphate  of  Ume. 

Many  salts  which  contain  water  of  crystallisation  are  decom- 
posed the  moment  they  begin  to  become  red  hot,  so  that  the 
quantity  of  water  which  they  contain  cannot  be  deducted  &om 
the  loss  which  they  experience  from  the  action  of  a  strong  heat. 
Yet  some  of  these  salts,  for  example,  the  nitrates,  may  be  com- 
pletely freed  from  their  water  when  they  are  exposed  at  a 
temperature  below  a  red  heat,  their  acid  not  being  decomposed 
at  that  temperature. 

Other  salts,  on  the  contrary,  especially  those  whose  bases  are 
combined  with  organic  acids,  cannot  be  thus  heated,  because 
they  would  be  decomposed.  Such  salts  should  then  be  reduced 
into  very  fine  powder,  and  placed  imder  the  receiver  of  an  air- 
pump,  near  concentrated  sulphuric  acid;  when  they  have 
remained  for  some  time  in  vacuo  under  the  receiver  they  are 
weighed,  and  from  the  diminution  of  weight  the  quantity  of 
water  which  they  have  lost  is  determined.  They  are  then 
replaced  under  the  receiver  of  the  air-pump,  again  left  for  some 
time  in  vacuo,  near  sulphuric  acid,  and  weighed  a  second  time. 
If  the  result  of  the  first  weighing  is  the  same  as  the  second,  the 
operator  concludes  that  the  salt  had  already  lost  all  its  water  at 
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the  first  weighing ;  but  if,  on  the  contrary,  the  two  weigliiiigs 
do  not  coincide,  the  salt  must  be  placed  a  third  time  in  Tacuo 
with  sulphuric  acid,  and  the  operation  is  repeated  until  the 
result  of  the  two  last  weighings  is  identical ;  the  loss  represents 
the  water. 

Some  of  these  salts,  however,  retain  their  water  of  crystal- 
lisation, or  at  least  part  of  it,  with  so  much  obstinacy  that 
they  cannot  be  freed  from  it,  in  which  case  the  following 
method  should  be  adopted  in  order  to  determine  the  quantity 
of  this  water  of  crystallisation.  A  certain  portion  of  the 
salt  is  to  be  weighed,  reduced  into  fine  powder,  and  introduced 
into  a  vessel  which  is  placed  in  a  capsula  full  of  hot  sand.  The 
temperature  of  the  sand  must  not  be  such  as  to  be  capable 
of  decomposing  the  salt.  The  capsula  is  then  put  near  con- 
centrated sulphuric  acid,  under  the  receiver  of  an  air-pump, 
and  a  vacuum  is  rapidly  made.  After  a  certain  time  the  salt 
is  weighed,  and  replaced  under  the  receiver.  When  some  time 
has  again  elapsed,  it  is  taken  out  and  re-weighed,  which  opera- 
tion must  be  repeated  until  the  two  last  weighings  agree  with 
each  other. 

*  Often,  in  order  to  expel  the  water  from  certain  substances, 
it  is  necessary  to  keep  them  exposed  to  heat  for  a  long  time, 
which  heat,  however,  should  not  be  too  high,  especially  if  the 
salt  is  an  organic  compound.  When  these  substances  have  a 
great  tendency  to  absorb  water  again  during  the  weighings, 
it  is  best  to  employ  the  following  apparatus,  which  was 
indicated  by  Liebig.     The  tube  A,  is  employed  to  receive  the 


substance,   which   must   be  previously  reduced  into  powder; 
it  (the  tube)  is  first  weighed  when  empty,  and  then  again,  after 
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the  eubstaoce  to  be  analysed  has  been  iDtroduced  into  it.  It  is 
connected  by  means  of  two  corks,  on  one  side  with  a  glass  tube  C, 
on  the  other  with  a  tube  D,  full  of  chloride  of  calciuin,  which 
conununicates  with  a  large  flask  full  of  water,  the  liquid  of 
which  may  be  removed  by  means  of  a  syphon,  E.  The  tube 
A  ia  introduced  into  the  iron  pan  B,  containing  either  Vater  or 
a  concentrated  solution  of  chloride  of  calcium,  the  temperature 
of  which  may  be  raised  from  50°  to  125°  cent.,  or  else  with  sand, 
by  means  of  which  a  much  higher  temperature  may  be  obtained. 
Ou  removing  the  water  from  the  bottle  by  the  syphon  E,  a 
current  of  air  is  determined  through  the  apparatus.     This  current 


of  air,  together  with  the  elevated  temperature,  rapidly  expels 
the  water  from  the  substance,  especially  if  another  chloride  of 
calcium  tube  is  adapted  to  the  tube  C.  Instead  of  the  bottle 
full  of  water  a  small  air-pump  may  be  employed. 

Instead  of  a  glass  bottle,  any  capacious  air-tight  vessel  may 
be  used,  which  must  be  connected  with  the  tube,  aa  represented 
in  the  figure,  and  from  which  the  water  may  be  let  off  by  a  cock, 
so  that  the  rapidity  of  the  flow  of  the  water  may  be  regulated. 


*  The  determination  of  the  water  of  crystallisation  of  salts, 
of  which  it  forma  an  essential  constituent,  and  which  are  decom- 
posed when  heated  before  parting  with  this  water,  is  attended 
with  many  difScuIties.  In  such  a  case  the  quantity  of  the 
water  is  ordinarily  determined  fi-om  the  products  of  the  decom- 
position.    Yet,  no  general  role  can  be  prescribed  in  this  respect. 
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because  the  methods  which  must  be  adopted  yaiy  with  the  con- 
stituents of  the  salt.  All  the  phosphites  and  hypophosphites, 
for  example,  belong  to  this  class. 

I  have  already  said  (page  450)  how  the  water  which  these 
salts  contain  can  be  determined. 

*  In  many  other  salts  which  contain  water,  as  an  essential 
constituent,  the  quantity  of  the  water  may  be  estimated  by 
taking  a  given  weight  of  the  salt,  igniting  it  as  will  be  indicated 
farther  on,  with  an  excess  of  protoxyde  of  copper  [pxyde 
cuivrique).  If,  besides  water,  the  combination  contains  hydro- 
gen also,  this  latter  substance  will  have  been  completely 
converted  into  water,  so  that  the  water  thus  produced  must  be 
deducted  from  the  total  weight  obtained. 

It  is  not  salts  only  which  contain  water,  most  acids  contain 
it  also;  but  generally  it  is  so  intimately  combined  with  the 
latter,  that  it  cannot  be  separated  from  them  by  a  heat  which 
otherwise  would  cause  it  to  be  volatilised.  In  such  aqueous 
acids  the  water  acts  as  a  base,  and  in  most  cases  it  contains  the 
same  quantity  of  oxygen  as  the  base  with  whicli  the  acid  forms  a 
neutral  salt.  Wherefore,  in  order  to  determine  its  quantity,  the 
operator  may  take  a  given  weight  of  tlie  aqueous  acid,  and 
saturate  it  by  a  base  capable  of  forming  an  anhydrous  salt  with 
the  acid ;  the  base  unites  then  with  it,  and  separates  the  water. 
The  weight  of  the  anhydrous  salt  is  then  determined,  and  if  the 
quantity  of  the  base  employed  is  known,  that  of  the  water  con- 
tained in  the  acid  may  be  at  once  estimated  by  deducting  the 
weight  of  the  salt  from  the  collective  weight  of  the  base  and  of 
the  aqueous  acid. 

Recently  ignited  protoxyde  of  lead  is  the  base  which  is  gene- 
rally employed  in  preference  in  this  process.  It  is  better  suited 
than  the  earths  and  the  alkalies  to  the  purpose,  because  it  does 
not  absorb  carbonic  acid  rapidly  from  the  air.  A  certain 
quantity  of  the  aqueous  acid  is  weighed,  it  is  dissolved  in  water, 
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and  an  excess  of  protoxyde  of  lead  is  added  to  it.  The  whole 
is  then  evaporated  to  dryness^  and  the  residuum  is  ignited^  if 
this  may  be  done  without  decomposing  the  acid  of  the  salt  of 
lead.  If,  on  the  contrary,  the  acid  is  decomposable  by  ignition, 
the  residuum  must  be  left  for  a  long  time  in  a  warm  place,  in 
order  that  all  the  water  may  evaporate.  The  loss  of  weight  of  the 
calcined  or  dried  mixture  of  the  salt  of  lead  and  of  the  excess  of 
protoxyde  of  lead  employed  indicates  the  water  which  was 
combined  with  the  acid. 

If  the  aqueous  acid  forms  with  a  base,  a  neutral  and 
anhydrous  compound  which  is  perfectly  insoluble,  it  is  sufficient 
to  mix  together  the  aqueous  solution  of  a  knowli  weight  of 
the  aqueous  acid,  and  that  of  a  salt  of  that  base,  in  order  to 
find,  from  the  quantity  of  the  neutral  insoluble  salt  obtained, 
that  of  the  water  which  existed  in  the  acid.  The  various  com- 
binations of  sulphuric  acid  with  water  are,  however,  the  only 
ones  in  which  the  quantity  of  the  latter  may  be  thus  determined. 
A  given  weight  of  the  aqueous  acid  is  to  be  dissolved  in  a  large 
quantity  of  water,  and  a  solution  of  chloride  of  barium  is  added 
to  the  liquor.  Prom  the  quantity  of  sulphate  of  baryta  obtained, 
that  of  the  sulphuric  acid  is  calculated,  and  it  is  then  easy  to 
estimate  the  quantity  of  the  water  with  which  the  acid  was 
combined  before. 

Other  acids,  for  example,  phosphoric  acid,  arsenic  acid,  &c., 
form,  in  combining  with  bases,  salts  which  are  insoluble  in 
water,  and  yet  the  above  process  cannot  be  employed  to  find 
the  quantity  of  water  which  they  contain,  because  they  form, 
with  a  same  base,  several  salts  which  are  insoluble  in  water, 
the  neutral  salt  being  precipitated,  not  in  a  pure  state,  but 
very  often  mixed  with  basic  salts,  even  when  the  dissolved 
acid  has  been  exactly  neutralised  by  ammonia.  A  special 
analysis  should  then  be  made  for  determining  the  quantity  of 
base  existing  in  the  precipitate  which  has  formed.  But  such 
an  analysis  is  more   difficult    still,   and  the  result   obtained 
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is  always  very  inaccurate^  because  it  very  often  happens 
that  the  combination  produced  is  not  absolutely  insoluble 
in  water.  The  best  is^  therefore^  to  determine  the  quantity 
of  water  in  these  acids  by  means  of  protoxyde  of  lead,  accord- 
ing to  the  method  described  before,  and  which  was  indicated 
also  (pages  331,  543). 

When  the  operator  wishes  to  determine  the  quantity  of 
water  contained  in  an  aqueous  add  in  the  solid  state,  it  is 
sufficient  to  take  a  given  weight  of  it  and  to  mix  it  with  a  known 
weight  of  protoxyde  of  lead,  recently  ignited,  and  to  expose  the 
whole  to  a  red  heat,  provided  the  combination  thus  produced 
is  not  capable  of  being  decomposed  by  that  temperature.  The 
quantity  of  the  water  is  then  estimated  from  the  loss  of  weight. 
If  the  acid  forms  with  the  protoxyde  of  lead,  a  very  fusible 
combination,  which  is  very  often  the  case,  the  protoxyde  of  lead 
is  put  over  the  acid  in  a  platinum  crucible,  and  the  whole  is 
then  heated  with  care.  When  the  salt  of  protoxyde  of  lead 
which  results  from  the  reaction  undergoes  a  sUght  decomposition 
by  ignition  in  the  air,  the  experiment  must  be  performed  in  a 
retort,  taking  care  not  to  heat  it  too  strongly,  for  fear  of  the 
protoxyde  of  lead  attacking  the  glass. 

Several  bases  contain  also  water  in  the  state  of  chemical 
combination,  to  separate  it  from  some  of  which  a  strong  heat 
is  required,  whilst  a  few  others  resist  the  strongest  heat,  and  do 
not  part  with  their  water,  such  as,  for  example,  potash  and 
soda.  The  quantity  of  water  contained  in  the  latter  substances 
is  ascertained  by  dissolving  a  known  weight  of  the  base  in  a 
little  water,  and  then  supersaturating  the  solution  by  means  of 
an  acid  capable  of  forming  a  neutral  salt  with  that  base,  which 
cannot  be  decomposed  by  ignition,  and  from  which  the  excess 
of  acid  employed  may  be  easily  expelled.  Sulphuric  acid  may 
be  employed  for  the  purpose,  or  better  still,  muriatic  acid, 
because  it  is  much  more  difficult  to  expel  the  excess  of  sulphuric 
acid  completely  from  sulphate  of  potash  or  of  soda,  than  that  of 
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muriatic  acid  from  chloride  of  potassium  or  of  sodium.     From 
the   quantity  of  neutral   anhydrous  sulphate,   or   chloride   of 
alkali^  the  quantity  of  the  dry  alkali  is  calculated,  which  gives 
the  quantity  of  the  water  with  which  it  was  combined  before. 

It  is  scarcely  possible  to  indicate  other  general  methods  of 
determining  the  quantity  of  water  contained  in  combinations.  I 
have  explained  in  the  preceding  paragraphs  the  particular 
processes  which  should  be  employed  to  determine  quantitatively 
this  water  in  compound  substances  which  cannot  be  analysed  in 
this  respect  by  the  ordinary  method,  that  is  to  say,  by  heating 
the  substance. 

*  Some  peculiar  precautions  must  be  taken  for  the  determi- 
nation or  elimination  of  water  contained  in  organic  substances; 
I  shall  explain  them  farther  on. 


ANALYSIS    OF    MINERAL    WATERS. 

*  The  quantitative  analysis  of  mineral  waters  from  their 
frequent  employ  in  medicine  is  extremely  important.  I  have 
given  in  the  first  part  of  this  work  the  names  of  those  substances 
which  have  been  hitherto  found  in  them,  and  which  should  be 
more  particularly  attended  to.  The  course  of  the  analysis  of  the 
various  mineral  waters  is  very  often  identical  when  they  do  not 
contain  other  constituents  than  usual. 

*  The  analysis  of  the  water  of  salt-springs,  of  wells,  of  ordi- 
nary springs  and  of  sea-water  is  performed  nearly  in  the  same 
manner  as  for  several  mineral  waters. 

*  The  mineral  waters  which  are  intended  for  analysis  ordi- 
narily contain  a  great  number  of  volatile  substances,  which, 
when  they  are  left  for  a  long  time  exposed  to  the  air,  are  dissi- 
pated some  time  without  having  been  decomposed  by  the  air,  such 
as  carbonic  acid  gas ;  at  other  times  after  decomposition,  as,  for 
example,  sulphuretted  hydrogen  gas.     Certain  mineral  waters 
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contain  such  an  abundance  of  carbonic  acid^  that  when  pre 
served  in  well  corked  bottles^  a  portion  of  the  liquid  is  projecte 
and  is  lost^  on  removing  the  cork.  In  order  to  determine  th 
quantity  of  the  gaseous  substances  contained  in  these  waten 
a  particular  method  is  employed^  which  will  be  explaine 
farther  on. 

*  In  a  great  number  of  mineral  waters  the  gaseous  substance 
which  they  contain  in  a  &ee  state^  are  in  extremely  amal 
quantity^  and  sometimes  as  inconsiderable  as  that  of  the  ordinar 
atmospheric  air  which  they  absorb  when  left  exposed  for  a  louj 
time.  When  such  waters  are  quantitatively  analysed^  thes 
gases  are  ordinarily  neglected.  To  this  class  well-water,  sea 
water^  and  that  of  salt-springs  belongs  all  of  which  have  remained 
for  a  long  time  in  contact  with  the  air.  In  such  waters  th< 
operator  determines  only  the  quantity  of  the  fixed  constituents 
which  is  done  in  the  same  manner  as  for  analysing  the  minera 
waters  which  contain  several  gaseous  substances  in  the  free  state 

ANALYSIS  OF  THE  MINERAL  WATER  (CALLED  ALKALINE)  WHICI 
BESIDES  FREE  CARBONIC  ACID^  CONTAINS  A  LABOB  FBa 
PORTION  OF  CARBONATES  OF  ALKALIES  AND  OF  EABTHI 
IN    SOLUTION. 

DETERMINATION    OP  THE  FIXED  CONSTITUENTS   OF  THE    MINERAI 

WATER. 

*  In  order  to  be  able  to  measure  exactly,  without  much 
trouble,  the  quantity  of  the  mineral  water  experimented  upon,  a 
flask,  provided  with  a  glass  stopper,  of  a  well-known  capacity, 
and  which  is  known  to  contain  so  much  distilled  water  at  a 
certain  temperature  is  employed,  the  stopper  being  so  placed 
that  the  bottle  is  entirely  full,  and  without  a  single  air-bubble. 
This  flask  is  then  filled  with  the  mineral  water  under  examina- 
tion, and  it  is  .weighed,  in  order  to  ascertain  the  specific  gravity 
of  the  water.  The  same  flask  must  be  used  during  all  the  course 
of  the  analysis,  not  only  to  detect  the  quantities  of  the  fixed 
constituents  contained  in  the  volume  of  mineral  water  operated 
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upon^  but  also  if  the  operator  possesses  a  sufficient  quantity  of 
the  water^  to  determine  separately  one  or  the  other  of  the  consti- 
tuents in  a  known  quantity  of  that  water. 

*  If  the  mineral  water  contains  much  carbonic  acid ;  before 
taking  the  specific  gravity,  it  must  be  left  in  an  open  vessel 
until  bubbles  cease  to  be  deposited  on  the  inside  of  the  vessel. 
Sometimes  a  precipitate  is  produced  at  the  same  time;  this 
precipitate  consists  generally  of  peroxyde  of  iron  which  was  kept 
in  solution  in  the  water  by  &ee  carbonic  acid.  This  precaution 
is  necessary,  and  must  be  observed  for  all  the  quantities  of 
the  mineral  water  which  the  operator  intends  to  devote  to  the 
research  of  the  fixed  constituents. 

*  A.  The  contents  of  one  or  of  several  flasks  is  carefully 
evaporated  to  dryness.  This  had  better  be  done  in  a  counter- 
poised platinum  capsula,  but  if  such  a  capsula  is  not  at  hand, 
one  of  porcelain  or  of  glass  may  be  employed.  The  evaporation 
must  take  place  at  a  very  gentle  heat,  without  ever  allowing  the 
water  to  boil.  The  operator  likewise  must  take  care,  as  indeed 
in  all  such  evaporations,  to  cover  the  capsula  with  filtering 
paper,  in  order  that  no  dust  may  fall  in  the  water.  After 
evaporating  to  dryness,  the  heat  is  increased  under  the  capsula 
to  incipient  redness.  It  is  then  weighed  again,  and  the  quan- 
tity of  the  fixed  constituents  contained  therein  becomes  thus 
known. 

*  Most  mineral  waters  contain  larger  or  smaller  quantities  of 
organic  matter  in  solution,  owing  to  which  the  fixed  constituents 
of  such  waters  become  brownish  or  black  when  strongly 
ignited.  It  is  not  possible  to  determine  with  accuracy  the 
quantity  of  organic  matter  contained  in  the  mineral  water, 
for  if  evaporated  only  to  such  a  point  that  the  organic  matter  is 
not  destroyed,  its  hygroscopic  property  renders  it  difficult  to 
determine  the  quantity  of  the  fixed  constituents.  It  is  better, 
therefore,  to  ignite  the  fixed  residuum  in  the  air  until  the 
organic  matter  is  almost  entirely  destroyed,  provided  it  is 

T  T  & 
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not  too  abundant^  or  its  exact  nature  is  not  a  matter  of  parti- 
cular inquiry.  When  this  organic  matter  is  contained'  in  too 
large  quantities  in  the  mineral  water^  it  is  often  difficult 
to  destroy  it  by  heat^  and  it  often  happens  that  in  burning  it 
some  of  the  inorganic  constituents  of  the  water  are  decomposed 
also/ 

*  When  the  mineral  water  contains  only  very  few  fixed 
substances^  and  the  operator  is  consequently  obliged  to  evaporate 
a  great  quantity  of  it  in  a  capsula  too  large  to  be  counterpoised, 
he  is  often  under  the  necessity  to  forego  the  quantitative 
determination  of  these  fixed  constituents^  because  it  is  veiy 
difficult  to  transvase  them  firom  a  large  capsula  into  a  small 
one^  because  some  of  these  constituents  stick  with  great  force 
during  the  evaporation  to  the  sides  of  the  vessel^  from  which 
they  cannot  be  detached. 

In  such  a  case  it  is  not  necessary  to  evaporate  the  mineral 
water  to  dryness,  but  only  imtil  the  soluble  salts  crystallise. 

*  B.  The  fixed  substances  which  have  been  weighed,  or  the 
mass  which  has  not  been  completely  dried,  must  now  be  treated 
by  water.     The  substances  which  arc  insoluble  in  water   are 
collected  and  washed  upon  a  weighed  filter  as  small  as  possible ; 
they  are  then  dried  as  much  as  practicable  and  weighed.     They 
consist  principally  of  silicic  acid,  of  earthy  carbonate,   and  of 
carbonate  of  peroxyde  of  iron,  which  ordinarily  existed  in  solu- 
tion in  the  water  in  the  state  of  bicarbonates ;  sometimes,  also, 
they  contain  phosphoric  acid  and  even  combinations  of  fluorine. 
If  the  fixed  constituents  have  been  heated  too  strongly  after  the 
evaporation  of  the  water,  the  carbonate  of  magnesia,  if  present, 
may  have  lost  its  carbonic  acid. 


*  In  order  to  determine  the  amount  of  organic  matter,  a  known  portion  of  the 
water  containing  it  should  be  mixed  with  carbonate  of  soda  and  evaporated  to  dryiies8  * 
tlie  residuum  should  tlien  be  treated  by  boiling  water,  filtered,  and  evaporated  to 
dryness,  at  a  temperature  not  above  140*  cent  (284"  Fahr.),  until  tlie  weight 
remains  constant.  This  dry  residuum  is  tlien  exposed  at  a  low  red  heat,  luitil  tho 
black  colour  of  the  mass  is  destroyed.  The  difference  of  weight  before  and  after 
the  ignition  indicates  the  quantity  of  the  organic  matter. — Ed. 
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The  silicic  acid  which  exists  in  mineral  waters  is  probably,  in 
most  cases,  one  of  the  constituents  of  the  organic  subsances. 
It  is  very  probable  that  it  is  owing  to  the  presence  of  certain 
animalcula  with  silicious  coat  {Bacillarue  and  NavicuUe). 

*  It  is  possible  that  this  may  be  also  the  case  with  the 
peroxyde  of  iron  of  mineral  waters,  when  this  oxyde  does  not 
exist  in  solution  therein,  but  forms  an  ochreous  deposit.  This 
deposit  consists  often  of  animalcula  or  infusoria  with  coating  of 
peroxyde  of  iron  with  a  little  silicic  acid.  [Gallionella  ferruginea 
et  auricJialcea  of  Ehrenberg.) 

*  C.  If  the  analysis  is  required  to  be  strictly  accurate,  the 
solution  of  the  salts  soluble  in  water  may  be  evaporated  again 
to  dryness,  and  the  residuum  ignited.  The  object  of  this 
experiment  is  to  determine  their  weight  in  an  immediate  manner, 
and  not  from  the  loss  which  is  indicated  after  ha\ing  weighed 
the  insoluble  salt.  When  the  weight  of  the  latter  has  been 
determined  with  sufficient  accuracy,  this  evaporation  may  be 
dispensed  with. 

*  When,  however,  the  solution  has  been  evaporated,  the 
salts,  after  being  weighed,  are  dissolved  in  water;  it  sometimes 
happens  that  the  latter  leaves  a  very  small  residuum,  which 
ordinarily  is  magnesia,  the  weight  of  which  must  be  determined. 

*  The  liquor  is  afterwards  carefully  supersaturated  with 
acetic  acid,  and  then  again  evaporated  to  dryness.  If  the 
alkaline  salt  had  dissolved  a  little  silicic  acid,  the  latter  remains 
behind ;  in  the  contrary  case  the  solution  is  clear. 

*  The  evaporation  may  be  dispensed  with  when  the  quantity 
of  silicic  acid  in  the  water  is  very  slight. 

*  If,  however,  the  liquor  have  been  evaporated,  it  is  to  be 
filtered  &om  the  silicic  acid,  and  it  is  then  found  to  contain  no 
other  acid  than  sulphuric  and  muriatic  acids.  The  saturation 
by  acetic  acid  expelled  the  carbonic  acid  which  was  contained  in 
the  soluble  salts. 

*  A  solution  of  acetate  or  of  nitrate  of  baryta  is  poured  in 
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the  liquor^  to  which  acetic  or  nitric  acid  has  previously  be 
added.  The  sulphate  of  baryta  obtained  is  ignited  and  weighe 
and  from  its  quantity^  that-'of  the  sulphuric  acid  whicli  exists 
in  the  mineral  water  is  calculated.  When  carbonate  of  alki 
was  amongst  the  soluble  salts^  the  mineral  water  contai 
nothing  else  than  the  above  acids. 

*  To  the  liquor  which  has  been  separated  from  the  sulpha 
of  baryta  produced^  a  solution  of  nitrate  of  silver  is  added 
order  to  precipitate  the  muriatic  acid  in  the  state  of  chloride 
silver,  the  quantity  of  which  is  accurately  determined.     Tl 
salt  contains,  then,  all  the  chlorine  which  existed  in  the  minei 
water. 

.  *  If  the  mineral  water  contains  a  combination  of  iodin 
iodide  of  silver  is  precipitated  with  the  chloride  of  this  mets 
Ammonia  may  be  employed  in  the  analysis  of  mineral  water 
to  separate  it  from  the  latter. 

*  If  a  combination  of  bromine  be  present^  bromide  of  ailvi 
is  precipitated  also. 

*  I  have  shown  (pages  603,  609)  how  bromine  can  be  sepa 
rated  from  iodine  when  the  quantity  of  the  mineral  water  is  i: 
sufficient  abundance. 

*  As  it  is  of  the  highest  importance,  in  these  analyses,  t« 
determine  with  great  accuracy  the  proportion  of  the  sulphuri* 
and  of  the  muriatic  acids,  it  is  advisable,  if  a  great  quantity  o 
mineral  water  can  be  had,  to  operate  upon  fresh  portions  of  th< 
water,  in  order  to  determine  these  two  acids.  A  portion  thereof 
equal  in  bulk  to  the  capacity  of  the  flask  spoken  of  above 
is  devoted  to  the  determination  of  the  sulphuric  acid.  Muriati( 
acid  is  then  added  to  the  water,  and  a  solution  of  chloride  o 
barium  is  poured  in,  which  precipitates  the  sulphuric  acid  ii 
the  state  of  sulphate  of  baryta.  It  is  not  necessary  to  deter 
mine  the  sulphuric  acid  separately,  when  the  mineral  wate] 
contains  a  little  phosphate  of  alkali  amongst  its  soluble  salts 
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for,  as  will  be  seen  farther  on,  the  determination  of  the  sul- 
phuric acid  may  be  effected  in  an  accurate  manner  sim\il- 
taneously  with  that  of  the  phosphoric  acid. 

*  Another  volume  of  mineral  water,  equal  to  the  capacity  of 
the  bottle,  is  acidified  with  nitric  acid,  and  a  solution  of  nitrate 
of  silver  is  poured  into  it,  in  order  to  ascertain  the  quantity  of 
the  muriatic  acid. 

*  D.  The  base  of  the  acids  in  the  soluble  salts  is  ordinarily 
soda.  The  mineral  water,  however,  may  contain  potash,  or 
even  lithia.  Very  small  quantities  of  phosphoric  acid  may  even 
be  combined  with  these  alkalies,  though,  if  lithia,  and  especially 
lime,  be  present,  they  may  be  almost  imponderable. 

*  Another  volume  of  the  mineral  water  is  treated  as  above, 
(see  B.,)  in  order  to  obtain  a  fresh  quantity  of  the  fixed  consti- 
tuents, which  must  be  submitted  to  the  same  process  as  before, 
in  order  to  separate  the  soluble  from  the  insoluble  salts.  The 
solution  of  the  soluble  salts  is  supersaturated  by  means  of 
muriatic  acid,  and  chloride  of  barium  is  poured  in  for  the 
purpose  of  separating  the  s\ilphuric  acid.  The  siilphate  of 
baryta  thus  obtained,  may  be  determined  from  its  weight, 
which  should  be  compared  with  that  of  the  former  analysis,  the 
result  of  which  it  shoiild  thus  confirm.  The  liquor  filtered 
therefrom  is  evaporated,  in  order  to  reduce  it  to  a  smaller  bulk, 
and  it  is  then  poured  in  a  flask  capable  of  being  closed,  and  in 
which  it  is  slightly  supersaturated  with  ammonia.  If  a  small 
quantity  of  phosphoric  acid  is  present,  it  will  be  precipitated 
after  some  time,  in  the  state  of  phosphate  of  baryta,  the  liquor 
being,  of  course,  sheltered  from  the  contact  of  the  air.  This 
salt  is  collected  on  a  filter,  as  much  out  of  the  contact  of  the  air 
as  possible,  and  if  in  sufficient  quantity  it  is  weighed.  When 
even  its  quantity  admits  of  weighing,  it  is  always  too  small  to 
allow  of  the  phosphoric  acid  being  determined  in  the  manner 
which  has  been  indicated  (page  439).  It  may  be  considered 
as    an  intermediary   basic    phosphate   of   baryta   (phosphate 
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containing  fonr-fifths  of  phosphoric  acid)  and  the  phosplioric  acid 
which  it  contains  is  calculated  from  these  data, 

*  The  liquor  filtered  from  the  phosphate  of  baryta,  (if  any 
was  present^)  is  mixed  with  an  excess  of  a  solution  of  "carbonate 
of  ammonia^  in  order  to  eliminate  the  baryta^  and  after  having 
collected  the  carbonate  of  baryta  upon  a  filter,  the  liquor  is 
evaporated  to  dryness.     The  dry  residuum  is  ignited  to  expel 
the  muriate  of  ammonia^  and  it  consists  of  chloride  of  sodium ; 
but  it  may  contain  also  chloride  of  potassium^  or  even  chloride 
of  lithium.  The  ignited  salt  is  dissolved  in  water^  and  a  solution 
of  chloride  of  platinum,  or  of  soda-chloride  of  platinum  is 
added,  the  whole  is  evaporated  to  dryness  at  a  very  gentle  heat, 
and  the  residuum  is  dissolved  in  alcohol  of  specific  gravity,  0-84. 
If  the  mineral  water  contained  potash,  there  remains  an  inso- 
luble potash-chloride  of  platinum,  from  the  quantity  of  which, 
that  of  the  chloride  of  potassium  is  determined,  which  must  be 
deducted  from  that  of  the  chloride  of  sodium,  the  exact  quantity 
of  which  is  now  accurately  known,  provided,  of  course,  that  no 
chloride  of  lithium  is  present. 

E.  If  the  presence  of  lithia  is  suspected  in  the  mineral  water, 
or,  if  the  qualitative  analysis  has  already  shown  that  it  exists 
therein,  and  as  its  quantity  is  always  inconsiderable,  the  whole 
of  the  soluble  salts  obtained  from  the  dry  residuum  of  a  large 
volume  of  water  of  a  known  weight,  must  be  devoted  to  its 
determination.  To  the  solution  of  these  salts,  a  solution  of 
phosphate  of  soda,  with  a  little  carbonate  of  soda,  is  added,  the 
whole  is  evaporated  to  dryness,  and  the  double  phosphate  of 
soda,  and  of  lithia,  is  obtained  in  the  manner  which  has  been 
indicated  before  (page  13).  The  operator  calculates  the  quantity 
of  chloride  of  lithium  to  which  it  corresponds,  and  it  is  deducted 
from  the  chloride  of  sodium  obtained. 

*  When  the  quantity  of  soda  and  the  small  quantities  of  potash 
and  of  lithia  have  been  determined, — when,  on  the  other  hand, 
the  operator  has  ascertained  how  much  sulphuric  and  muriatic 
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acids  the  mineral  water  contains^  the  quantity  of  the  sulphate 
of  soda  and  of  the  chloride  of  sodium  are  calculated,  and  from 
the  loss,  that  of  the  carbonic  acid  and  of  the  carbonate  of  soda. 
The  small  quantity  of  potash  may  be  calculated  as  sulphate  of 
potash,  and  that  of  lithia  as  carbonate  of  lithia ;  but  this  method 
of  proceeding  is  somewhat  empirical,  for  it  is  admitting  that  in 
the  saline  mixture  the  strongest  bases  are  combined  with  the 
strongest  acids. 

*  The  carbonate  of  soda  contained  in  the  mineral  water  can 
be  determined  in  another  manner.  According  to  Liebig,  a 
known  weight  of  the  mineral  water  is  taken,  and  its  insoluble 
constituents  (A.,  B.)  are  separated,  muriate  of  ammonia  is  added 
to  the  solution,  the  latter  is  carefully  evaporated  to  dryness, 
and  the  residuum  is  ignited,  until  all  the  ammoniacal  salts 
are  dissipated.  Under  the  influence  of  heat,  the  muriate  of 
ammonia  decomposes  the  alkaline  carbonates,  and  there  remains 
a  quantity  of  metallic  chloride,  corresponding  to  that  of  the 
carbonates.  The  residuum  is  dissolved  in  water,  and  the  solu- 
tion is  again  precipitated  by  solution  of  nitrate  of  silver  (the 
solution  having  been  first  acidified  with  a  few  drops  of  nitric 
acid),  which  yields  more  chloride  of  silver  than  in  the  deter- 
mination of  chlorine  mentioned  at  C.  This  latter  quantity  is 
deducted  from  the  former,  and  from  the  excess  of  chloride  of 
silver,  the  quantity  of  the  carbonate  of  soda  is  calculated  by 
means  of  the  tables. 

*  F.  We  have  now  to  describe  the  process  to  be  followed  for 
analysing  the  constituents  of  the  mineral  waters  which  were 
insoluble  in  the  water,  by  which  the  residuum  of  the  evaporation 
was  treated.  They  must  be  dissolved  in  nitric  acid,  and  their 
solution  is  evaporated  to  dryness.  The  operation  should  be 
performed  in  a  platinum  crucible,  covered  during  the  evaporation 
with  a  plate  of  glass.  If  a  combination  of  fluorine  is  present, 
the  glass  will  be  found  slightly  attacked,  especially  by  breathing 
upon  it.     This  is  more  readily  produced  by  evaporating  the 
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drops  which  have  deposited  on  the  glass.  When  the  glass 
is  not  thus  attacked^  the  operator  may  rest  assured  that  no 
combination  of  fluorine  is  present. 

*  The  dry  saline  mass  is  moistened  with  nitric  acid^  and  half 
an  hour  afterwards^  water  is  poured  upon  it^  which  leaves  the 
silicic  acid  in  an  insoluble  state^  and  the  weight  of  which  is 
determined. 

*  G.  The  nitric  acid  solution^  filtered  from  the  silicic  acid,  is 
then  supersaturated  with  pure  ammonia.  The  more  or  less 
considerable  precipitate  which  is  thus  produced  is  filtered 
rapidly^  and  as  much  as  possible,  out  of  the  contact  of  the  air. 

*  H.  Taking  now  the  liquor  which  has  been  separated  from 
this  precipitate^  the  lime  contained  therein  is  precipitated  by 
oxalate  of  ammonia ;  but  it  may  sometimes  contain  a  trace  of 
oxyde  of  manganese^  when  it  exists  in  sufficient  quantity  in  the 
mineral  water  (page  78).  The  oxalate  of  lime  produced  is 
converted  into  carbonate  of  lime  in  the  manner  which  has  been 
indicated  (page  23).  The  quantity  of  oxyde  of  manganese  is 
ordinarily  so  inconsiderable  in  the  precipitate  of  oxalate  of  lime^ 
that  after  having  dissolved  the  carbonate  of  lime  in  muriatic 
acid,  it  can  hardly  be  separated  firom  the  lime  by  hydrosulphuret 
of  ammonia. 

*The  precipitated  lime  may  often  contain  strontia.  After 
having  weighed  the  carbonate  of  lime,  it  is  dissolved  in  nitric 
acid,  and  the  strontia  which  it  contains  ordinarily  in  very  small 
quantity,  is  separated  in  the  manner  indicated  (page  26).  It 
is  necessary  to  examine  the  strontia,  and  test  it,  to  see  whether 
it  contains  lime. 

*  I.  The  liquor  filtered  from  the  oxalate  of  lime  contains  the 
greatest  part  of  the  magnesia  existing  in  the  mineral  water.  As 
no  other  acid,  except  nitric  acid  is  present,  it  may  be  evaporated 
to  dryness,  and  the  dry  residuum  ignited,  in  order  to  obtain 
the  magnesia.    This  method  may  be  adopted,    even  when. 
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instead  of  nitric  acid,  muriate  of  ammonia  has  been  employed 
to  dissolve  the  residuum,  provided  the  precautions  mentioned 
(page  46)  be  attended  to.  The  calcined  magnesia  is  weighed. 
Ordinarily,  it  still  contains  a  little  carbonate  of  soda,  the  latter 
forming  with  carbonate  of  magnesia,  a  very  sparingly  soluble 
double  salt,  which  is  decomposed  by  ignition,  when  the  mag- 
nesia loses  its  carbonic  acid.  For  the  same  reason,  a  little 
magnesia  is  diluted  also  in  redissolving  the  salts  soluble  in 
water,  as  was  said  above  at  C. 

*  The  ignited  residuum  is  treated  by  water,  which  dissolves 
the  carbonate  of  soda,  the  solution  of  which  is  evaporated 
to  dryness,  in  order  to  determine  the  quantity  of  this  salt.  It 
must  be  saturated  with  muriatic  acid,  in  order  to  see  whether  a 
small  quantity  of  a  deliquescent  salt  will  be  produced,  which 
would  indicate  the  presence  of  magnesia  in  the  carbonate  of  soda. 

*  The  calcined  magnesia  may  still  contain  a  little  oxyde  of 
manganese.  It  is  dissolved,  therefore,  by  muriatic  acid,  which 
often  leaves  a  trace  of  silicic  acid,  the  solution  is  then  saturated 
by  ammonia,  and  the  operator  endeavours  to  precipitate  this 
oxyde  in  the  state  of  sulphuret  of  manganese  {sulphure  man" 
ganeux)  by  means  of  hydrosulphuret  of  ammonia.  It  is  sufficient 
afterwards  to  calcine  the  small  quantity  of  the  sulphuret  obtained, 
and  to  calculate  the  residuum  as  manganoso-manganic  oxyde. 
It  is  only  after  having  deducted  its  weight  from  that  of  the 
carbonate  of  soda,  that  the  quantity  of  the  magnesia  becomes 
known. 

*  In  order  to  be  thoroughly  convinced  that  the  quantity  of 
magnesia  obtained  is  exact,  the  liquor  filtered  from  the  sulphuret 
of  manganese  is  treated  by  muriatic  acid,  in  order  to  destroy 
the  excess  of  hydrosulphuret  of  ammonia,  the  magnesia  in 
solution  may  be  precipitated  therefrom  by  means  of  phosphate 
of  soda  with  addition  of  a  little  ammonia. 

K.  The  precipitate  which  was  produced  by  ammonia  (at  G.) 
in  the  nitric  acid  solution  of  the  earths,  is  dissolved  in  muriatic 
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acid.  This  solution  contains^  in  the  state  of  peroxyde  of  iron, 
the  whole  of  the  protoxyde  of  this  metal  existing  in  the  mineral 
water.  Often  also  it  contains  small  quantities  of  alumina  and 
of  phosphoric  acid^  and  even^  when  the  latter  is  somewhat 
abundant^  lime  and  a  little  magnesia^  the  proportion  of  which 
is  so  much  the  more  considerable^  as  the  liquor  filtered  from 
the  silicic  acid  was  less  acid. 

*  The  muriatic  acid  solution  is  supersaturated  with  a  solution 
of  pure  potash  with  which  it  is  subsequently  boiled.  The 
precipitate  of  peroxyde  of  iron  thus  obtained  is  dissolved  in 
muriatic  acid^  and  after  saturating  the  solution  by  ammonia 
it  is  precipitated  by  hydrosulphuret  of  ammonia.  The  sulphuret 
of  iron  resulting  therefrom^  and  which  may  contain  a  little 
sidphuret  of  manganese  {sulphure  manganeaux)  is  strongly 
ignited  in  contact  with  the  air,  and  thus  converted  into  peroxyde 
of  iron.  If,  however,  the  quantity  of  sulphuret  of  iron  obtained 
is  somewhat  considerable,  it  is  converted  into  peroxyde  of  iron 
in  the  manner  described  (page  86),  The  small  quantity  of 
manganese  may  be  separated  from  the  iron  in  the  usual  manner. 

*  The  liquor  filtered  from  the  sulphuret  of  iron,  and  which 
may  contain  a  little  phosphoric  acid,  with  traces  of  other  sub- 
stances, is  slightly  supersaturated  with  muriatic  acid,  in  order 
to  destroy  the  hydrosulphuret  of  ammonia,  and  afterwards 
filtered  to  separate  the  sulphur.  Ammonia  being  poured  in 
the  filtered  muriatic  acid,  sulphur  may  produce  a  very  slight 
precipitate,  which  consists  principally  of  phosphates  of  magnesia 
and  of  lime. 

*  The  alkaline  liquor  filtered  from  the  peroxyde  of  iron  is 
supersaturated  with  muriatic  acid.  It  is  then  left  at  rest  for 
some  time,  and  heated,  in  order  that  all  the  carbonic  acid  may 
be  disengaged.  Ammonia  may  then  produce  a  slight  precipitate, 
which  may  contain  alumina  and  phosphoric  acid.  This  preci- 
pitate is  ordinarily  so  small  that  it  is  very  diflScult  to  separate 
its  constituents  by  the  method  which  was  explained  (page  437). 
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Wherefore  the  operator  must  rest  satisfied  in  most  cases  with 
detecting  the  presence  of  phosphoric  acid  by  means  of  boracic 
acid  and  iron-wire  before  the  blowpipe,  and  with  ascertaining 
that  it  contains  no  other  base  than  alumina,  which  is  akeady 
known  to  be  the  case,  because  the  precipitate  assumes  a  fine  blue 
colour,  when,  after  having  moistened  it  with  a  solution  of  nitrate 
of  cobalt,  it  is  strongly  heated  before  the  blowpipe. 

*  In  the  analysis  of  the  precipitate  obtained  (at  G.)  by  means 
of  ammonia,  the  method  which  has  been  spoken  of  (page  443) 
may  be  advantageously  employed.  The  precipitate  is  dissolve^ 
in  muriatic  acid,  the  solution  is  saturated  with  carbonate  of 
ammonia,  and  the  peroxyde  of  iron  is  precipitated  by  boiling. 

*  If  the  mineral  water  contains  a  combination  of  fluorine, 
that  combination  is  ordinarily  found  in  the  precipitate  produced 
(in  G.)  by  ammonia,  because  in  general  the  fluorine  exists  in 
the  state  of  fluoride  of  calcium.  When  in  the  course  of  the 
qualitative  analysis,  the  operator  has  ascertained  that  the  mineral 
water  contains  fluorine,  the  constituents  of  the  water  which, 
after  evaporation,  were  left  in  an  insoluble  state,  are  to  be 
dissolved  in  nitric  acid,  as  was  said  (at  F.),  but  the  liquor  must 
not  be  evaporated  to  dryness,  in  order  to  obtain  the  silicic 
acid.  The  liquor  is  filtered  from  the  silicic  acid,  which  has 
not  been  dissolved  by  the  nitric  acid,  and  it  is  afterwards  super- 
saturated with  ammonia ;  the  precipitate  is  ignited  and  weighed, 
and  after  having  put  it  in  a  platinum  crucible,  sulphuric  add 
is  poured  upon  it,  which  disengages  hydrofluoric  acid,  and  even 
hydrofluosilicic  acid,  if  the  precipitate  contained  silica.  The 
acid  mass  is  then  dissolved  in  a  large  quantity  of  water,  and 
ammonia  is  poured  in  the  solution,  in  order  to  precipitate 
the  peroxyde  of  iron  and  likewise  the  phosphoric  acid,  aliunina, 
and  a  trace  of  magnesia.  The  precipitate  is  filtered  out  of  the 
contact  of  the  air,  and  analysed,  as  was  said  before.  Oxalate 
of  ammonia  is  poured  in  the  filtered  liquor  in  order  to  pre- 
cipitate the  lime,  which  was  contained  in  the  mineral  water 
in  the  state  of  fluoride  of  calcium. 
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*  If  the  mineral  water  to  be  analysed  was  forwarded  in  bottles 
or  in  jars  closed  with  a  cork^  a  part  of  the  peroxyde  of  iron  will 
have  combined  with  the  tannin  of  the  cork^  which  is  then 
coloured  black;  another  more  considerable  portion  will  have 
deposited  on  the  sides  of  the  vessel^  and  adheres  thereto 
with  so  much  force  that  no  mechanical  power  can  detach  it. 
The  only  resource  in  that  case  is  to  dissolve  it  by  dilute  muriatic 
acid ;  the  blackened  cork  must  likewise  be  digested  in  a  little 
of  this  acid.  The  two  muriatic  acid  solutions  may  then  be 
mixed  with  the  muriatic  acid  solution  of  the  precipitate  pro- 
duced by  ammonia  (at  G.) 

*  In  calculating  the  constituents  of  the  mineral  water  which 
are  insoluble  in  water^  the  quantity  of  fluorine  formed  is 
assumed  to  be  fluoride  of  calcium^  because  it  is  probably  in  this 
state  that  it  generally  exists  in  the  mineral  waters.  The  lime^ 
strontia^  and  magnesia  are  reckoned  as  simple  carbonates, 
because  it  is  in  this  state  that  they  are  found  in  the  residuum 
insoluble  in  water^  though  they  are  contained  in  the  state  of 
bicarbonate  in  the  mineral  water.  For  the  same  reason  the 
iron  and  manganese  are  assumed  to  be  in  the  state  of  peroxyde 
of  iron  (sesquioxyde)  and  of  sesquioxyde  of  manganese  (cKPyde 
manganiqtie)  though  these  metals  are  in  the  state  of  bicarbonates 
of  iron  and  of  manganese  in  the  mineral  water.  The  alumina 
exists  in  the  state  of  phosphate^  of  sulphate,  of  alumina,  or  of 
chloride  of  aluminum. 

*  The  alkaline  mineral  waters  generally  form,  at  the  place 
where  the  spring  comes  in  contact  with  the  atmosphere,  deposits, 
the  composition  of  which  resembles  that  of  the  insoluble 
residuum  obtained  by  evaporating  water  to  dryness.  These 
deposits  may  often  be  procured  in  very  large  quantity.  As  some 
constituents,  for  example,  phosphoric  acid,  fluorine,  alumina, 
strontia,  protoxyde  of  manganese,  &c.,  are  sometimes  contained 
in  such  minute  quantities  in  the  mineral  water  that  their 
presence  may  be  overlooked  during  the  analysis,  or  it  may  be 
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impossible  to  determine  their  quantity,  their  deposits,  therefore, 
have  this  advantage,  that  the  above  constituents  may  be  quan- 
titatively determined  in  them  with  much  accuracy.  It  is 
necessary  to  make  sure  that  the  deposit  has  a  composition 
perfectly  identical  with  the  insoluble  residuum  of  the  mineral 
water,  and  by  analysing  this  deposit,  all  the  constituents,  even 
the  rarest,  may  be  calculated.  Berzelius  was  the  first  to 
use  this  method  for  the  analysis  of  the  waters  of  Carlsbad*,  and 
the  examination  of  the  deposit  left  by  that  water  enabled  him  to 
detect  some  constituents  which  had  been  overlooked  in  former 
analyses. 

*  The  course  of  the  analysis  of  a  mineral  water  must  be 
modified  in  an  essential  manner,  when  the  quantity  to  be 
operated  upon  is  small.  In  this  case  it  is  almost  always  impos- 
sible to  determine  the  rare  constituents,  especially  when  the 
quantity  of  solid  substances  therein  is  small.  If  the  operator 
has  only  a  few  ounces  of  liquid,  the  evaporation,  with  a  view  to 
determine  the  solid  constituents,  is  of  no  avail,  and  therefore  he 
must  rest  satisfied  with  deducing  the  quantity  of  the  substances 
foimd  from  that  of  the  liquid  operated  upon. 

*  By  the  following  process  the  constituents  may  be  deter- 
mined in  a  same  small  quantity  of  mineral  water  : — ^Nitric  acid 
is  to  be  added  to  a  certain  portion  of  the  water,  and  by  means 
of  nitrate  of  silver,  the  quantity  of  chlorine  is  determined  in  the 
state  of  chloride  of  silver,  and  then,  by  means  of  a  solution  of 
nitrate  of  baryta,  the  quantity  of  sulphuric  add  is  determined 
in  the  state  of  sulphate  of  baryta.  Sulphuretted  hydrogen  is 
passed  through  the  filtered  liquor,  in  order  to  separate  the 
excess  of  oxyde  of  silver,  and  then,  without  filtering,  sulphuric 

1  The  waters  of  Carlsbad  have  a  temperature  of  about  164''  to  167^  Fahrenheit, 
and  contain,  according  to  Berzelius's  elaborate  analysis,  11*85  of  carbonic  acid,  and 
49*60719  of  solid  salts,  consisting  of  carbonate  of  peroxyde  of  iron,  carbonate  of 
manganese,  carbonate  of  soda,  carbonate  of  lime,  carbonate  of  strontia,  carbonate  of 
magnesia,  chloride  of  sodium,  sulphate  of  soda,  silica,  fluor  spar,  and  subphosphate 
of  alumina. 
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acid  is  added  to  remove  the  excess  of  baryta,  after  whicli,  both 
the  sulphuret  of  silver  and  the  sulphate  of  baryta  are  siiniilta- 
neously  collected  upon  a  filter.  The  precipitate  must  be  well 
washed^  in  order  to  remove  all  the  sulphate  of  lime  which  it 
might  contain.  The  filtered  liquor  is  saturated  with  ammo- 
nia,  and  oxalate  of  ammonia  is  added^  in  order  to  separate 
the  lime  in  the  state  of  oxalate  of  lime.  The  liquor  filtered 
from  the  precipitate  is  evaporated  to  dryness,  the  dry  residuum 
is  ignited  and  weighed.  During  the  ignition  the  residuum  is 
treated  by  a  little  carbonate  of  ammonia.  It  is  then  dissolved  in 
water,  and  the  sulphuric  acid  is  precipitated  from  the  solution  by 
acetate  of  baryta.  The  filtered  liquor  is  evaporated  to  dryness^ 
the  residuum  is  ignited  and  treated  by  water,  which  dissolves 
the  carbonate  of  soda,  which  should  be  examined,  in  order  to 
see  whether  it  contains  potash.  That  which  Was  not  dissolved 
by  water  is  redissolved  in  muriatic  acid,  and  in  treating  the 
solution  by  dilute  sulphuric  acid,  sulphate  of  magnesia  is 
obtained,  from  which  the  quantity  of  magnesia  is  calculated. 
The  weight  of  the  magnesia  and  soda  calculated  as  sulphates, 
must  agree  with  the  ignited  mass  from  which  the  two  substances 
have  been  extracted.  From  the  sulphuric  acid  and  chlorine 
found,  the  quantity  of  the  sulphate  of  alkali  and  of  the  chloride 
of  sodium  are  calculated.  If  there  is  more  acid  and  chlorine 
than  is  adequate  to  the  saturation  of  the  alkali  found,  a  portion 
of  the  sulphuric  acid  is  contained  in  the  mineral  water  combined 
with  magnesia,  and  the  other  earths  are  in  the  state  of 
bicarbonate. 


DETERMINATION    OF    THE    VOLATILE    CONSTITUENTS    OF    THE 

MINERAL    WATER. 

*  Carbonic  acid  is  ordinarily  the  only  gas  the  volume  of 
which  has  to  be  determined  in  mineral  waters.  This  gas  may 
be  mixed  with  inconsiderable  quantities  of  oxygen  and  of 
nitrogen.  We  shall  speak  farther  on  of  the  methods  of  deter- 
mining sulphuretted  hydrogen  gas  in  mineral  waters. 
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*  It  is  often  very  difficult  to  determine  accurately  the  volume 
of  carbonic  acid  gas  dissolved  in  a  mineral  water.  The  mineral 
waters  which  contain  a  very  large  proportion  of  this  gas,  con- 
tain carbonate  of  alkalies  and  of  earths  in  solution,  in  the 
state  of  bicarbonates,  and  it  often  contains  besides  as  much 
free  carbonic  acid  as  the  saline  water  can  hold  in  solution  at 
the  temperature  which  characterises  it.  Ordinarily,  the  volume 
of  the  carbonic  acid  in  solution  is  determined  by  boiling  a  given 
quantity  of  the  mineral  water,  in  order  to  expel  all  the  gaseous 
constituents.  Although  the  carbonic  acid  which  exists  simply 
in  solution  in  the  water  can  thus  be  expelled,  yet  a  portion  of 
carbonic  acid  escapes  at  the  same  time  from  the  bicarbonates 
in  solution.  The  earthv  bicarbonates  lose  half  of  their 
carbonic  acid,  and  are  converted  into  simple  carbonates.  As 
to  the  quantity  of  carbonic  acid  which  comes  from  the  car- 
bonates of  alkalies,  it  cannot  be  determined  with  accuracy, 
because  their  solutions  lose  more  or  less  carbonic  acid,  accord- 
ing to  the  length  of  time  during  which  they  are  boiled,  or 
according  to  the  pressure  of  the  column  of  water  or  of  mercury 
which  the  gas  has  to  traverse  before  it  can  escape. 

*  The  carbonic  acid  which  is  disengaged  from  a  mineral 
water  by  a  prolonged  ebullition,  is  ordinarily  reckoned  in  the 
results  of  the  analysis,  under  the  name  of  free  or  half  combined 
carbonic  acid,  which  expression  has  not  a  very  clear  sense,  or 
does  not  quite  agree  with  the  fact,  as  may  be  perceived  from 
what  has  been  said  above. 

*  As  it  is  not  important  to  determine  in  the  gaseous  state, 
the  carbonic  acid  which  can  be  expelled  from  mineral  waters  by 
boiUng,  since  the  volume  produced  in  several  successive  experi- 
ments is  never  exactly  the  same,  it  is  best  to  determine  the 
whole  of  this  acid  in  solution,  by  precipitating  it  by  means  of  a 
solution  of  a  chloride  of  calcium  or  of  barium. 

*  The  second  of  these  two  salts  (chloride  of  barium,)  has  so 
many  advantages  over  the  other  that  it  should  always  be  used 
in  preference. 

VOL.   II.  u   u 
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*  A  given  volume  of  the  mineral  water  is  to  be  treated  bj 
pure  ammonia^  and  a  sufficient  quantity  of  chloride  of  barium  li 
added  to  it.  The  bottle  containing  the  whole  is  then  hermet 
ically  closed,  shaken^  and  left  at  rest  for  several  hours.  The 
precipitate  contains  the  whole  of  the  carbonic  acid^  combine^] 
with  the  baryta,  and  also  the  whole  of  the  sulphuric  acid  of  the 
mineral  water,  in  the  state  of  s\ilphate  of  baryta,  and,  lastly^  the 
substances  contained  in  the  mineral  water,  which  separate  in 
an  insoluble  state  by  evaporating  the  hquor^  (pulber  the  above 
precipitate  has  completely  settled)^  Ifhe  supernatant  liquor  ia 
poured  on  a  filter,  hot  water  is  added  to  the  deposit,  the  bottle 
is  again  corked  up,  and  left  at  rest  until  the  deposit  has  com- 
pletely settled  at  the  bottom,  and  this  operation  is  repeated 
several  times  (page  543).  Lastly,  the  precipitate  is  thrown  on 
a  filter,  and  washed  with  hot  water  until,  by  mixing  a  little  of 
the  filtered  liquor  with  some  nitric  acid,  it  is  no  longer  rendered 
turbid  by  testing  with  nitrate  of  silver.  In  filtering  the  liquids^ 
the  access  of  the  atmospheric  air  must  be  carefully  avoided. 
After  having  dried  the  precipitate,  it  is  ignited  and  weighed ; 
the  insoluble  matter  which  is  deposited  by  the  evaporation  of 
an  equal  or  proportional  volume  of  the  mineral  water,  is  ignited 
and  deducted  from  this  weight,  and  the  quantity  of  the  sulphate 
of  baryta  formed  by  the  sulphuric  acid  contained  in  the  mineral 
water  is  likewise  deducted.  The  remainder  is  carbonate  of  baryta, 
from  which  the  quantity  of  carbonic  acid  may  be  easily  calculated. 

*  If,  instead  of  chloride  of  barium,  a  solution  of  chloride  of 
calcium  is  employed  to  precipitate  the  carbonic  acid,  many 
difficulties  are  met  with.  The  carbonate  of  lime  precipitated 
often  adheres  to  the  sides  of  the  glass  with  so  much  force  that 
it  cannot  be  detached  by  any  mechanical  means,  so  that  it  is 
necessary  to  dissolve  it  in  muriatic  acid,  and  to  precipitate  the 
lime  a  second  time  by  carbonate  of  anmionia.  This  does  not 
so  easily  take  place  with  carbonate  of  baryta.  This  latter  salt 
may  be  ignited  without  losing  any  of  its  carbonic  acid,  whilst, 
in  calcining  the  carbonate  of  lime,  the  precautions  which  have 
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been  mentioned  (page  19)  must  be  obsen'ed.  Lastly,  a  solution 
of  chloride  of  calcium  does  not  precipitate  the  whole  of  the 
sulphuric  acid  in  the  state  of  sulphate  of  lime ;  it  is  necessary, 
therefore,  to  perform  a  separate  experiment  to  determine  the 
quantity  of  sidphate  of  lime  in  the  precipitate,  that  is  to  say,  it 
must  be  treated  by  muriatic  acid  and  alcohol,  which  leaves  the 
sulphate  of  lime  in  an  insoluble  state,  which  must  be  well  washed 
with  weak  alcohol. 

*  The  analysis  becomes  a  little  more  complicated  when  the 
mineral  water  is  combined  with  phosphoric  acid  also,  for  the 
precipitate  in  that  case  contains  phosphate  of  baryta  besides. 
This  case,  however,  is  rare ;  and  when  the  mineral  water  contains 
carbonate  of  lime,  the  quantity  of  the  phosphate  of  alkali  cannot 
but  be  extremely  small,  and  may  be  neglected.  But  as  the 
quantity  of  the  phosphate  of  alkali  has  been  determined  before, 
the  corresponding  quantity  of  the  phosphate  of  baryta  in  the 
precipitate  may  be  calculated  therefrom. 

*  After  having  ignited  the  baryta  precipitated,  the  quantity 
of  carbonic  acid  which  it  contains  may  be  immediately  deter- 
mined by  decomposing  it  in  a  glass  tube  filled  with  mercury 
(page  539). 

*  The  most  difficult  point  in  this  analysis  is  to  determine 
accurately  a  volume  of  the  mineral  water,  when  it  contains  a 
very  large  proportion  of  carbonic  acid  without  losing  a  certain 
quantity  of  the  gas  pending  that  determination.  In  eflFect,  when 
the  water  comes  in  contact  with  the  air,  the  latter,  combining 
with  it,  expels  a  small  quantity  of  carbonic  acid,  wherefore,  when 
the  mineral  water  is  poured  in  the  usual  way  (page  642),  there 
is  a  considerable  loss  of  carbonic  acid. 

*  The  best  is  to  determine  this  acid  at  the  spring,  and, 
according  to  Liebig,  the  volume  of  the  water  to  be  experimented 
upon  is  determined  as  follows : 

*  A  bottle,  having  a  somewhat  wide  mouth  is  taken  and  a 
known  volume  of  a  mixture  of  solution  of  chloride  of  barium 

XT  XT   2 
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and  ammonia  is  introduced  into  it^  and  it  is  closed  with  a  cork 
perforated  with  two  holes,  to  which  two  glass  tubes  of  an  equal 
diameter,  and  which  project 'out  of  the  cork,  the  one  about  half 
an  inch,  the]  other  about  four  inches,  are  adapted.  The  tubes 
should  also  project  a  little  from  the  cork  inside  the  bottle^  the 
shortest  tube  about  two  inches,  the  other  one  inch.  When  this 
apparatus  is  plunged  into  the  spring,  the  water  penetrates  into 
the  bottle  by  the  shortest  tube  outside,  and  the  air  escapes 
through  the  other. 

*  It  is  clear  that  the  water  ceases  to  enter  into  the  bottle  as 
soon  as  the  level  of  the  water  reaches  the  orifice  of  the  shortest 
tube  internally,  and  stops  that  orifice.  According  to  the  depth 
at  which  the  bottle  is  plunged,  the  water  now  ascends  into  the 
tube  externally  the  longest,  and  when  the  bottle  is  brought  up, 
a  portion  of  it  flows  out  from  the  shortest  tube,  the  liquid 
becoming  level  in  the  two  tubes,  which  may  be  obviated,  since 
the  operator  can  always  observe  the  ascension  of  the  water  in 
the  longest  tube. 

*  The  volume  of  the  water  is  easily  obtained  by  marking  the 
height  of  the  liquid  in  the  bottle,  by  marking  the  bottle  with  a 
file  at  that  point,  and,  from  the  volume  obtained,  the  operator 
deducts  that  of  the  solution  of  chloride  of  barium  mixed  with 
ammonia,  which  had  been  previously  put  in  the  bottle. 

*  Instead  of  the  process  just  described,  the  following  may 
also  be  employed : — The  operator  takes  a  glass  pipette,  or  a 
glass  bulb,  a  cylinder,  &c.,  capable  of  containing  about  one 
pound  of  liquid,  with  two  openings  opposite  each  other,  to  which 
glass  tubes  are  soldered ;  the  one  two  inches  long  and  one  quarter 
of  an  inch  wide ;  the  other,  from  six  to  eight  inches  long,  is  nar- 
rower. This  apparatus  is  plunged  into  the  spring,  so  that  one  of 
the  openings  is  do^vnwards  wliilst  the  other  is  turned  vertically 
upwards.  As  soon  as  the  upper  aperture  is  below  the  level  of  the 
water,  it  is  closed  with  the  thumb,  and  the  other  is  corked  up  w4th 
a  cork,  traversed  by  a  narrow  glass  tube.  This  must  be  done 
whilst  the  apparatus  is  under  water,  after  which  the  apparatus 
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may  be  brought  out  without  fear  of  the  water  running  from  it, 
even  though  the  narrow  glass  tube  underneath  is  left  open. 

*  This  determined  volume  of  the  mineral  water  is  now  to 
be  mixed  with  the  solution  of  chloride  of  barium^  to  which 
ammonia  has  been  added;  this  is  done  by  pouring  the  quantity 
of  this  solution  necessary  to  effect  the  decomposition  into  a 
wide  bottle,  which  must  be  just  so  high  that  the  narrow  tube 
of  the  pipette  filled  with  the  mineral  water  plunges  only  a  short 
distance  under  the  liquid,  and  yet  reaches  the  bottom  of  the 
bottle.  On  lifting  the  thumb  from  the  upper  orifice  of  the 
pipette,  the  mineral  water  runs  into  the  bottle,  and  mixes  with 
the  solution  of  chloride  of  barium;  the  pipette  is  then  filled 
with  distilled  water,  to  which  a  few  drops  of  ammonia  have  been 
added,  and  this  liquid  is  allowed  to  flow  in  the  water  of  the  bottle. 
The  volume  of  the  water  is  known  by  measuring  the  pipette. 

*  Of  course  this  operation  may  be  repeated  several  times, 
and  three  or  four  volumes  of  water  may  thus  be  mixed  with  the 
solution  of  chloride  of  barium. 

*  The  bottle  containing  the  mixture  is  closed  until  the 
precipitate  has  deposited,  and  the  operator  proceeds  as  was 
said  above. 

ANALYSIS  OF  MINERAL  WATERS  WHICH  CONTAIN  FEW  CAR- 
BONATES OF  ALKALIES,  AND  IN  WHICH  THE  EARTHS  ARE 
LESS    IN    THE    STATE    OF    CARBONATES   THAN   (fOR  THE  MOST 

part)  in  the  state  of  SOLUBLE  SALTS  [Ettux  Salities), 

*  Waters  of  this  description  contain  less  free  carbonic  acid 
or  other  volatile  constituents,  the  quantities  of  which  it  is  not 
so  important  to  determine.  In  order  to  take  their  specific 
gravity,  or  to  measure  promptly  and  accurately  a  certain  quan- 
tity of  it,  the  same  bottles  as  those  which  have  been  described 
before  may  be  employed. 

*  The  course  of  the  analysis  of  these  mineral  waters  might  also 
resemble  that  which  has  been  described,  but  ordinarily  alcohol  is 
employed  to  separate  the  soluble  salts  from  those  which  are 
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not  so^  and  which  are  insoluble  in  this  menstrunm^  a  method 
which^  as  will  be  shown  farther  on^  should  not  be  recommended. 

*  When  the  operator  wishes  to  determine  the  quantity  of  the 
solid  constituents  in  the  whole,  he  evaporates  to  dryness  a 
given  portion  of  the  mineral  water,  observing  the  precautions 
mentioned  (page  64j2.) 

*  During  this  experiment,  if  the  water  contains  chloride  of 
magnesium,  this  salt  undergoes  a  partial  decomposition  under 
disengagement  of  muriatic  acid.  When  the  quantity  of  the 
fixed  constituents  has  to  be  determined,  the  residuum  must  be 
exposed  to  a  dark  red  heat  in  contact  with  the  air,  until  the 
extractive  matter  of  the  water  is  destroyed,  which  is  exceedingly 
difficult  when  that  matter  is  abundant.  As  the  whole  of  the 
magnesia  is  ordinarily  in  the  state  of  chloride  of  magnesium  in 
the  mineral  water,  the  operator  calculates  how  much  chloride  of 
magnesium  corresponds  to  the  magnesia  left  in  the  insoluble 
residuum.  But  in  operating  thus,  all  error  in  the  determination  of 
the  magnesia  is  taken  account  of  as  chlorine,  and  it  is  impossible 
to  arrive  very  accurately  at  the  quantity  of  the  fixed  constituents 
contained  in  the  water,  especially  as  the  magnesia  separated 
from  the  chloride  of  magnesium  by  heat  is  not  pure,  and  may 
contain  chlorine. 

*  "When  the  mineral  water  contains  alumina  salts,  they  lose 
also  part  of  this  acid,  and  become  insoluble  in  water. 

*  According  to  Mohr,  the  quantity  of  the  fixed  constituents 
may  be  exactly  determined  by  adding  to  the  water  during  the 
evaporation,  a  weighed  quantity  of  fused  carbonate  of  soda. 
This  salt,  whilst  it  is  dissolving,  precipitates  the  lime,  and  the 
magnesia  in  the  state  of  carbonates ;  the  water  thus  acquires 
the  composition  of  an  alkaline  mineral  water,  and  may  be 
analysed  in  the  same  manner  as  the  latter.  The  quantity  of 
carbonate  of  soda  added,  must  be  sufficient  to  decompose  the 
chloride  of  magnesiimi  and  the  chloride  of  calcium  completely. 
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The  dried  and  ignited  mass  gives,  after  extracting  the  excess  of 
carbonate  of  soda,  the  quantity  of  the  fixed  constituents  of  the 
water.  It  shotdd  be  recollected,  that  in  calcining  the  dry  mass, 
the  carbonate  of  magnesia  will  have  lost  all  its  carbonic  acid. 
If  the  saline  water  holds  carbonates  of  earths  and  of  protoxyde 
of  iron  in  solution,  these  salts  should  be  separated  previous  to 
adding  carbonate  of  soda;  that  is,  when  it  is  wished  to  deter- 
mine them  separately.  Otherwise,  after  having  added  the 
carbonate  of  soda,  the  whole  is  evaporated  to  dryness. 

*  Instead  of  this  method,  the  quantity  of  the  fixed  constituents, 
according  to  Liebig,  may  be  determined  by  adding  to  the 
mineral  water  a  little  muriate  of  ammonia.  The  whole  is  then 
carefully  evaporated  to  dryness,  and  the  dry  residuum  is  ignited 
and  fused.  The  fused  mass  is  weighed.  The  addition  of 
muriate  of  ammonia  prevents  the  chloride  of  magnesium  from 
being  decomposed  during  the  evaporation  and  ignition.  If 
the  saline  mineral  water  contains  no  carbonates,  the  weight 
of  the  ignited  mass  gives  exactly  the  quantity  of  the  fixed 
constituents  of  that  water.  In  the  contrary  case,  the  carbonates 
are  converted  into  metallic  chlorides,  and  the  operator  may 
determine  by  this  process  the  quantity  of  the  chlorides  by 
evaporating  the  water  almost  to  dryness,  treating  the  residuum 
by  water,  separating  the  insoluble  carbonates,  and  adding 
muriate  of  ammonia  to  the  solution,  evaporating  again  to  dry- 
ness, and  igniting  the  dry  mass.  Prom  the  weight  of  the  latter 
the  operator  must  deduct  that  of  the  sulphates  obtained 
by  calculating  from  the  quantity  of  the  sulphuric  acid  found, 
that  of  the  sulphate  of  soda  or  of  the  sulphate  of  lime,  (if  this 
last  substance  is  present). 

*  When  saline  mineral  waters  do  not  contain  a  large  pro- 
portion of  metallic  chlorides,  the  analysis  may  be  proceeded 
with,  as  for  that  of  alkaline  waters.  But  the  metallic  chlorides 
arc  sometimes  so  abundant  that  a  portion  of  the  water  must  be 
devoted  to  the  determination  of  the  chlorine,  because  with  the 
quantity  of  liquid  which  is  necessary  for  the  determination  of 
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the  substances  which  are  not  abundant^  the  precipitate   of 
chloride  of  silver  produced  would  be  too  considerable. 

*  The  method  which  consists  in  separating  by  means  of 
alcohol  from  the  fixed  constituents  of  the  saline  water^  the  salts 
which  are  very  soluble  from  those  which  are  sparingly  so,  and 
which  are  insoluble  in  alcohol,  is  not  to  be  recommended,  and 
can  be  employed  only  in  a  small  number  of  cases,  when  the 
proportion  of  chloride  of  magnesium  in  the  water  is  very  slight. 
This  method  is  briefly  as  follows : — 

*  a.  The  residuum  of  the  mineral  water  which  has  been 
evaporated  without  addition  of  carbonate  of  soda  or  of  muriate 
of  ammonia,  is  digested  for  a  long  time  with  about  six  times  its 
quantity  of  alcohol  of  specific  gravity  0'833.  The  action  of  this 
menstruum  upon  the  saline  mass  is  facilitated  by  carefully 
pulverising  the  latter  before  the  treatment.  The  vessel  is  then 
covered  with  a  plate  of  glass,  in  order  to  prevent  the  alcohol  as 
much  as  possible  from  evaporating. 

*  The  alcoholic  solution  is  then  passed  through  a  weighed 
filter.  The  capsula  is  washed  with  alcohol,  so  as  to  remove  all 
the  portions  which  have  not  dissolved,  and  which  are  likewise 
thrown  on  the  filter,  taking  care  to  detach  all  that  whicli  may 
adhere  to  the  capsula,  either  with  the  feather  of  a  quill  or  with 
the  finger.  The  undissolved  portions  are  washed  with  hot 
alcohol  until  the  latter  ceases  to  dissolve  any  thing. 

*  The  alcohol  dissolves  principally  the  combinations  of 
chlorine  which  exist  in  the  mineral  water,  such  as,  for  example, 
chloride  of  calcium,  chloride  of  magnesium,  (provided  it  has 
not  been  rendered  insoluble  in  this  menstruum  by  calcining  it 
too  strongly)  chloride  of  potassium,  and  chloride  of  sodium. 

*  Both  chlorides  of  potassium  and  of  sodium  being  much 
more  difficult  to  dissolve  in  alcohol,  especially  when  the  latter 
is  very  strong,  than  chloride  of  calcium  and  chloride  of  mag- 
nesium, it  is  customary  to  treat  first  the  fixed  residuum  of  the 
mineral  water  with  absolute  alcohol,  in  order  to  remove  only 
the  chloride  of  calcium  and  that  of  magnesium,  and  to  leave 
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the  chloride  of  potassium  and  that  of  sodium^  which  are  subse- 
quently dissolved  with  alcohol^  of  specific  gravity  0-833.  But 
in  this  operation  a  small  portion  of  chloride  of  sodium  is 
always  dissolved  simultaneously  with  the  chlorides  of  calcium 
and  of  magnesium^  which  it  is  impossible  to  prevent. 

*  If  the  residuum  of  the  mineral  water  has  not  been  calcined, 
but  if  the  latter  has  been  carefully  evaporated  to  dryness  at  a 
gentle  heat,  the  alcohol  dissolves  also  a  great  portion  of  the 
organic  substance  which  it  contained. 

*  b.  The  alcoholic  solution  of  the  salts  is  carefully  evaporated  to 
dryness,  and  the  quantity  of  the  fixed  residuum  (when  chloride 
of  magnesium  is  not  present)  is  determined.  This  residuum  is 
next  treated  by  water,  which  dissolves  it  completely,  when  the 
chloride  of  magnesium  dissolved  by  the  alcohol  has  not  been 
partially  decomposed  by  drying  too  strongly.  Often,  also, 
portions  of  organic  matter,  of  a  resinous  kind,  are  left,  when 
they  have  not  been  burnt  during  the  ignition  of  the  fixed 
residuum  produced  by  the  evaporation  of  the  mineral  water. 

*  A  little  nitric  acid  is  poured  in  the  solution,  in  order  to 
render  it  acid,  and  a  solution  of  nitrate  of  silver  is  added,  in 
order  to  precipitate  all  the  chlorine  in  the  state  of  chloride  of 
silver.  If  the  mineral  water  contains  a  combination  of  iodine 
or  of  bromine,  iodide  and  bromide  of  silver  will  have  been  preci- 
pitated with  the  chloride  of  silver,  and  the  two  salts  may  then 
be  separated  from  each  other. 

*  The  excess  of  nitrate  of  silver  poured  in  the  liquor  is  after- 
wards precipitated  in  the  state  of  sulphuret  of  silver  by  a  current 
of  sulphuretted  hydrogen.  The  liquor  separate^  from  this 
precipitate  by  filtering,  is  heated  for  a  long  time  in  order  to 
expel  the  sulphuretted  hydrogen  which  it  holds  in  solution,  it  is 
then  saturated  by  ammonia,  and  by  means  of  a  solution  of 
oxalate  of  ammonia  the  lime  is  precipitated  and  determined. 

*  The  liquor  filtered  from  the  oxalate  of  lime  is  evaporated  to 
dr}iiess,  and  the  dry  residuum  is  calcined  in  a  platinum  crucible 
until  the  nitrates  are  completely  decomposed.     It  is  necessary. 
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after  the  ignition^  to  put  a  small  piece  of  carbonate  of  ammonia 
into  the  crucible  and  to  ignite  it  strongly  again  (page  44). 
The  residuum  consists  of  magnesia,  of  carbonate  of  soda  and  of 
potash^  (if  this  substance  is  contained  in  the  mineral  water). 

*  The  dried  and  weighed  residuum  is  treated  by  water,  which 
dissolves  the  alkaline  carbonates,  and  leaves  the  magnesia.  The 
quantity  of  the  latter  is  first  determined,  the  alkalies^  if  both 
exist  in  the  water,  are  separated  from  each  other  in  the  manner 
indicated  (page  7). 

*  c.  The  portion  of  the  dry  residuum  of  the  mineral  water 
which  refused  to  dissolve  in  alcohol  (at  a)  is  treated  by  hot  water 
until  the  latter  ceases  to  dissolve  anythiDg.  The  water  dissolves 
principally  the  sulphates,  such  as  sulphate  of  soda,  and  often, 
also,  sulphate  of  potash,  sulphate  of  magnesia,  and  sulphate  of 
lime.  If  the  latter  be  abundant  a  large  quantity  of  water  is 
required  to  dissolve  it. 

*  In  order  to  render  the  solution  acid,  acetic  acid  is  poured 
into  it  in  sufficient  quantity,  so  that  by  supersaturating  it  with 
ammonia  no  magnesia  will  be  precipitated.  To  the  hquor 
containing  a  slight  excess  of  ammonia,  a  solution  of  oxalate  of 
ammonia  is  added  in  order  to  precipitate  the  lime. 

*  The  liquor  separated  from  the  oxalate  of  lime  is  rendered 
acid  by  acetic  acid,  and  then,  by  pouring  into  it  a  solution  of 
acetate  of  baryta,  the  sulphuric  acid  is  precipitated  in  the  state 
of  sulphate  of  baryta,  the  quantity  of  which  is  determined. 

*  The  solution  separated  from  the  sulphate  of  baryta  by 
filtering  is  evaporated  to  dryness,  and  the  dry  residuum  is 
calcined  until  the  acetic  acid  which  it  contains  is  destroyed. 
The  calcined  mass  is  treated  by  water,  which  dissolves  the  car- 
bonates of  alkalies,  and  leaves  the  magnesia  and  carbonate  of 
baryta.  The  solution  of  the  alkalies  is  evaporated  to  dryness 
in  order  to  determine  the  quantity  of  alkali,  and  they  are 
separated  from  each  other  by  the  method  indicated  (page  7). 

That  which  water  has  not  dissolved  is  supersaturated  with 
dilute   sulphuric  acid.      The  sulphate  of  baryta  produced   is 
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separated  by  filtering,  and  thrown  away,  from  the  solution  of 
the  sulphate  of  magnesia  which  is  evaporated  to  drjmess^  and 
the  quantity  of  this  latter  salt  is  determined. 

*  d.  The  residuum  which  has  not  been  dissolved  bv  either 
alcohol  or  water  is  treated  by  nitric  acid,  which  ordinarily  leaves 
silicic  acid.  The  whole  is  evaporated  to  dryness  in  a  platinum 
capsula,  the  dry  mass  is  moistened  with  nitric  acid,  and  some 
time  afterwards  it  is  treated  by  water,  which  leaves  an  undis- 
solved residuum  of  silicic  acid.  The  nitric  acid  solution  filtered 
from  the  silicic  acid  may  contain  magnesia,  lime,  and  sometimes 
also  strontia,  which  existed  in  the  residuum  in  the  state  of 
carbonates.  When  the  mineral  water  contains  much  chloride  of 
magnesium,  and  the  residuum  is  strongly  ignited,  the  magnesia 
often  exists  in  considerable  quantity  in  the  nitric  acid  solution, 
in  which  case  the  latter  contains  muriatic  acid  also.  In  certain 
cases  the  nitric  acid  solution  contains  also  phosphoric  acid, 
fluoride  of  calcium,  alumina  (either  when  in  combination  with 
phosphoric  acid,  or  when  the  salts  of  alumina  of  the  mineral 
water  contained  in  the  dry  residuum  have  been  strongly 
ignited),  peroxyde  of  iron,  and  sesquioxyde  of  manganese.  This 
solution  is  examined  in  the  same  manner  as  the  nitric  acid 
solution  of  the  insoluble  residuum  of  the  mineral  water  con- 
taining carbonic  acid,  according  to  the  method  which  has  been 
explained  (page  650,  at  F.) 

*  This  treatment  of  the  mineral  water  by  alcohol  presents 
great  difficulties,  and  yet  does  not  yield  accurate  results.  It  is 
better  to  employ  water  only  to  separate  the  fixed  residuum  into 
soluble  portions  and  insoluble  portions,  which,  however,  requires 
a  very  large  quantity  of  water,  if  sulphate  of  lime  is  in  abundance. 
The  quantities  of  the  chlorine  of  the  sulphuric  acid,  and  of  the 
bases  contained  in  the  aqueous  solution,  are  afterwards  deter- 
mined in  the  manner  described  (page  646).  If  the  quantity  of 
sulphate  of  lime  is  great,  it  is  best  not  to  evaporate  the  solution, 
and  at  once  to  determine  the  constituents. 
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*  In  indicating  the  constituents  of  water  from  a  salt  spring  c 
from  sea-water^  they  are  frequently  named  as  they  are  obtaine 
in  the  analysis,  executed  as  has  been  just  described ;  hence  th 
discrepancies  which  are  observed  between  the  various  analyse 
of  a  same  water.  Thus  we  often  read  that,  according  to  Murray 
sea- water  contains  sulphate  of  soda  and  chloride  of  magnesiun 
and  chloride  of  calcium,  though,  in  all  probability,  these  salt 
must  mutually  decompose  each  other,  even  in  dilute  solutions 

,  It  is,  in  effect,  impossible  to  ascertain  with  accuracy  the  modi 

of  combination  of  the  constituents  of  the  two  salts  when  thei] 
solution  produces  no  insoluble  or  sparingly  soluble  precipitate 
But  if  we  admit  that,  in  saline  solutions,  the  salts  are  contained 
in  the  state  of  simple  salts,  and  not  in  that  of  double  salts,  or  oi 
other  combinations,  the  most  probable  supposition  is,  that  most 
generally  the  salts  exist  in  the  solution  juxtaposed,  and  in 
the  state  in  which  they  separate  by  crystaUisation  when  the 
water  is  evaporated  spontaneously  or  by  means  of  a  temperature 
as  gentle  as  possible.  In  such  a  case  the  least  soluble  salt 
separates  first.  The  reasons  adduced  by  Murray  in  favour  ot 
his  hypothesis  are  untenable. 

*  When  saline  waters  are  left  to  evaporate  slowly  during 
summer,  several  precipitates  take  place  in  the  following  order : 
first,  sulphate  of  lime,  then  chloride  of  sodium,  and  lastly 
sulphate  of  magnesia,  in  a  greater  or  less  state  of  pxuity,  partly 
mixed  with  chloride  of  sodium,  whilst  chloride  of  magnesium, 
which  is  the  most  soluble  of  the  salts,  remains  in  the  mother 
water.  Sulphate  of  soda  is  precipitated  by  spontaneous  evapo- 
ration only  when  the  acid  and  the  soda  are  more  abundant  than 
the  magnesia  and  chlorine. 

*  Bonsdorf  showed  that  by  evaporating  sea-water  at  the 
ordinary  temperature,  more  sulphate  of  lime  may  be  obtained 
than  had  been  hitherto  admitted. 

*  It  is  true  that,  under  the  influence  of  different  temperatures, 
the  combinations  undergo  remarkable  changes  in  saline  solu- 
tions, but  they  are  generally  referable  to  this,  that  the  salts  are 
not   imiformly  soluble   at   various   temperatures.      The   most 
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extrax)rdinaiy  changes  are  those  which  a  mixture  of  chloride  of 
sodium  and  of  sulphate  of  magnesia  undergo.  When  these  two 
salts  are  dissolved  in  a  sufficient  quantity  of  water^  and  the 
latter  is  left  to  evaporate  at  the  ordinary  temperature,  at  least 
in  summer,  there  is  a  separation  of  sulphate  of  magnesia  and  of 
chloride  of  sodium,  but  in  such  a  way  that  if  the  liquor  contains 
much  chloride  of  sodium,  and  little  sulphate  of  magnesia,  a 
portion  of  chloride  of  sodium  first  falls  down,  then  sulphate  of 
magnesia  is  deposited,  whilst  the  water  still  contains  chloride 
of  sodium,  because  at  the  temperature  of  summer,  sulphate  of 
magnesia  is  nearly  as  soluble  as  chloride  of  sodium.  If  the 
temperature  be  lowered  to  Decent.  (32^  Fahr.),  or  raised  to  above 
50°  cent.  (122°  Fahr.),  sulphate  of  soda  is  deposited,  and  chloride 
of  magnesium  formed,  because  at  0°  cent.,  sulphate  of  soda  is 
the  least  soluble  of  the  four  salts  which  may  be  contained  in 
the  liquor  [chloride  of  sodium,  sulphate  of  magnesia,  sulphate 
of  soda,  and  chloride  of  magnesium],  and  at  a  temperature 
above  50°  it  separates  in  the  anhydrous  state.  It  is,  therefore, 
right  to  admit  that,  at  the  ordinary  temperature,  sulphate  of 
magnesia  and  chloride  of  sodium  exist  simultaneously  in  that 
very  state. 

*  In  the  analysis  of  sea- water,  of  saline  waters,  &c.,  according 
to  the  method  formerly  employed,  and  which  consisted  in 
evaporating  the  water  and  treating  the  residuum  by  alcohol, 
some  chemists  have  indicated  sulphate  of  soda  as  existing  in 
that  water,  because  this  substance  was  found  by  them  amongst 
the  sulphates  insoluble  in  water,  whilst  most  other  chemists 
could  obtain  none.  Lavoisier,  in  his  analysis  of  sea-water  taken 
at  Dieppe,  and  Lichtenberg  in  that  of  the  Baltic,  mention 
sulphate  of  soda,  chloride  of  magnesium,  sidphate  of  magnesia, 
and  chloride  of  sodium,  among  the  constituents,  because  they 
obtained  these  salts  immediately;  whilst  Vogel,  in  several 
samples  of  sea-water.  Link  and  Pfaff,  in  that  of  the  Baltic, 
could  not  detect  the  presence  of  sulphate  of  soda  in  operating 
in  the  same  manner. 
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*  Grottbuss  attributes  these  discrepancieB  to  this  circnmstaiicc 
that  sulphate  of  magnesia  and  chloride  of  sodium,  when  boilei 
io  alcohol,  are  gradually  decomposed  into  chloride  of  ma^ne 
sium  and  sulphate  of  soda.  This  decomposition,  donbtlest 
takes  place,  but  it  ia  only  to  a  slight  extent,  and  it  fiirthe 
requires  a  strong  and  prolonged  ebuUition,  which  can  hardly  bi 
admitted  to  have  been  the  case  in  the  said  analyais.  Thi 
principal  cause  of  the  presence  of  the  sulphate  of  soda  fonni 
in  sea-water,  ia  unquestionably  due  to  the  evaporatioii  of  thi 
water,  haying  been  performed  by  two  strong,  perhaps  by  i 
boiling  heat.  On  this  account  also,  the  deposit  which  ia  formec 
in  the  pans  in  which  the  water  of  salt-springs  is  evaporated 
consists  principally  of  sulphate  of  soda.  The  chemists  who  ban 
evaporated  sea-water  at  a  temperature  below  60°  cent.,  could  nol 
obtain  sulphate  of  aoda. 

*  When  in  the  qualitative  analyds  of  a  mineral  water^  oi 
rather  of  a  well-water,  nitric  acid  has  been  found,  the  deter- 
mination of  this  acid  is  very  difficult.  After  having  treated  bj 
alcohol  the  residuum  of  the  evaporation  of  the  water,  the  nitratei 
are  ordinarily  dissolved  by  this  reagent;  if  the  water,  however 
contains  potash,  the  residuimi  undissolved  by  the  alcohol  con 
tains  nitrate  of  potash. 

*  After  having  determined  in  the  salts  of  the  water,  the  bases 
and  the  quantity  of  sulphuric  acid  aud  of  chlorine,  and  calculated 
how  much  base  the  latter  require  to  form  neutral  salts,  the 
quantity  of  the  nitric  acid  may  be  found  by  admitting  that  the 
excess  of  the  bases  is  combined  with  it.  If  the  operator  wishes 
to  determine  its  quantity  in  an  immediate  manner,  he  may  take 
a  solution  of  the  salts,  precipitate  the  chlorine  by  a  solution  ol 
nitrate  of  silver,  separate  the  chloride  of  silver,  evaporate  care- 
fully the  filtered  hquor,  and  treat  tlie  concentrated  solution  by 
sulphuric  acid,  as  was  said  {page  618). 


t'^ 
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ANALYSIS  OF  SULPHUROUS  MINERAL  WATERS. 

In  the  analysis  of  the  mineral  waters  which  contain  free 
sulphuretted  hydrogen,  or  a  metallic  sulphuret  forming  a 
sulphydrate,  when  treated  by  sulphuretted  hydrogen  {eaux 
hSpaiiques)  the  operator  begins  by  determining  the  quantity  of 
the  sulphur  which  exists  both  in  the  sulphuretted  hydrogen  and 
in  the  metallic  sulphuret.  This  is  done  by  pouring  in  a  known 
quantity  of  the  mineral  water  a  solution  of  a  metallic  salt, 
capable  of  forming  an- insoluble  metallic  sulphuret.  A  solution 
of  nitrate  of  silver,  or  of  acetate  of  lead,  or  of  protosulphate 
of  copper  is  ordinarily  used  for  the  purpose. 

*  When  solution  of  nitrate  of  silver  is  used  for  the  purpose 
of  determining  the  quantity  of  sulphur  contained  in  the  mineral 
water,  an  excess  of  ammonia  must  be  added  to  the  silver 
solution,  which  prevents  chloride  of  silver  from  being  precipi- 
tated with  the  sulphuret  of  this  metal.  If  combinations  of 
iodine  are  present,  iodide  of  silver  is  precipitated,  when  ammo- 
nia alone  has  not  produced  a  precipitate  in  the  mineral  water. 
If,  however,  ammonia  alone  can  produce  a  precipitate  in  the 
mineral  water,  this  reagent  shotdd  be  added  to  the  latter  before 
pouring  the  solution  of  nitrate  of  silver,  and  the  precipitate 
produced  should  be  first  separated  by  filtering,  after  which  the 
sulphuret  of  silver  is  precipitated  by  the  solution  of  the  nitrate 
of  this  metal.  The  sulphuret  so  produced  is  allowed  to  settle 
well,  it  is  then  collected  on  a  weighed  filter,  and  its  quantity  is 
determined,  from  which  that  of  the  sulphur  contained  in  the 
mineral  water  is  calculated. 

*  If  a  solution  of  acetate  of  lead,  to  which  free  acetic  acid 
has  been  added,  is  employed  to  determine  the  sulphur,  sulphate 
of  lead,  and  even  chloride  of  lead  are  precipitated  along  with 
sulphuret  of  lead. 

*  If  a  solution  of  protostdphate  of  copper  is  employed,  nothing 
but  sulphuret  of  copper  is  precipitated,  provided  a  free  acid 
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has  been  added  to  the  copper  solution.  But  as  sulphnret 
copper  absorbs  easUy  a  little  oxygen  whilst  it  is  filtering,  i 
quantity  cannot  be  as  accurately  determined  as  that  of  sulpfaor 
of  silver,  owing  to  which  the  solution  of  nitrate  of  silver 
preferable  for  the  purpose.  A  solution  of  protochloride  i 
copper  [chlorure  aUvrigue)  is,  however,  preferable  to  all ;  tl 
Bulphuret  of  copper  thus  obtained  is  completely  oxydised  I 
fuming  nitric  acid,  and  the  sulphuric  acid  thus  produced 
determined  by  a  solution  of  a  salt  of  baryta. 

*  After  having  thus  determined  the  proportion  of  sulphur  i 
a  given  quantity  of  mineral  water,  another  portion  of  the  Iatt< 
is  now  devoted  to  the  determination  of  the  fixed  constituent 
which  are  thus  determined  by  the  methods  which  have  bee 
described  before.  During  the  evaporation,  the  soluble  metalli 
sidphuret  contained  in  the  mineral  water  is  decomposed,  wluc 
circumstance  must  be  taken  into  consideration. 

*  The  mineral  waters  which  contain  carbonates  of  alkalic 
contain  no  free  sulphuretted  hydrogen,  but  a  soluble  metall 
sulphuret.  If,  however,  the  mineral  water  contains  bicarbonatt 
of  alkalies,  carbonic  acid,  and  a  soluble  metallic  sulphure 
sulphuretted  hydrogen  gas  is  disengaged  along  with  the  carboni 
acid  when  it  is  heated  in  a  retort. 

*  With  the  mineral  waters  which  contain  much  carbonic  aci» 
and  free  sulphuretted  hydrogen,  a  gas  escapes  generally  froi 
the  spring,  sometimes  in  such  a  quantity  that  the  water  seem 
to  be  in  constant  ebullition.  In  order  to  examine  this  gas  : 
must  be  collected  at  the  spring  in  a  graduated  glass  tube.  Tb 
tube  is  first  filled  with  the  water  of  the  spring,  its  orifice  i 
then  plunged  under  the  level  of  the  water,  and  the  air-bubbh 
which  disengage  arc  collected.  When  it  is  filled  with  the  gai 
its  orifice  is  closed  with  the  finger,  and  opened  over  mcrcui^ 
The  sulphuretted  hydrogen,  and  carbonic  acid,  are  then  absorbe 
by  hydrate  of  potash,  and  the  remaining  gas,  which  contain 
much  nitrogen  is  examined. 
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*  If  the  quantity  of  sulphuretted  hydrogen  contained  in  this 
gaseous  mixture  is  so  slight  that  its  volume  cannot  be  accurately 
determined  by  absorption,  a  large  bottle  must  be  taken  of  a 
known  capacity,  and  filled  with  the  gaseous  mixture  as  we  have 
just  said ;  the  opening  is  then  closed  with  the  finger  or  with  a 
glass  stopper,  and  it  is  opened  under  a  solution  of  nitrate  of 
silver,  or  of  acetate  of  lead,  to  which  acetic  acid  has  been 
added.  After  some  time,  when  the  gas  has  cooled,  for  it  has  a 
high  temperature  since  it  generally  proceeds  from  hot  springs, 
as  much  of  the  metallic  solution  penetrates  into  the  bottle  as 
is  necessary  to  absorb  the  small  quantity  of  sulphuretted 
hydrogen.  The  bottle  is  then  closed  up,  shaken  with  the  solu- 
tion, and  the  quantity  of  sulphuret  of  silver  or  of  lead  produced 
is  determined,  from  which  the  volume  of  the  sulphuretted 
hydrogen  gas  is  calculated. 

*  Some  mineral  waters  contain  also  a  soluble  metallic  sul- 
phuret, and  a  hyposulphite  resulting  from  the  slow  oxydisation  of 
the  metallic  sulphuret.  After  having  determined  the  quantity 
of  sulphur  contained  in  such  water  by  means  of  a  solution  of 
silver,  the  hyposulphite  will  have  been  destroyed  with  formation 
of  sulphuret  of  silver,  and  of  a  sulphate.  The  quantity  of  the 
sulphur  of  the  mineral  water  may  then  be  determined  by  means 
of  a  zinc-solution,  which  produces  sulphuret  of  zinc,  and  after- 
wards that  of  the  hyposulphurous  add  by  means  of  a  solution 
of  silver,  (page  417). 

*  I  have  said,  in  the  first  volume  of  this  work,  what  is  the 
process  to  be  followed  for  the  detection  of  some  rare  consti- 
tuents existing  in  certain  mineral  waters.  The  quantitative 
determination  may  be  performed  by  the  methods  which  have 
been  exposed  in  this  volume. 


Note  by  M.  E.  Peligot. 

*  M.  Du  Pasquier  indicated  a  simple  and  practical  method 
of  determining  the  sulphuretted  hydrogen   in   a  free   or  in 
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a  combined  state^  existing  in  solution  in  a  mineral  wate 
This  method  is  grounded  upon  the  property  whidi  iodii 
possesses  of  precipitating  sulphur  immediately  from  these  cx>n 
binations,  and  of  combining  with  the  hydrogen.  A  given  weigl 
of  iodine  is  dissolved  in  alcohol^  and  a  certain  volume  of  th 
solution  is  introduced  into  an  instrument  called  by  M.  H 
Pasquier  a  sulphydrometer.'  This  instrument  is  a  pipette^  or 
graduated  tube^  terminated  by  a  capillary  aperture  whilst  tk 
other  end  is  closed  with  a  cork ;  the  tube  being  filled  with  tk 
tincture  up  to  0^  of  the  graduated  scale^  the  liquor  fSsdls  drop  I 
drop  upon  removing  the  cork. 

*  To  use  the  sulphydrometer  proceed  as  follows : — ^Pour  in 
porcelain  capsula  a  given  quantity  of  the  sulphurous  wati 
to  be  analysed^  and  add  thereto  a  few  drops  of  a  very  clei 
solution  of  starchy  and  the  solution  of  iodine  of  a  known  strengt 
is  poured  into  the  liquor  thus  prepared.  The  whole  is  stirrer 
and  the  iodine  solution  is  poured  into  it  until  the  liquor  begii 
to  have  a  blue  tinge,  which  indicates  that  all  the  sulphurettc 
hydrogen  is  decomposed.  The  operator  thus  reads  on  the  tul 
how  much  tincture  has  been  used,  and  as  he  knows  the  quantit 
of  iodine  which  it  contains,  the  quantity  of  sulphurette 
hydrogen  which  has  been  decomposed  is  easily  calculated.  It 
advisable  to  prepare  the  liquor,  so  that  each  degree  represen 
one  centigramme  of  iodine,  and  each  tenth  of  a  degree  oi 
milligramme. 

*  This  method,  according  to  Berzelius,  is  not  accurate.  Tl 
iodine  in  dissolving  in  alcohol,  reacts  upon  the  elements  of  th 
substance,  hydriodic  and  other  iodated  products  are  formed^  ax 
it  is  only  the  free  iodine,  dissolved  by  this  acid,  which  ac 
in  the  sulphydrometer.  Moreover,  it  is  well  known  that  i 
course  of  time  the  free  iodine  combines  with  the  elements  of  tl 
solvent.  Berzelius  recommends  to  use  an  aqueous  solution  i 
chloride  of  potassium  or  of  sodium  instead  of  alcohol. 

*  Whatever  be  the  liquid  employed  to  dissolve  the  iodine,  tl 

'  M^oiresur  la  ConBtraction  et  I'Emploi  du  Sulfhydrometre,  Paris  1841,  81 
BvXletm  de  VAoadimie  de  M^decine,  t  vii.  p.  728. 
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experiment,  as  just  described,  is  insufficient  for  two  reasons: 
1st,  it  does  not  indicate  whether  the  mineral  water  contains  free 
sulphuretted  hydrogen,  or  alkaline  sulphurets  in  solution,  or  a 
mixture  of  these  bodies ;  2nd,  it  does  not  even  indicate  with 
accuracy  the  sulphur  contained  in  the  state  of  sulphuretted 
hydrogen  or  of  sulphuret.  When  the  water,  having  remained 
for  some  time  in  contact  with  the  air,  contains  a  certain  quantity 
of  hyposulphite,  which  has  resulted  from  the  action  of  the 
oxygen  of  the  air  upon  the  sulphurets  in  solution,  it  is  known 
that  the  hyposulphites  absorb  iodine  and  are  transformed  into 
iodides  and  bisulphuretted  hyposulphates. 

*  The  mineral  water,  according  to  M«  Henry,  may  be  agitated 
in  a  completely  filled  bottle  with  some  powder  of  pure  silver 
until  the  odour  of  sulphuretted  hydrogen  has  disappeared.  The 
operator  having  determined  by  a  first  trial  with  the  sulphydro- 
meter  the  total  proportion  of  sulphur  contained  in  this  gas  and 
in  the  sulphurets,  a  second  operation  gives  that  of  the  sulphur 
of  the  sulphurets,  and  the  difference  indicates  the  proportion  of 
sulphuretted  hydrogen. 

*  In  order  to  detemune  separately  the  sulphur  of  the  hypo- 
sulphites,  M.  Henry  boils  a  given  quantity  of  the  sulphurous 
water  with  bicarbonate  of  potash,  the  ebullition  and  the  carbonic 
acid  expel,  in  the  state  of  sulphuretted  hydrogen,  the  sulphur 
which  existed  already  in  that  state,  or  in  that  of  sulphuret. 
When  this  water  no  longer  precipitates  the  ammonia-nitrate  of 
silver,  the  sulphydrometer  may  then  be  used,  for  it  will  then 
indicate  only  the  sulphur  of  the  hyjiosulphites. 

'*'  Lastly,  M.  Du  Pasquier,  taking  a  complicated  case  of  a 
mineral  water,  containing  simultaneously  sulphur  in  the  state  of 
sulphuretted  hydrogen,  of  sulphurets  of  alkalies,  and  of  hypo- 
sulphites, proposed  the  following  process : — ^The  operator  begins 
by  determining,  by  means  of  the  test  iodine-liquor,  the  collective 
quantity  of  sulphur  contained  in  these  three  states.     He  then 
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adds  to  a  fresh  quantity  of  mineral  water  some  neutral  sulpha 
of  zinc^  until  the  sulphur  of  the  sulphurets  and  of  the  sulph 
retted  hydrogen  is  completely  precipitated;*  the  liquor  is  thi 
filtered,  the  deposit  of  sulphuret  of  zinc  is  washed/ and  the  wat 
used  for  the  washing  is  mixed  with  the  filtered  liquor,  ai 
lastly,  the  sulphur  which  is  contained  in  the  liquor,  now  in  ti 
state  of  hyposulphite,  is  determined  by  the  sulphydrometer. 

DETBBMINATION  OF  THE  ORGANIC   MATTER  OF  THE  MINERAL 

i 

WATERS. 

« 

According  to  Berzelius,  this  matter  consists,  in  a  great  numb 
of  cases,  of  crenic  and  apocrenic  adds,  which  are  partly  in  soluti( 
in  the  water  and  combined  with  alkalies,  and  partly  contains 
in  the  deposit  of  certain  waters  mixed  with  peroxyde  of  iro 
They  may  be  separated  from  the^mineral  water  in  the  followii 
manner : — ^Acetic  acid  is  added  to  the  water  until  it  becom 
sensibly  acid,  a  solution  of  acetate  of  copper  is  then  poured  in ; 
I  long  as  a  brown  precipitate  is  produced.     An  apocrenate 

copper  is  thus  formed,  which  precipitates  whilst  the  crenate 
copper  remains  dissolved  in  the  free  acetic  acid.     The  apocrena 
of  copper  is  washed  with  a  small  quantity  of  water  only,  for 
larger  quantity  might  dissolve  a  little  of  it.  To  the  filtered  liqu. 
a  solution  of  carbonate  of  ammonia  is  added,  until  the  acet 
acid  is  completely  saturated.      A  very  slight  excess  of  acet 
acid  is  not  objectionable.     Crenate  and  acetate  of  copper  a 
precipitated.     When  the  mixture  has  been  slowly  heated 
50°  cent.,  the  crenate  of  copper  precipitates  better;  an  excess 
acetate  of  copper  is  likewise  necessary.     As  long  as  the  filters 
liquor  is  greenish,  and  not  of  a  pure  blue  colour,  it  still  hoL 
crenate  of  copper  in  solution,  which  may  be  precipitated  by  car 
fully  adding  carbonate  of  ammonia,  and  heating  the  liquor.  Tl 
crenate  of  copper  is  well  washed,  mixed  with  a  little  water,  ai 
then  decomposed    by  sulphuretted  hydrogen,   otherwise    tl 

^  Sulphate  of  zinc  does  not  appear  to  be  very  suitable  for  absorbing  the  gulp 
retted  hydrogen. — Ed. 
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firulpliuret  of  copper  which  separates  is  not  black,  but  of  a 
brownish  colour,  and  if  it  is  filtered  immediately  the  liquor 
passes  through  the  filter  with  a  brown  tinge.  But  if  the  whole 
be  left  at  rest  for  twenty-four  hours  in  a  closed  bottle,  the 
sulphuret  of  copper  may  be  collected  on  a  filter.  Yet  the  greater 
the  quantity  of  water  employed  the  more  diflScultly  does  the 
sulphuret  separate  from  the  liquor.  It  still  contains  a  small 
quantity  of  apocrenic  acid,  which  may  be  extracted  by  means 
of  carbonate  of  alkali.  The  liquor  filtered  from  the  sulphuret  of 
copper  is  evaporated  in  vacuo  over  sulphuric  acid ;  there  remains 
crenic  acid,  the  weight  of  which  may  then  be  determined. 

*  The  apocrenate  of  copper  is  treated  in  the  same  manner  by 
sulphuretted  hydrogen  gas,  in  which  case  it  is  still  more 
difficult  to  separate  the  sulphuret  of  copper  firom  the  liquor. 

*  In  order  to  separate  the  crenic  and  apocrenic  acid  from  the 
deposit  of  peroxyde  of  iron  which  certain  mineral  waters  form 
in  contact  with  the  air,  this  deposit  must  be  boiled  with  a 
solution  of  potash  until  it  has  lost  all  cohesion,  and  assumed 
the  appearance  of  a  precipitate  of  peroxyde  of  iron,  which 
requires  that  it  should  be  boiled  for  several  hours.  If  the 
deposit  were  only  put  in  digestion  with  the  solution  of  potash, 
the  decompositon  would  be  very  far  from  being  complete ;  yet 
even  after  a  long  ebullition,  the  peroxyde  of  iron  is  not  totally 
separated  from  the  two  adds.  After  having  acidified  the 
filtered  liquor  by  acetic  acid,  the  two  adds  are  separated  by 
the  means  which  have  been  indicated* 

DETERMINATION  OF  HTDROGEN  IN  OASEOUS  COMFOrNDS. 

When  hydrogen  is  mixed  in  the  gaseous  state  with  other 
gases,  the  volume,  and  consequently  the  quantity,  is  determined 
by  the  diminution  of  volume  which  takes  place  when  a  given 
quantity  of  oxygen  being  added  to  the  gaseous  mixture,  the 
whole  is  exploded.  This  diminution  of  volume,  if  oxygen 
remains,  indicates  the  volume  of  the  hydrogen  gas.  The 
latter  forms  the  two-thirds  of  the  volume  of  the  gas  which  has 
dissappeared,  and  has  been  converted  into  liquid  water. 
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The  instrument  used  for  this  experiment  consists  of  a  thidc 
glass  tube  a  foot  or  a  foot  and  a  half  long^  closed  at  one  end 
and  open  at  the  other ;  its  diameter  needs  not  be  more  than 
about  a  quarter  of  an  inch.  Near  the  closed  extremity  two  wires 
of  iron  or  of  platinum  pass  through  the  glass ;  these  wires  are 
hermetically  luted^  or  if  the  glass  is  thin,  they  may  be  soldered  to 
it.  These  wires  are  placed  opposite  each  other  in  the  interior 
of  the  tube,  and  they  must  come  near  each  other  but  without 
touching;  the  extremity  outside  of  the  tube  may  be  rounded. 
The  internal  capacity  of  the  tube  is  divided  into  equal  parts,  when 
the  experiment  has  no  other  object  than  finding  the  relative  pro- 
portions of  the  mixed  gases ;  otherwise  the  divisions  can  be 
arbitrary,  and  especially  if  the  weight  of  a  gas  has  to  be  calculated 
from  its  volume.    The  unit  measure  is  a  cubic  centimetre. 

To  analyse  the  gaseous  mixture,  fill  the  tube  with  mercury, 
taking  care  that  no  small  bubbles  of  atmospheric  air  adhere  to 
the  sides,  to  avoid  which  the  tube  should  not  be  at  first  quite 
filled,  and  it  should  then  be  shaken,  and  the  sides  should  be 
rubbed  up  and  down  with  the  feather  of  a  quill.  The  tube  is 
then  completely  filled  with  mercury,  and  plunged  in  a  mercurial 
trough,  and  a  small  quantity  of  the  gas  intended  for  examination 
is  made  to  ascend  through  the  mercury  into  it.  The  tube  is 
then  sunk  into  the  trough  until  the  metal  is  externally  level 
with  the  interior,  and  the  volume  of  the  gaseous  mixture  is 
accurately  noted.  In  order  to  maintain  the  tube  in  the 
mercury,  it  is  pinched  between  a  clamp,  which  can  be  screwed 
at  various  heights  on  a  wooden  stand. 

This  being  done,  the  mixture  of  oxygen  and  of  hydrogen  is 
inflamed  by  means  of  an  electric  spark.  The  best  way  of 
performing  this  experiment  consists  in  coiling  one  of  the 
extremities  of  a  chain  or  of  a  metallic  wire  round  one  of  the 
wires  outside  of  the  glass  tube,  or  to  hook  it  thereto,  and  to 
apply  the  other  extremity  to  the  exterior  coating  of  a  charged 
Leyden  jar.  The  knob  of  the  bottle  being  now  brought  into 
contact  with  the  opposite  wire,  an  electric  spark  passes  from  one 
wire  to  the  other,  through  the  gaseous  mixture,  which  it  inflames. 
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*  As  a  mixture  of  hydrogen  and  of    oxygen  gases  dilates 
excessively  at  the  moment  it  is  deflagrated^  the  volume  of  the 


gaseous  mixture  to  be  examined  must  not  exceed  about  one 
third  of  the  capacity  of  the  glass  tube  in  which  the  combination 
takes  place.  If  this  volume  were  more  considerable  at  the 
moment  of  the  inflammation  by  the  electric  sparky  the  dilation 
of  the  gases  might  expel  a  portion  of  it  out  of  the  tube^  which  of 
course  would  vitiate  the  experiment.  The  explosion  may  also 
be  so  violent  that  the  glass  tube^  if  not  pinched  sufficiently  tight 
in  the  clamp^  will  be  tilted  on  one  side,  and  a  portion  of  the 
mixture  escape,  and  be  replaced  by  atmospheric  air.  It  is 
therefore  necessary  to  plunge  it  to  the  bottom  of  the  mercurial 
trough. 

If  the  gaseous  mixture  consisted  of  hydrogen  and  oxygen  in 
the  proportion  of  two  volumes  of  the  first,  and  more  than  one 
volume  of  the  second,  the  exact  excess  of  the  latter  gas,  above 
half  the  volume  of  the  hydrogen  gas,  remains  behind  after  the 
detonation.  The  tube  is  then  plunged  in  the  mercury  until 
the  level  of  the  metal  be  the  same  inside  and  outside  the  tube, 
and  the  oxygen  remaining  is  measured.  As  the  gas  which  has 
disappeared  was  composed  of  two  volumes  of  hydrogen  and  one 
volimie  of  oxygen,  the  proportion  of  the  gases  which  were  mixed 
together  is  easily  found.  If,  for  example,  the  mixture  of  oxygen 
and  hydrogen  was  twelve  volumes,  and  three  volumes  of  oxygen 
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remained  after  the  deflagration^  the  mixture  consisted  of  six 
volumes  of  hydrogen  and  six  volumes  of  oxygen. 

If  the  gaseous  mixture  consisted  of  two  volumes  of  hydrogen 
and  less  than  one  volume  of  oxygen^  the  remaining  gas  is 
hydrogen.  Its  volume  is  measured^  and  from  the  quantity  of 
the  gaseous  mixture  which  has  disappeared^  that  of  the  hydrogen 
and  of  the  oxygen  is  calculated.  If^  for  example,  the  mixture 
of  oxygen  and  of  hydrogen  gas  under  examination  was  twelve 
volumes,  and  three  volumes  of  hydrogen  remain  after  deflagra- 
tion, the  mixture  consisted  of  nine  volumes  of  hydrogen  and 
three  volumes  of  oxygen. 

When,  however,  the  operator  does  not  know  whether  the  gas 
which  remains  after  the  deflagration  is  oxygen  or  hydrogen,  the 
volume  is  determined,  and  oxygen  is  added  thereto,  but  not 
less  than  half  the  volume  of  the  remaining  gas.  The  electric 
spark  is  then  passed  through  the  mixture.  If  no  diminution 
of  volimie  follows,  it  is  a  proof  that  all  the  gas  is  oxygen ;  if  a 
diminution  of  volume  is  perceived,  it  is  a  proof  that  the  remain- 
ing gas  contained  hydrogen  still.  If,  for  example,  the  mixture 
of  hydrogen  and  of  oxygen  experimented  upon  was  twelve 
volumes,  and  three  volumes  of  gas  remained  after  deflagration, 
and  the  operator  does  not  know  whether  they  consist  of  hydrogen 
or  of  oxygen,  he  adds  thereto  one  volume  and  a  half  of  oxygen, 
and  the  electric  spark  is  passed  through  the  mixture.  If  the 
gas  disappears  entirely,  the  residuum  of  the  first  deflagration 
was  hydrogen,  and  the  twelve  volumes  of  the  gaseous  mixture 
experimented  upon  consisted  of  nine  volumes  of  hydrogen  and 
three  of  oxygen. 

*  Oxygen  gas  is  introduced  into  the  glass  tube  as  follows  : — 
A  little  chlorate  of  potash  is  put  into  a  tube  blown  into  a  bulb 
at  one  of  its  ends,  and  the  other  extremity  is  drawn  out  to  a 
point  and  bent  at  the  same  time,  so  that  it  may  be  used  as  a 
small  retort.     The  chlorate  of  potash  is  then  fused  by  the  flame 
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of  a  small  spirit-lamp^  and  when^  from  the  rapidity  of  the  disen* 
gagement,  the  operator  knows  that  pure  oxygen  is  evolved,  the 
point  of  the  tube  is  fused,  so  as  to  seal  it,  and  the  small  retort  is 
allowed  to  cool.  When  the  operator  wishes  to  add  a  little  pure 
oxygen  to  a  gas,  he  breaks  the  point  of  the  retort  under  mercury, 
and  he  proceeds  to  fuse  the  chlorate  of  potash,  the  extremity  of 
the  tube  of  the  small  retort  being  placed  under  the  graduated 
tube,  so  that  the  oxygen  disengaged  may  ascend  into  it. 

It  should  be  remarked,  that  a  mixture  of  oxygen  and  of 
hydrogen  cannot  be  inflamed  by  the  electric  spark  when  the 
volume  of  one  of  the  gases  exceeds  much  that  of  the  other.  If, 
for  example,  the  gaseous  mixture  contains,  according  to  Davy, 
fourteen  volumes,  and  according  to  Gay  Lussac  and  Humboldt, 
nine  volumes  and  a  half  of  oxygen  for  one  only  of  hydrogen,  or 
according  to  Davy,  twenty-six  volumes  of  hydrogen  for  one  only 
of  oxygen,  the  mixture  does  not  detonate.  I  shall  indicate 
farther  on  what  method  should  be  employed  in  such  a  case. 

As  it  is  advisable  in  rigorously  accurate  analysis  not  to  operate 
upon  too  small  quantities  of  gas,  a  tube  of  a  different  form, 
which  was  proposed  by  Metscherlich,  may  be  iised.  It  differs 
from  the  other  in  this,  that  it  has  two  holes  near  its  open 
extremity,  placed  opposite  to  each  other^  and  large  enough  to 
receive  a  glass  stopper,  which,  at  the  same  time,  closes  the  tube 
hermetically.  The  tube  may  be  filled  with  the  gaseous  mixture 
up  to  the  stopper,  and  the  electric  spark  may  then  be  passed 
through  it  without  fear  of  its  breaking.  This  tube  can  hardly 
be  used  for  any  other  analysis  besides  that  of  atmospheric  air, 
because  it  is  difficult  to  introduce  other  gaseous  mixtures  into  it. 

According  to   Dobereiner,  in  such   experiments  the  combi- 
nation of  the  two   gases   may  be   effected  by  finely   divided 
platinum  instead  of  by  the  electric  spark,  the  result  of  the 
combination  of  the  two  gases  thus  experimented  upon  over , 
mercury,  producing  water  exactly  as  by  inflaming  the  mixture 
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with  the  electric  spark.    One  part  of  spongy  platinum  is  mixed 
with  four  of  clay^  and  the  whole  is  rolled  into  a   ball.     A 
platinum  wire  is  fixed  into  this  ball  which  may  be  tied  to  a  fine 
annealed  iron  wire.    The  ball^  is  then  slightly  ignited,   and 
introduced  through  the  mercury  into  the  mixture.     The  combi- 
nation of  the  oxygen  and  hydrogen  gases  is  then  slowly  effected, 
provided  a  suitable  quantity  of  clay  has  been  added.     As  soon  as 
the  volume  of  the  gases  no  longer   diminishes,    the   ball  is 
withdrawn  firom  the  mixture  by  means  of  the  wire,  and  the 
volume  of  the  remaining  gas  is  determined.    The  rest  of  the 
process  is  the  same  as  was  described  above. 

The  use  of  spongy  platinum  has  this  great  advantage,  that  it 
dispenses  with  the  use  of  a  glass  tube  in  which  wires  have  been 
cemented  or  soldered  by  fusion.  The  results  obtained,  however, 
are  not  so  accurate  as  the  inflammation  by  means  of  the  electric 
spark;  wherefore  spongy  platinum  should  never  be  used  in 
experiments  which  require  extreme  precision.  When,  on  the 
contrary,  the  quantity  of  one  of  the  gases  so  much  exceeds  the 
other  in  the  gaseous  mixture,  that  it  cannot  be  inflamed  by  the 
electric  spark,  these  balls  of  platinum  are  very  advantageous, 
only  in  that  case  they  must  contain  more  platinum  and  less 
clay.  According  to  Turner,  the  combination  of  the  two  gases 
may  still  be  eflfected  in  this  manner,  even  when  one  of  the  gases 
is  to  the  other  in  the  ratio  of  1  to  100.  Yet,  in  such  a  case, 
tubes  of  a  larger  diameter  should  be  used,  because  in  those 
which  are  narrow,  the  experiment  proceeds  much  more  slowly. 

In  these  experiments,  and  in  general  in  all  quantitative 
analyses  of  gases,  it  is  absolutely  necessary,  especially  if  opera- 
ting upon  considerable  quantities,  to  pay  a  special  attention  to 
these  points,  which  are  overlooked  in  the  quantitative  analysis 
of  solid  bodies,  namely,  the  temperature,  pressure,  and  moisture 
of  the  gases.  When  these  precautions  are  neglected,  the  weight 
of  a  gas  cannot  be  induced  from  its  volume,  nor  can  the  volumes 
of  the  gases  measured  at  different  periods  be  compared  together. 
The  omission  of  only  one  of  these  precautions  may  completely 
vitiate  the  results  obtained. 
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PRECAUTIONS  RESPECTING  THE  TEMPERATURE  ON  EXPERIMENTS 

UPON    GASES. 

The  temperature  of  the  gases  is  the  point  which  requires  the 
most  attentive  care.  In  general  it  is  measured  by  means 
of  a  thermometer  suspended  near  the  vessel  containing  the  gas, 
yet  the  operator  cannot  be  certain  that  the  temperature  is 
accurately  indicated  by  the  thermometer  unless  he  is  sure  that 
the  gas  inclosed  in  the  vessel  and  the  surrounding  air  have  the 
same  temperature.  Before  measuring  the  gas  this  equality  of 
temperature  must  first  be  ascertained.  If,  for  example,  a  mix- 
ture of  oxygen  and  of  hydrogen  gas  have  to  be  exploded,  the 
operator  before  measuring  the  remaining  gas  must  wait  until 
the  temperature  has  fallen  down  again  to  that  of  the  room. 
When  it  happens,  which  is  sometimes  the  case,  that  the  tem- 
perature of  the  room  is  not  the  same  as  before  the  detonation, 
when  the  volume  of  the  mixture  was  measured,  it  is  necessary, 
in  order  to  compare  with  accuracy  the  volume  of  the  mixture 
with  that  of  the  residuum  to  reduce  them  both  to  the  same 
temperature,  and  the  best  for  the  purpose  is  to  bring  them  to 
the  zero  of  the  centigrade  scale. 

*  The  most  exact  method  of  effecting  this  reduction  is  by 
referring  to  the  following  table,  based  upon  the  new  determina- 
tion of  Rudberg,  according  to  which  dry  atmospheric  air,  or  any 
other  gas,  dilates  or  increases  in  volume  from  the  melting  point 
of  ice  to  that  of  boiling  water,  in  the  ratio  of  1000  to  1365. 

The  second  and  sixth  columns  indicate  the  volumes  which 
a  gaseous  mixture  occupies  at  the  various  degrees  of  the  centi* 
grade  scale,  supposing  its  volume  =  1  at  zero ;  the  third  and 
seventh  columns  indicate  the  logarithms  of  their  volumes; 
lastly,  the  fourth  and  eighth  columns  show  the  difference  of 
these  logarithms,  in  order  to  be  able  to  find  readily  the 
logarithms  for  the  fractions  of  degrees. 

*  The  calculation  may  be  executed  with  or  without  the 
logarithms.  The  example  given  after  the  table,  next  page,  shows 
how  to  operate  when  the  logarithms  are  not  made  use  of : — 
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*  Let  us  suppose  that^  before  being  exploded^  the  mixture 
was  145  cubic  centimetres,  at  the  temperature  of  10°  centi- 
grades,  and  that,  after  explosion,  the  residuum  has  been  63 
cubic  centimetres,  at  the  temperature  of  16°  centigrades,  and 
that  the  operator  wishes  to  know  how  many  hundredths  of 
volumes  of  the  original  mixture  the  residuum  occupies.  It  is 
easily  perceived  from  the  table,  that  a  gaseous  mixture  which,  at 
10°  occupies  a  volume  of  1-03650,  occupies  only  1*00000  at  0° 
In  order  to  find  the  volume  (x)  which  145  cubic  centimetres 
measured  at  10°  would  occupy  at  zero  degree,  the  following 
proportion  is  established ; — 

1-03650  :  1-00000  :  :  145  :a:. 

Which  gives  for  x,  that  is  to  say,  for  the  volume  at  zero, 
139*89  cubic  centimetres.  The  table  indicates  also  that  the 
volume  1*05840  at  16°  centigrades  is  equal  to  the  volume 
1 -00000  at  zero.  The  volume  y,  which  is  that  which  63  centi- 
metres, measured  at  16°  centigrades,  would  have  at  zero,  is 
found  by  the  following  proportion  : — 


1  05840  :  1-00000  :  :  63  :  y  rr  5.0-524. 
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The  proportion  between  x  and  y  is  therefore — 

=  139-89  :  59-524  =  100  :  4255. 

*  As  all  gases  dilate  by  heat,  according  to  the  same  law,  the 
ratio  above  indicated  remains  unaltered  by  the  temperature. 
Consequently,  if  the  operator  wishes  only  to  know  the  ratio,  he 
need  not  reduce  the  two  gases  at  zero ;  it  is  suflScient  to  reduce 
one  to  the  temperature  of  the  other.  In  the  example  quoted 
before,  the  63  cubic  centimetres,  measured  at  16°,  may  be 
reduced  at  10°,  that  is  to  say,  at  the  temperature  of  the  145  cubic 
centimetres.  The  table  shows  that  the  weight  remaining  the 
same,  the  volume  1*05840  at  16°  is  equal  to  the  volume  1-03650  at 
10°,  which  gives  the  proportion  1-05840  :  1-03650  :  :  63  :  z,  and 
the  operator  finds  that  Zy  that  is  to  say,  the  volume  which  63 
cubic  centimetres,  measured  at  16°  centigrade,  would  occupy  at 
10°  =  61*7  cubic  centimetres.  But  145  :  61*7  is  the  equivalent 
of  the  preceding  proportion,  139-89  :  59-524  =  100  :  42-55. 

If  one   of  the   gases  had  a  temperature  below   zero,    for 
example, — 5°,  and  it  was  desired  to  know  its  volume  at  zero,  the 
measured  volume  should  be  divided  by  1*00000  —  5  x  0-00365 
that  is  to  say,  by  0-98175. 

*  The  calculation  by  means  of  the  logarithms  is  much  more 
easy,  because  the  operator  has  only  to  add  or  to  subtract, 
whilst  in  the  other  method  it  is  necessary  to  multiply  or  to 
divide;  wherefore,  in  the  preceding  table  we  have  added  the 
logarithms  of  the  numbers  which  express  the  voliune  of  gases. 

*  The  calculation  adapted  to  the  above  quoted  example  is  as 
follows : — 

*  In  order  to  reduce  the  145  cubic  centimetres  from  10° 
centigrade  to  0°  centigrade,  the  proportion  is  as  we  said,  1-0365  : 
1-0000  :  :  145  :  x.  Take,  therefore,  the  logarithm  of  the  number 
145  on  a  table  of  logarithms  with  five  figures,  which  is  su£5ciently 
exact  for  all  chemical  calculations,  the  logarithm  of  1-00000 
should  be  added,  but  as  it  is  zero,  the  addition  is  not  made ;  the 
operator  has,  therefore,  to  subtract  firom  the  logarithmic  number 
of  145   that  of  1*0365   found  in  the  preceding  table,  which 
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produces  the  logarithm  of  x.  This  number  must  be  looked  for 
in  the  table  of  logarithms  in  which  the  number  corresponding 
thereto  is  foimd.     The  calculation  is,  therefore. 

Log.  146  =  216137 
Log.  1-0366  =  001667 

Log.  X  =  2-14680  ;  x  =  139-89. 

*  In  order  to  reduce  the  63  cubic  centimetres  from  16^ 
to  zero,  the  proportion  1*05840  :  1-00000  :  :  63  :  y,  gives  the 
following  logarithmic  calculation : — 

Log.  63  =  1-79934 
Log.  1-0684  =  002466 

Log.  y  =  1-77469  j  y  =  69-624. 

*  Or  else,  by  reducing  immediately  the  63  cubic  centiinetres 
from  16°  cent,  to  10®  centig.,  the  proportion  1*05840  :  1-03650 
:  :  63  :  z,  gives  the  foUowing  logarithmic  calcuhtion  :— 

Log.  63  =  1-79934 
Log.  10366  =  0-01667 

1-81491 
Log.  10684  =  0-02466 


Log.  «  =  1-79026  ;  «  =  617. 

*  When  the  residuum  has  been  reduced  to  the  same  tem- 
perature as  the  original  gaseous  mixture,  in  order  to  express  it 
into  hundredths  of  the  latter,  the  operator  makes  the  following 
proportion  x  \  y  w  100  :  w^  this  latter  letter  w  expressing  the 
hundredths  sought  for.  The  logarithmic  calculation  is,  therefore. 

Log.  100  =  2-00000 
Log.  y  =  1*77469 

3-77469 
Log.  a:  =  214580 


Log.  V3  =  1-62889  ;  therefore  w  =  42-65. 

The  same  value  of  w  is  found  by  the  proportion  145  :  61*7 


:  :  100  :  w\— 


Log.  100  =  2-00000 
Log.  61-7  =  1-79026 


3-79026 
Log.  145  =  2-16137 


Log.  w  =  1-62889  ;  therefore  w=  42-55. 
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*  When  the  temperature  is  not  expressed  in  whole  numbers^ 
the  logarithms  of  the  corresponding  volumes  of  gases  must  first 
be  calculated.  This  is  easily  done  by  means  of  the  column 
which  expresses  the  differences.  Let  us  suppose^  for  exam- 
ple, the  temperature  to  be  10-3",  it  may  be  seen  that  the 
logarithmic  difference  between  10°  and  11°  is  153;  the  third  of 
this  difference  is  46,  which  number  must  be  added  to  the 
logarithm  of  1'03650,  which  gives  0-01603  as  the  logarithm  of 
the  gas  at  10*3°  centigrade. 

*  The  temperature  below  zero  occurs  seldom  in  experiments. 
Should  this  case  occur,  the  operator  should  first  calculate  the 
volume  of  the  gas,  and  then  look  in  a  table  of  logarithms 
for  the  logarithm  corresponding  to  the  number  expressing  this 
volume. 

*  The  fraction  0*00365,  which  expresses  the  increase  of  one 
volume  of  gas  for  each  degree  of  the  centigrade  scale,  applies 
to  all  gases,  either  quite  dry  or  quite  moist,  but  it  is  too 
small  for  the  gases,  apparently  dry,  which  are  contained  in  a 
vessel  which  is  not  completely  desiccated  by  chloride  of  calcium, 
because  the  inside  of  such  a  vessel  is  always  coated  with  an 
invisible  layer  of  hygroscopic  water,  which,  at  a  higher  tem- 
perature, volatilises  and  augments  the  volume  of  the  gas.  For 
such  cases  the  former  number  of  Gby  Lussac,  0*00375  is  more 
exact. 

PRECAUTIONS   RESPECTING   THE   PRESSURE    IN    EXPERIMENTS 

UPON    GASES. 

*  The  second  point  to  be  attended  to  in  accurate  experiments 
upon  gases  is  the  pressure.  According  to  Mariotte^s  law,  the 
volumes  occupied  by  a  gaseous  mixture  at  a  same  temperature, 
but  under  various  pressures,  are  inversely  as  these  pressures. 

It  is,  therefore,  easy  to  make  the  necessary  correction  for  the 
measured  volume.  We  must,  however,  make  two  distinctions 
here ;  namely,  either  the  liquid  which  incloses  the  gas  is  at  the 
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same  height  outside  and  inside  of  the  tube  or  bell^  or  else  it  i 
higher  inside  than  outside.  The  latter  is  the  case  when  th 
original  volume  of  the  gas  has  diminished  by  combustion  o: 
absorption^  and  the  trough  is  not  deep  enough  to  permit  th( 
tube  to  be  sunk  sufficiently  so  as  to  bring  the  liquid  at  an  evei 
height  inside  and  outside. 

*  In  the  first  case,  that  is  to  say,  when  the  liquid  (ordinarily 
mercury)  which  incloses  the  gas,  has  the  same  height  inside 
and  outside,  the  inclosed  gas  bears  exactly  the  same  pressure 
as  the  surrounding  air,  which  pressure  is  indicated  in  a  direct 
manner  by  the  barometer.  In  such  an  experiment  as  that 
related  before  of  exploding  the  mixture,  and  in  which  the 
operator  is  obliged  to  measure  the  gas  a  second  time  after  some 
time  has  elapsed,  if  it  is  observed  that  the  height  of  the  baro* 
meter  has  changed  during  that  time,  the  corresponding  volumes 
of  the  gas  behave  precisely  as  the  barometric  height,  but  in 
an  inverse  ratio  during  the  first  and  the  second  measuring, 
provided  only,  as  was  said  before,  that  the  mercury  be  at  both 
epochs  internally  and  externally  level.  Let  us  suppose  that 
at  the  moment  of  measuring  the  original  mixture  of  oxygen 
and  of  hydrogen  the  barometer  stands  at  760  millimetres,  and 
that  afterwards,  on  measuring  the  gas  which  remains  after 
exploding  the  mixture,  the  barometer  stands  at  750  millimetres, 
the  measured  volume  of  this  residuum  is  to  what  this  volume 
would  be  if  the  state  of  the  barometer  had  not  changed 
:  :  760  :  750.  The  operator  must,  therefore,  multiply  the 
measured  volume  by  750,  and  divide  by  760. 

*  We  are  supposing  here  that  the  temperature  of  the  gas  has 
undergone  no  change ;  and  it  is  also  necessary  that  the  states 
of  the  barometer  of  which  we  have  been  speaking  be  reduced 
to  a  same  temperature,  for  it  is  clear,  for  other  reasons,  that  the 
pressure  of  the  atmosphere  cannot  bear  a  direct  proportion 
to  the  various  heights  of  the  colimin  of  mercury  in  the 
barometer,  except  the  metal  has  the  same  temperature.  But 
as   in  reality  this   invariableness   of   temperature   cannot   be 
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arrived  at,  the  thermometer  is  always  fixed  close  to  the  column 
of  mercury  in  the  barometer,  which  indicates,  at  least  very 
nearly,  the  temperature  of  the  metal,  and  from  which  the  above 
correction  may  be  effected  by  means  of  the  known  coefficient 
of  the  expansion  of  the  mercury  (3-3Vcr  for  each  degree  cent, 
of  the  thermometer),  or  more  conveniently  by  means  of  the 
tables  which  have  been  constructed  for  the  purpose. 

*  In  the  second  case,  when  the  liquid  which  incloses  the  gas 
is  higher  internally  than  externally,  the  inclosed  gas  does  not 
bear  all  the  pressure  of  the  atmosphere,  that  which  it  bears 
being  less  by  that  which  a  column  of  liquid  of  a  height  equal 
to  the  difference  between  the  outside  level  and  the  inside 
level  would  exercise.  If  this  liquid  is  mercury,  the  pressure 
of  the  inclosed  gas  may  be  obtained  by  deducting  the  difference 
just  mentioned  from  the  barometric  height  observed  at  the  time. 
But  if  the  liquid  is  not  mercury  the  difference  of  height  of 
the  two  levels  must  be  multiplied  by  the  specific  gravity  of  the 
liquid,  and  divided  by  the  specific  gravity  of  mercury  before 
deducting  that  difference  of  barometric  height,  in  order  to 
obtain  the  pressure  of  the  inclosed  gas.  The  rationale  of 
this  calculation  is  that  the  pressure  exercised  on  their  basis 
by  columns  of  a  same  height,  but  of  different  liquids^  are 
inversely  as  the  specific  gravity  of  these  liquids, 

*  It  often  happens  not  only  that  the  mercury,  which  is  the 
substance  generally  employed  to  collect  gases,  stands  higher 
inside  than  outside,  but  that  above  the  mercury  inside,  a  liquid 
is  floating  which  has  been  employed  for  absorbing  one  of  the* 
inclosed  gases,  in  which  case  both  calculations  must  be  used. 
Let  us  suppose  that  the  barometer  stands  at  762  millimetres^ 
that  the  mercury  stands  in  the  interior  of  the  tube  or  bell 
four  millimetres  higher  than  outside,  and  that  a  layer  of 
caustic  potash  of  the  specific  gravity,  1*36  and  10  millimetres 
thick,  is  floating  over  the  mercury  inside.  As  the  specific 
gravity  of  mercury  is  18*6,  the  pressure  of  the  layer  of  potash- 
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water  ia  equal  to  that  of  a  layer  of  mercury  10  +#4  millimetre 
high^  that  is  to  Bay^  one  millimetre  high,  and  the  pressun 
of  the  gaseous  mixtures  in  the  tube  wiU  accordingly  b 
762 — 4t — 1  =  757  millimetres. 

*  Rigorously  speaking,  it  would  be  still  necessary  to  reduce 
the  difference  of  height  between  the  two  levels  of  the  mercui^ 
to  a  temperature  equal  to  that  of  the  mercury  in  the 
barometer:  and  also  the  specific  gravity  of  the  mercury  and 
that  of  the  liquid  which  floats  on  it,  should  be  determined 
at  the  same  temperature,  but  these  corrections  may  be  neglected, 
provided  the  difference  of  the  two  levels  of  the  mercury  and 
the  height  of  the  supernatant  liquid  above  the  metal  are  not 
very  considerable.  In  general  the  influence  of  the  changes 
of  the  barometer  is  inconsiderable,  and  a  difference  of  about 
half  a  millimetre  does  not  interfere. 

*  If  the  internal  level  of  the  mercury  were  lower  than  that 
outside,  the  tube  containing  the  gas  should  be  raised  until  the 
internal  level  has  become  equal  to,  or  more  than  that  outside. 

*  In  delicate  experiments,  and  especially  when  the  weight 
of  gas  has  to  be  deduced  from  its  volume,  the  pressure  of  the 
gas  is  generally  reduced  to  a  barometric  height  of  760  milli- 
metres ;  not  that  it  is  absolutely  necessary  to  do  it,  but  because 
the  weights  of  gases  are  rigorously  estimated  at  that  barometric 
height,  and  also  because  the  mean  pressure  of  the  air  in  places 
which  are  not  considerably  above  the  level  of  the  sea,  nearly 
balances  a  column  of  mercury  760  millimetres  high.  If  the 
volumes  of  gases  have  to  be  compared  only,  they  may  be  reduced 
to  any  barometric  state,  provided  it  be  uniformly  employed  for 
all  the  volumes. 

PEECAUTIONS  TO  BE  OBSERVED  RESPECTING  THE  MOISTURE   IN 

EXPERIMENTS    UPON    OASES. 

*The  third  point  which  deserves  attention,  is  the  moisture 
with  which  gases  are  impregnated.     When  atmospheric  air  is 
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exploded  with  hydrogen,  for  the  purpose  of  determining  the 
quantity  of  oxygen  which  it  contains,  the  third  part  of  the 
volume  of  the  gas  which  has  disappeared  by  explosion,  cannot 
be  looked  upon  as  oxygen,  because  part  of  the  water  fdrmed  is 
in  the  state  of  vapour,  which  thus  increases  the  volume  of  the 
gaseous  mixture.  When  a  portion  of  a  dry  gaseous  mixture  is 
absorbed  by  an  aqueous  liquid,  that  which  thus  disappears  does 
not,  for  the  same  reason,  represent  the  volume  of  the  gas 
absorbed,  for  the  aqueous  vapour  which  has  disengaged  from  the 
liqidd  must  be  taken  into  account.  In  the  same  manner,  the 
weight  of  a  moist  gas,  or  of  a  gas  collected  over  water,  cannot 
be  ascertained  from  its  volume^  except  the  aqueous  vapour 
which  it  contains  is  taken  into  account,  because  the  tables  which 
have  been  published  on  the  weight  of  determined  volumes  of 
gases,  assimie  that  they  are  in  a  perfectly  dry  state. 

♦  But  the  space  occupied  by  permanent  gases  is  completely, 
or  incompletely  saturated,  by  aqueous  vapour;  the  first  case 
occurs  always  when  there  is  an  excess  of  water,  or  of  aqueous 
liquid. 

♦  When,  at  the  temperature  which  the  gas  has,  the  space 
which  it  occupies  is  completely  saturated  with  aqueous  vapour, 
the  amoimt  of  pressure  which  this  vapour,  by  virtue  of  its 
tension,  contributes  to  the  total  pressure  experienced  by  the 
moist  gas,  or  gaseous  moisture,  is  easily  found,  and  the  pressure 
of  the  gas,  or  of  the  dry  gaseous  mixture,  is  also  very  easily 
calculated,  as  also  that  which  it  would  occupy  under  any 
determined  pressure.  In  eflTect,  it  is  a  law  well  corroborated  by 
experience,  that  the  vapour  of  water,  or  of  any  other  liquid 
whatever,  can,  at  each  temperature,  acquire  only  a  certain 
maximum  of  tension  dependent  on  that  temperature,  and  that 
this  maximiun  of  tension  is  always  attained  when  there  is 
excess  of  liquid,  whether  the  space  in  which  it  is  spread  is  free 
or  occupied  by  one  or  several  gases.  The  pressure  which  a  gas 
saturated  with  moisture  exercises  is,  therefore,  of  a  double  kind, 
namely,  the  pressure  of  the  dry  gas,  and  that  of  the  aqueous 
vapour.     The  following  table,  constructed  by  Biot,  indicates  the 
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latter  pr6ssure^  that  is^  the  tension  of  aqneons  vapour  for  tl 
temperatures  which  occur  in  experiments  on  gases. 


Tewpentttn 

in  centiande 

degrees. 

Tension 

in 

millimetres. 

Temperature 

in  centigrade 

degrees. 

Tension 

in 

millimetres. 

Tonperatare 

in  centigrade 

degrees. 

Tendon 

in 

millimetrM. 

—     11 

2-46 

+        3 

6-12 

+      17 

14-47 

~     10 

2-63 

+       4 

6-52 

+      18 

15-35 

—       9 

2-81 

+       5 

6-95 

+     19 

16-29 

—       8 

3-01 

+       6 

7-40 

+     20 

17-31 

—      7 

3-21 

+       7 

7-87 

+     21 

1832 

—      6 

3*43 

+       8 

8-38 

+     22 

19-42 

—      5 

3*66 

+       9 

8-91 

+     23 

2058 

—      4 

3*91 

+        10   e 

9-48 

+     24 

21-81 

—      3 

4-17 

+    11 

1007 

+     25 

2309 

—      2 

4*45 

+     12 

10-71 

+     26 

24-45 

—      1 

4-75 

+     13 

11-38 

+     27 

25-88 

0 

506 

+      14 

1209 

+     28 

27-39 

+       1 

5-39 

+      15 

12-84 

+     29 

2905 

+       2 

6-75 

+     16 

13-63 

+     30 

30-64 

*  When  by  the  method  which  has  been  indicated  before,  tl 
operator  has  determined  the  pressure  of  the  moist  gas  < 
gaseous  mixture^  and  has  taken  care  at  the  same  time 
examine  its  temperature^  he  has  only  to  take  in  the  abo 
table  the  tension  of  the  aqueous  vapour  corresponding  to  tl 
temperature,  to  obtain  the  pressure  of  the  dry  gas  or  gaseo 
mixture.  Let  us  suppose,  for  example,  that  after  havii 
deducted  the  diflference  of  height  between  the  two  levels  of  tl 
mercury,  and  made  the  correction  necessitated  by  the  layer 
water  floating  over  the  mercury  inside,  the  pressure  is  7r 
millimetres,  and  the  temperature  of  the  gas  is  +  11®  cent.,  tl 
table  indicates  that  10*07  millimetres  must  be  deducted  for  tl 
aqueous  vapour,  and  consequently  the  pressure  borne  by  tl 
dry  gas  is  746-93  millimetres. 

If  the  aqueous  liquor  floating  over  the  mercury  inside  is  n< 
pure  water,  if,  for  example,  it  is  a  saline  solution,  the  aboi 
table  cannot,  rigorously  speaking,  be  employed,  because  aqueoi 
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vapour^  when  in  contact  with  a  saline  solution^  possesses^  at 
each  degree  of  temperature,  a  maximum  of  tension,  which  is 
less  than  when  it  is  in  contact  with  pure  water.  If,  therefore, 
in  such  a  case,  it  was  desired  to  effect,  with  all  the  required 
precision,  the  correction  referring  to  the  aqueous  vapour,  the 
operator  should  determine,  by  a  separate  experiment,  what  is 
the  tension  of  the  vapour  of  the  saline  solution  employed  at  the 
temperature  of  the  gas  which  is  enclosed  above  the  liquor.  But 
if  the  solution  is  not  very  concentrated,  the  numbers  expressing 
the  tension  in  the  preceding  table  are  sufficiently  accurate. 

♦  When  the  gas  or  gaseous  mixture  operated  upon  is  not 
saturated  with  aqueous  vapour,  and  is  not  either  before  or 
during  the  experiment  put  in  contact  with  an  excess  of  water. 
Biotas  table  can  no  longer  be  used.  The  moist  gas  must  then 
be  completely  saturated  by  aqueous  vapour,  by  adding  water, 
and  by  means  of  the  method  which  has  been  indicated,  the 
pressure  of  the  dry  gas  which  it  contains  may  be  calculated, 
or,  which  is  better  still,  it  may  be  deprived  of  all  its  water  by 
introducing  into  it  a  small  piece  of  chloride  of  calcium  fixed  at 
the  end  of  an  iron  wire,  and  it  is  left  in  contact  with  the  gas 

* 

imtil  it  ceases  to  absorb  any  thing. 

*  In  general  it  is  advisable  during  the  analysis,  not  to  put 
the  gases  in  contact  with  water  or  an  aqueoiup  liquid,  because  a 
more  or  less  considerable  quantity  of  gas  is  thus  absorbed, 
which  cannot  easily  be  determined  in  an  accurate  manner. 


PRECAUTIONS   TO    BE   TAKEN    IN    REFERENCE  TO  CAPILLARITY  IN 

EXPERIMENTS    UPON    GASES. 

*  Lastly,  a  fourth  point  must  also  be  taken  into  consideration 
in  experiments  upon  gases,  namely,  capillarity.  When  the 
level  of  the  mercury  has  been  brought  to  the  same  height 
inside  and  outside  the  bell  containing  the  gas,  the  latter  does 
not  as  yet  bear,  rigorously  speaking,  the  pressure  of  the  atmo- 
sphere; because  when  mercury  is  poured  into  two  vessels  of 
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tmequal  capacity^  open  at  the  top^  and  communicating  together^ 
it  stands  lower  in  the  smaller  vessel  than  in  the  larger  one^  on 
account  of  capillarity.  The  reverse  is  the  case  for  water,  and 
all  liquids  which  wet  glass  vessels  and  form  a  concave  siirface. 
They  stand  higher  in  narrow  vessels  than  in  large  ones^  and 
impart  a  greater  pressure  than  that  of  the  atmosphere  to  the 
gas  when  their  level  is  equalised  inside  and  out  of  the  tube. 
The  difference,  however,  and  the  consequent  correction  are  so 
trifling,  when  the  diameter  of  the  tube  exceeds  half  an  inch, 
that  it  may  be  altogether  neglected. 

*  The  three  corrections  necessitated  by  the  temperature, 
pressure,  and  moisture  must,  as  a  rule,  be  made  in  all  expe- 
riments upon  gases,  though  the  order  in  which  these  corrections 
are  made,  matters  but  little.  Yet  it  is  better  to  begin  by  that 
for  the  pressure,  than  by  that  for  the  aqueous  vapour,  which, 
properly  speaking,  is  only  a  correction  of  the  pressure^  and 
to  terminate  by  that  for  the  temperature. 

There  is  one  more  circumstance  to  be  taken  into  account, 
and  which  was  first  pointed  out  by  Faraday.  In  effect  the  dry 
gases,  when  kept  over  mercury,  are,  after  a  long  space  of  time, 
replaced  by  atmospheric  air.  This  phenomenon  is  probably 
owing  to  this,  that  the  contact  between  the  glass  and  the 
mercury  is  not  perfect,  but  that  a  sufficient  space  is  left  between 
these  two  bodies  to  permit  the  interchange  of  the  gases.  Yet 
this  interchange  requires  a  whole  year  to  become  complete. 
The  operator  should  not,  therefore,  defer  the  analysis  of  gases 
too  long  when  they  are  kept  over  mercury. 

SEPARATION  OF  HYDROGEN  GAS  FROM  NITROGEN  GAS,  AND 
NITROGEN  GAS  FROM  OXYGEN  GAS — ANALYSIS  OP  ATMO« 
SPHERIC    AIR. 

*  The  analysis  of  a  mixture  of  oxygen  gas  with  nitrogen  gas, 
or  of  hydrogen  gas  with  nitrogen  gas,  is  performed  exactly  as 
was  described  (page  677). 

If  the  gaseous  mixture  consists  of  hydrogen  and  of  nitrogen 
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gases^  its  yolume  is  determined^  and  about  half  that  volume 
of  oxygen  gas  is  added.  The  volume  of  the  gaseous  mixture 
is  then  determined  again^  and  the  electric  spark  is  passed 
through.  The  diminution  of  the  volume  easily  gives  the  quantity 
of  hydrogen  gas  contained  in  the  mixture,  and  which  amounts 
to  the  two-thirds  of  the  volume  of  the  gas  which  has  disappeared. 
Even  when  the  whole  of  the  gas  operated  upon  consists  altoge- 
ther of  hydrogen,  the  quantity  of  the  oxygen  gas  added  will 
have  been  sufficient  to  convert  it  into  water.  The  gas  which 
remains  after  the  explosion  is  nitrogen  only,  plus  the  excess  of 
oxygen  employed.  The  volume  of  the  nitrogen  is  determined 
by  deducting  the  volume  of  the  hydrogen  gas  from  that  of  the 
gaseous  mixture  experimented  upon. 

When  a  gaseous  mixture  consists  of  oxygen  and  of  nitrogen, 
as,  for  example,  atmospheric  air,  the  analysis  proceeds  in  the 
same  manner;  only,  instead  of  oxygen,  hydrogen  is  the  gas 
added.  It  is  a  little  more  difficult  to  procure  rapidly  small 
quantities  of  hydrogen  than  small  quantities  of  oxygen.  If  it  is 
not  necessary  that  the  hydrogen  gas  added  be  perfectly  free 
from  aqueous  vapour,  it  may  be  disengaged  from  a  flask  con- 
taining zinc,  and  dilute  sulphuric  acid.  The  flask  in  which  the 
zinc  is  put,  and  on  which  water  is  poured,  must  be  closed  air- 
tight with  a  cork  perforated  with  two  holes ;  one  of  these  holes 
admits  a  funnel,  which  descends  almost  to  the  bottom  of  the 
flask ;  from  the  other  a  disengagement  glass  tube  issues.  It  is 
advisable  to  use  a  very  small  flask.  After  having  poured  the 
sulphuric  acid  through  the  funnel,  the  operator  must  wait  until 
the  hydrogen  has  expelled  all  the  atmospheric  air  from  the 
apparatus,  and  bums  quietly  upon  being  set  fire  to.  But  the 
disengagement  of  the  gas  must  be  very  slow,  in  order  that  the 
gas  may  not  carry  too  much  water.  The  gases  employed  for 
this  experiment  must  be  pure,  and  therefore  distilled  zinc  must 
be  used  to  produce  it. 

*  The  hydrogen  produced  is  admitted  into  the  mixture,  until 
the  volume  of  the  latter  is  doubled.  Such  a  quantity  of  hydrogen 
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is  sufficient  to  convert  the  whole  of  the  gas  under  examination 
into  water,  if  it  consisted  altogether  of  oxygen,  without  any 
nitrogen  at  all.  When,  however,  the  gas  to  be  analysed  is 
atmospheric  air,  which  contains  nearly  four  volumes  of  nitrogen 
for  one  of  oxygen,  hydrogen  is  added  in  the  proportion  of  only 
half  the  volume  of  the  gaseous  mixture.  After  having  accurately 
measured  the  volume  of  the  gas  which  has  been  added,  an 
electric  spark  is  passed  through  the  mixture.  If  the  Toliime 
has  diminished  one-third,  it  indicates,  as  usual,  the  volame  of 
the  oxygen  gas  contained  in  the  gaseous  mixtiure  experimented 
upon.  The  quantity  of  the  oxygen  gas  gives  that  of  the 
nitrogen.  If  the  mixture  of  oxygen  and  of  nitrogen  represented 
fifteen  volumes,  and  if  after  having  added  seven  volumes  of 
hydrogen,  the  combustion,  by  means  of  the  electric  spark,  has 
caused  nine  of  these  twenty-two  volumes  to  disappear^  the 
fifteen  volumes  contained  three  volumes  of  oxygen  gas,  and 
twelve  of  nitrogen. 

*  It  is  scarcely  necessary  on  analysing  atmospheric  air,  to 
make  the  correction  for  the  moisture  of  the  gas  measured  after 
the  explosion,  because  the  air  experimented  upon  is  not  perfectly 
dry,  and  the  hydrogen  gas  added  thereto  is  ordinarily  moist. 

*  We  have  already  said  (page  680)  that  for  the  analysis  of 
atmospheric  air,  the  operator  may  use  a  glass  tube  perforated  at 
the  open  extremity,  with  a  hole  capable  of  being  closed  by  a 
glass  stopper. 

If  the  gaseous  mixture  consists  of  oxygen,  hydrogen,  and 
nitrogen,  a  portion  thereof  is  exploded  by  means  of  the  electric 
spark,  without  adding  anything  to  it.  After  the  explosion,  the 
nitrogen  remains  mixed  either  with  oxygen  gas,  or  with  hydrogen 
gas.  Oxygen  is  then  added,  in  order  to  see  whether  the  electric 
spark,  being  passed  through  the  mixture,  will  again  cause  a 
diminution  of  volume.  If  this  takes  place,  it  is  a  proof  that 
after  the  first  explosion,  nitrogen  and  hydrogen  remained,  and 
the  composition  of  the  gaseous  mixture  may  then  be  easily 
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determined.  But,  if  no  diminution  of  volume  ensues,  the 
gaseous  residuum  after  the  explosion  is  a  mixture  of  nitrogen 
and  of  oxygen.  Hydrogen  is  then  introduced  in  it,  and  the 
mixture  is  exploded ;  from  the  quantity  of  oxygen,  calculated 
from  the  diminution  of  volume,  that  of  this  gas  which  had  heen 
added  before,  must  be  deducted. 

Several  other  methods  have  been  proposed  for  the  analysis  of 
these  gaseous  mixtures,  and  especially  for  that  of  atmospheric 
air,  but  they  do  not  yield  results  so  accurate  as  that  which  has 
been  described,  and  they  need  not,  therefore,  be  related  here. 
The  methods  most  usually  employed,  which  consist  in  absorbing 
the  oxygen,  are  those  by  means  of  phosphorus,  nitric  oxyde,  and 
sulphuret  of  potassium. 

*  One  of  the  best  methods  of  analysing  atmospheric  air,  after 
that  which  consists  in  determining  the  quantity  of  oxygen,  by 
deflagrating  it  with  hydrogen  gas,  appears  to  be  that  which  was 
proposed  by  Brunner.  According  to  this  process,  in  order  to 
find  the  quantity  of  oxygen,  a  determined  volume  of  oxygen  is 
passed  over  iron  in  a  very  fine  powder,  which  becomes  thus 
oxydised,  and  the  weight  of  which  increases  in  proportion  as  the 
air  employed  contains  more  oxygen.  The  iron  is  prepared  by 
reducing  peroxyde  of  iron  by  hydrogen  gas.  The  experiment  is 
executed  in  an  apparatus  similar  to  that  which  Brunner  employs 
for  determining  the  water  contained  in  the  atmospheric  air,  and 
which  will  be  shown  presently. 

♦  Another  method  by  which  the  quantity  of  oxygen  contained 
in  the  atmospheric  air  can  be  determined  with  great  accuracy, 
was  proposed  by  Theodore  Saussure.  It  consists  in  treating  a 
known  but  considerable  volume  of  air,  by  moist  granulated  lead, 
which  is  kept  in  constant  agitation;  the  lead  absorbs  com- 
pletely the  oxygen,  and  also  the  carbonic  acid,  leaving  the 
nitrogen  in  a  pure  state.  Gay  Lussac  absorbs  the  oxygen  by 
copper  moistened  with  sulphuric  or  muriatic  acid. 


*  Besides  oitrogen  and  oxygen,  the  atmosplieric  ur  contum 
very  small  quantities  of  carbonic  acid  and  aqueous  vapour, 
ScTeral  instruments,  called  hygrometers,  have  been  contrived  foi 
estimating  the  quantity  of  the  latter,  but  which  indicate  onlj 
in  an  indirect  manner  the  proportion  of  vater  contained  in 
the  air. 

*  Drunner  employs  a  very  simple  apparatus  for  determining 
immediately  the  quantity  of  water  contained  in  the  atmospheric 
air. 

A  cylindrical  bottle  a,  provided  with  a  tap,  is  filled  with  water. 
A  glass  tube  d,  e,  bent  at  right  angle,  is  hermetically  fitted  to  it 
at  c,  the  horiiontal  branch  of  which  contains  a  few  small  pieces 
of  chloride  of  calcium,  which  are  kept  in  place  by  some  loose 
cotton  wadding  put  attJand  e.  At  the  extremity  ti,  a  tube,^,J^ 
is  connected  by  a  tube  of  Indian  rubber,  which  tube,  g,  f^ 
cont^ns  a  hygroscopic  substance.  Brunner  employs  for  the 
purpose  as  moch  fine  asbestos  as  is  sufficient  to  fill  up  the  tube, 


without  impeding  the  passage  of  the  air.  The  asbestos  ia  then 
moistened  as  uniformly  as  possible  with  ordinary  sulphuric  acid 
(English).  According  to  Brunner,  asbestos  moistened  with 
sulphuric  acid  is  preferable  to  chloride  of  calcium.  The  tube 
must  be  accurately  weighed  before  the  experiment. 

*  Every  thing  being  ready,  the  tap  is  opened,  and  the  water  of 
the  bottle  a,  is  allowed  to  flow,  and  is  received  in  another  flask, 
i,  in  which  it  can  be  measured.  The  water  is  replaced  by  an 
equal  hulk  of  atmospheric  air,  which  has  passed  through  the  tube 
g>  f,  in  which  the   water  which  it  contained  will  have  been 
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absorbed  by  the  splphuric  acid.  In  order  that  the  water  may 
be  absorbed  as  completely  as  possible^  the  flow  of  the  water  from 
the  bottle  must  be  regulated  in  such  a  manner^  that  it  does  not 
run  too  rapidly,  for  otherwise  a  portion  of  the  water  contained 
in  the  air  might  escape  absorption. 

*  Snmner  has  since  made  some  improvements  to  his  appa- 
ratus, to  which  he  gave  the  name  of  Aspirator. 

*  If,  after  the  water  has  run  ofiF,  the  tube  g,  f,  is  weighed,  the 
increase  of  weight  will  indicate  the  quantity  of  water  contained 
in  a  given  quantity  of  air.  The  pieces  of  chloride  of  calcium 
were  introduced  in  the  tube  rf,  e,  for  the  purpose  of  preventing  a 
very  small  quantity  of  aqueous  vapour  of  the  water  in  the  bottle 
from  finding  its  way  to  the  sulphuric  acid  tube,  the  weight  of 
which  would  thus  be  augmented. 

*  Saussure  employs,  for  measuring  the  carbonic  add  of  the 
air,  a  globular  receiver  of  a  known  capacity,  having  a  narrow 
opening,  capable  of  being  corked  up  air-tight.  This  receiver 
is  first  emptied  by  means  of  an  air-pimip,  and  the  air  to  be 
analysed  is  introduced  into  it;  baryta  water  is  then  poured 
in,  it  is  corked  up,  well  shaken,  and  left  at  rest  for  a  long 
time,  yet  the  baryta-water  must  not  be  left  in  contact  with 
the  air  more  than  a  few  days,  because,  besides  carbonate  of 
baryta,  crystals  of  peroxyde  of  barium  would  be  formed.  The 
carbonate  of  baryta  which  has  been  produced  is  removed  by 
two  operations.]  In  the  first,  the  baryta-water  is  withdrawn 
with  the  precipitate  floating  in  it,  it  is  left  at  rest,  and  the 
clear  liquor  is  poured  off;  the  precipitate  is  washed  and  then 
dissolved  in  muriatic  acid.  The  second  operation  consists  in 
pouring  muriatic  acid  in  the  receiver,  in  order  to  dissolve  the 
carbonate  of  baryta  which  adheres  to  its  sides.  The  two 
muriatic  acid  liquors  are  then  mixed  together,  and  the  bar}i;a 
is  precipitated  therefrom  by  muriatic  acid.  From  the  quantity 
of  sulphate  of  baryta  obtained,  that  of  the  carbonic  acid  which 
existed  in  the  carbonate  of  baryta  is  calculated. 

*A  method  similar  to  that  employed  by  Srunner  for  the 
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determination  of  the  water  contained  in  the  atmospheric  a 
would  probably  answer  equally  well  for  the  determinatio 
of  carbonic  acid  contained  in  the  air.  To  the  bottle,  a,  which  i 
full  of  water,  a  tube  similar  to  that  spoken  of  (page  698,)  i 
£xed,  but  which  must  be  three  feet  or  three  feet  and  a  half  long 
by  about  a  quarter  or  three-eighths  of  an  inch  large.  The  part  o 
the  tube  towards  the  bottle,  and  which  is  one  foot  long,  is  fille( 
with  asbestos  moistened  with  sulphuric  acid.  The  rest  containi 
hydrate  of  lime,  which  is  separated  from  the  asbestos  by  cottoi 
wadding.  The  tube  communicates  with  another  tube  filled  witl 
asbestos  and  sulphuric  acid,  and  which  was  weighed  separately 

*  After  the  air,  the  volume  of  which  is  determined  from  the 
quantity  of  water  which  has  run  off,  has  deposited  its  moistun 
in  the  tube  of  which  I  have  just  been  speaking,  it  also  parts 

ij  with  its  carbonic  acid,  which  is  taken  up  by  the  lime  throagli 

I  which  it  passes.     But  as  it  is  then  in  a  state  of  perfect  dryness. 

1  and  consequently  capable  of  absorbing  water,  the  latter  mnsi 

i  again  be  completely  removed  by  the  last  portion  of  the  tube 

,  jl  which  is  filled  with  asbestos  and  sulphuric  acid.     This  bein^ 

■  done,  it  is  clear  that  this  increase  of  weight  of  the  long  tube 

which  is  filled  partly  with  asbestos  and  sulphuric  acid,  and  partlj 
with  hydrate  of  lime,  indicates  the  weight  of  the  carbonic  acic 
of  the  air.  The  quantity  of  water  which  the  latter  contains  is 
determined  in  the  same  manner  by  the  increase  of  wcighi 
of  the  tube  which  contains  the  asbestos  and  sulphuric  acid  onlj'- 

*  In  these  experiments  care  must  be  taken  that  the  lime 
employed  is  well  calcined.  It  is  first  moistened  with  a  littk 
water,  and  when  perfectly  slaked,  a  httle  water  is  again  poured 
upon  it,  so  that  it  forms  small  curdy  lumps  upon  being  stirred, 
This  is  the  proper  state  of  moisture  it  should  have,  and  whicl 
the  operator  should  endeavour  to  attain.    If  the  lime  is  too  dry, 

I  its  absorbent  power  is  not  strong  enough;    if  too   damp,    it 

becomes  difficult  to  make  it  penetrate  the  bent  part  of  the  tube, 

*  The  volume  of  the  air  under  examination  must  not  be  toe 
small,  because  the  increase  of  weight  of  the  lime  would  be  toe 
inconsiderable. 
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The  following  note  is  by  E.  Peligot : — 

*  [Important  researches  have  of  late  been  undertaken  with 
a  view  to  determine  with  accuracy  the  composition  of  the 
atmospheric  air. 

*  The  analysis  of  gaseous  mixtures  by  volumes,  obliges  the 
analyst  to  operate  upon  small  quantities  of  gas,  and  is  subordi- 
nate to  the  graduation  of  apparatuses,  the  accuracy  of  which 
cannot  be  controlled  except  with  great  difficulty.  This  method 
of  analysis  always  requires  that  the  volume  of  the  gas  should  be 
determined,  which  is  difficult,  and  also  its  temperature  and 
pressure,  either  in  the  dry  state  or  saturated  with  aqueous 
vapour,  all  of  which  circumstances  render  the  analysis  by  weight, 
when  possible,  much  preferable,  because  the  analysis  may  then 
be  performed  upon  a  gaseous  mass  much  more  considerable, 
and  by  means  of  apparatuses,  the  accuracy  of  which  may  at  all 
times  be  verified,  if  not  in  an  absolute,  which  is  generally  of  no 
moment,  at  least  in  a  relative  manner. 

*  MM.  Dumas  and  Boussingault  have  determined  the  pro- 
portion of  the  oxygen  and  of  the  nitrogen  in  the  air,  by  weighing 
each  of  these  two  gases  produced  by  considerable  quantities  of 
atmospheric  air.     Their  apparatus  is  here  xepresented : — 


*  This  apparatus  consists, 

1st,  Of  a  glass  receiver  B,  of  about  15  litres  capadtr, 
which  may  be  emptied  by  means  of  the  air-pump : 


i 
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*  2nd;  Of  a  tube  c  c,  ia  hard  glass^  and  filled  with  metall 
copper  obtained  from  the  reduction  of  protoxyde  of  copper  I 
means  of  hydrogen  gas,  and  to  which  tube^  cocks  r  r,  ai 
adjusted,  by  means  of  which  a  vacuum  may  be  produced  in  th 
tube  also.  The  weight  of  both  the  glass-receiver  and  the  tub 
has  been  accurately  ascertained : 

*  3rd,  In  a  series  of  tubes  through  which  the  air  most  pas 
before  coming  in  contact  with  the  copper;  these  tubes  are  eigh 
in  number,  suspended  to  a  wooden  frame,  and  connected  witl 
the  first  part  of  the  apparatus  by  means  of  the  cock  r,  and  i 
tube  of  caoutchouc.  These  tubes  contain  different  substance 
for  purifying  and  desiccating  the  air  submitted  to  analysis. 

*  The  modus  operandi  is  as  follows: — ^The  glass  receiver  I 
and  the  tube  cc^  are  accurately  weighed,  after  having  beei 
exhausted  with  the  air-pump,  in  the  balance  called  balance  A 
Fortin,  the  different  parts  of  the  apparatus  are  then  connected 
by  means  of  Indian  rubber  tubes,  the  copper  is  brought  U 
a  red  heat,  and  the  operator  careftdly  opens  the  first  cock  r, 
which  permits  the  air  to  enter  the  tube  cc,  the  copper  imme- 
diately takes  up  the  oxygen  of  the  air.  A  few  minutes  afterwards 
the  second  cock  r,  and  that  of  the  glass  receiver  R  are  opened, 
and  the  nitrogen  gas  penetrates  then  into  the  exhausted 
receiver  B.  The  cocks  being  kept  open,  the  air  is  aspirated,  and 
after  having  previously  been  deprived  of  its  water  and  carbonic 
acid,  it  reaches  the  copper  tube,  where  it  parts  with  its  oxygen, 
so  that  only  pure  nitrogen  passes  into  the  glass  receiver. 
When  it  is  full,  or  nearly  so,  all  the  cocks  are  closed,  the  glass 
receiver  and  the  tube  R,  which  are  full  of  nitrogen,  are  then 
separately  weighed,  and  then  weighed  a  second  time  after 
having  again  exhausted  them.  The  difference  of  weight  indi- 
cates that  of  the  nitrogea.  That  of  the  oxygen  is  found  by  the 
increase  of  weight  which  the  tube  which  contains  the  copper 
has  acquired  during  the  experiment. 

*  The  series  of  tubes  which  are  employed  for  purif^dng  the 
air,  are  as  follows  : — 

1st.  L  is  a  Liebig^s   apparatus,  containing  a  concentrated 
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Bolution  of  caustic  potaah,  connected  by  means  of  a  tube  of 
caoutcbonc  to  tbe  glass  tube  X,  wbich  opens  in  tbe  ur  of  the 
room  in  whicb  tbe  experiment  is  made,  or  which  is  connected 
to  the  receivers  or  gasometers  filled  with  the  air  to  be  analysed. 


2nd.  TT  are  two  tubes  filled  with  pumice-stone  in  small  pieces, 
moistened  by  a  solution  of  potash. 

Srd.  TT'  are  two  other  tubes,  the  first  (T^  contains  ordinary 
potash  in  pieces,  the  second  (T")  pieces  of  potash  previously 
ignited.  The  object  of  these  tubes-  is  to  derive  the  air  com- 
pletely of  its  carbonic  add ;  the  latter  absorbs  besides  the 
greatest  portion  of  the  water  which  it  contains,  or  which  it  has 
absorbed  firom  the  preceding  parts  of  the  apparatus. 

4th.  L'  is  a  liebig's  apparatus,  containing  snlphnric  add, 
recently  boiled. 

5tb  T"'  T""  are  two  tubes  filled  with  pumice-stone,  moistened 
with  the  same  sulphuric  add  as  above. 

In  the  three  tubes  the  air  becomes  completely  dry.  The 
pumice-stone,  moistened  with  snlphuric  add,  employed  for 
sitting  and  drying  gases,  shoidd  first  be  moistened  with  sulphuric 
add,  and  then  ignited,  before  using  it,  for  it  otherwise  disen- 
gages sometimes  a  little  muriatic  acid  on  moistening  it  with 
sulphuric  add,  which  would  cause  a  great  perturbation  in  the 
analysis. 

*  The  weighing  of  the  receiver  and  of  the  tube,  when  fiill  of 
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nitrogen  and  when  exhausted,  requires  besides  peculiar  disp 
sitions  of  the  balance,  for  which  the  reader  is  referred  to  th 
M6moire  of  MM.  Dumas  and  Boussingault,  {Annates  de  CJdm 
et  de  Physique,  3™  Serie,  tome  3). 

*  Before  MM.  Dumas  and  Soussingault,  Brunner  had  endea 
voured  to  determine  the  weight  of  the  oxygen  contained  ii 
atmospheric  air,  by  absorbing  that  gas  with  phosphorus.  Tht 
apparatus  which  he  employed  is  represented  here. 

^  a  biA  the  eudiometer-tube i  c  d\a  the  tube  for  fixing  th( 
carbonic  acid  and  water  of  the  aspirated  air.  The  eudiometer 
tube  is  prepared  as  follows  : — ^A  piece  of  phosphorus^  weighinj 
about  one  gramme,  is  introduced  into  the  part  b  e,  and  b; 
turning  the  tube  on  its  axis,  the  operator  endeavours  to  mak 
the  melted  phosphorus  adhere  to  the  sides ;  the  swelled  part  c 


the  tube  /  ^  is  loosely  filled  with  carded  cotton  wool,  whict 
however,  must  not  extend  beyond  j^  so  that  there  is  an  empt^ 
space  of  about  one  inch  between  /  and  e. 

*  This  tube,  thus  filled,  is  adapted  to  the  Aspirator  and  to  th< 
tube  c  d,  by  means  of  metallic  collars,  cemented  with  sealinj 
wax.  The  Aspirator  is  filled  with  olive  oil,  which  M.  Brunne 
prefers  to  water,  thus  avoiding  the  absorption  of  a  small  quantity 
of  nitrogen,  and  also  the  tension  of  aqueous  vapour,  whicl 
would  modify  the  volume  of  the  gas,  and  would  render  i 
correction  necessary. 
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*  Before  beginning  the  experiment,  the  phosphorus  at  e  and 
/  is  first  fused^  whilst  the  oil  is  allowed  to  flow  off.  The  phos* 
phorus  soon  begins  to  bum^  and  the  product  of  the  combustion 
passes  into  the  tube  filled  with  cotton.  This  product  is  a 
mixture  of  phosphorous  acid  with  a  little  oxyde  of  phosphorus. 
When  three  or  four  ounces  of  oil  have  flowed  off,  the  experiment 
is  suspended  by  shutting  the  cock  of  the  aspirator ;  the  apparatus 
is  allowed  to  cool,  and  the  tube  a  i  is  carefully  weighed. 

*  The  object  of  this  preliminary  experiment  is  to  form  a  little 
phosphorous  acid,  which,  having  a  great  aflBnity  for  oxygen,  serves, 
during  the  eudiometric  experiment,  to  absorb  the  small  residuum 
of  oxygen  which  might  have  escaped  the  action  of  the  phosphorus. 

*  In  order  to  perform  the  eudiometric  part  of  the  experiment, 
the  tube  a  b,  which  has  been  weighed,  is  re-adjusted,  the  phos- 
phorus is  gently  heated,  so  as  to  fuse  it,  and  the  cock  of  the 
aspirator  is  then  opened,  in  order  that  the  oil  may  flow ;  it  is 
collected  in  a  vessel  graduated  with  much  care.  M.  Brunner 
employs  one  hour  for  the  running  off  of  1731  cub.  centim.  of  oil. 
The  dimensions  of  the  tube  which  suit  this  quantity  are — ^length 
of  a  ^  5i  inches ;  oigf^  inches ;  internal  diameter  of  o  ^  tV> 
o{  gf\  of  an  inch. 

*  The  combustion  of  the  phosphorus  once  begun,  continues 
without  intermittence  and  very  uniformly,  without  applying 
heat  externally,  with  the  ordinary  light  which  phosphorus  emits 
in  the  dark.  The  light  should  not  be  bright,  producing 
phosphoric  acid,  the  effect  would  be  too  rapid,  and  a  great 
portion  of  the  product  would  pass  into  the  aspirator. 

*  The  experiment  being  finished,  the  tube  a  &  is  again 
weighed,  and  the  increase  of  weight  gives  the  quantity  of 
oxygen  which  has  been  fixed.  The  weight  is  converted  into 
volume  by  calculation,  and  it  is  compared  with  that  of  the 
nitrogen,  which  is  represented  by  that  of  the  oil  which  has  run. 

*  The  tube  c  d,  for  fixing  the  carbonic  acid  and  water  of  the 
atmospheric  air,  contains  slaked  lime  and  asbestos  moistened 
with  concentrated  sulphuric  acid. 

"^  This  method  is  assuredly  preferable  to  that  which  M.  Brunner 
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had  first  proposed^  and  which  was  alluded  to  by  H.  Rose ;  it  is 
also  preferable  to  all  the  other  methods  of  determining  the  com- 
position of  the  air  by  volume ;  but  it  is  attended  with  diflBcnlties 
of  execution^  and  liable  to  inaccuracies^  which  are  avoided  by 
that    employed   by  MM.  Dumas  and    Boussingault.      Thus^ 
besides  the  difficulty  of  weighing  straight  tubes  of  a  somewhat 
considerable  lengthy  it  is  not  always  possible  to  prevent  a  vivid 
combustion  of  the  phosphorus^  which  either  breaks  the  tube,  or 
carries  the  products  of  the  combustion  into  the  aspirator ;  it  is 
even  doubtful  whether  a  small  quantity  of  phosphorus  must  not 
be  volatilised  and  mechanically  carried  away  by  the  nitrogen 
into  the  aspirator. 

*  The  principal  defect  of  this  method,  however^  is  the  necessity 
of  taking  the  density  of  the  nitrogen^  if  it  be  wished  to  obtain 
the  composition  of  the  air  in  weighty  and  the  density  of  the 
oxygen^  if  it  be  wished  to  obtain  that  composition  in  volumes. 

*  MM.  Dumas  and  Boussingault's  method  does  not  require 
any  appreciation  of  volume^  because  it  is  independent  of  all 
elements  foreign  to  the  operation  itself,  and  it  has  even  led 
these  chemists  to  indicate  and  to  rectify  the  density  of  the  two 
principal  gases  which  constitute  the  atmosphere. 

*  M.  Brunner  applied^  also,  his  aspirator,  which  he  greatly 
improved,  to  the  dosing  of  water  and  carbonic  acid.  That 
apparatus  is  very  suitable  both  for  determining  accurately  the 
volume  of  the  air,  or  of  the  gas  operated  upon,  and  for  evapo- 
rating or  drjdng  substances,  either  in  the  water  or  in  the  oil- 
bath.  It  allows  also  of  burning  certain  bodies  in  a  stream  of 
air.     It  is  represented  in  the  figure  following. 

^  A  By  are  two  cylindrical  vessels  of  tinned  or  japanned  iron, 
or  of  copper,  of  equal  capacity,  for  example,  about  one  cubic  foot, 
closed  on  both  sides,  and  connected  by  an  iron  rod  a  A,  on 
which  the  apparatus  may  turn  as  round  an  axis,  so  that  the  two 
vessels  occupy  successively  the  same  place.  Suppose  the  vessel 
A  to  be  full  of  water,  it  is  evident  that  on  allowing  the  liquid 
to  run  through  the  cock,  c,  of  the  tube  g  A,  into  the  lower  vessel. 
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the  veBsel  A  will  become  full  of  air,  which  enters  by  the  opening 
/.  The  water  having  run  off  from  vessel  A  into  vessel  B,  the 
opening  is  closed,  the  apparatus  is  then  made  to  revolve  on  its 


axis  and  the  same  operation  is  repeated,  that  is  to  say,  the  water 
is  made  to  rnn  from  vessel  B  into  vessel  A,  In  order  that  the 
air  of  the  lower  vessel  may  escape,  the  cock,  represented  at  D,  is 
to  he  opened. 

*  The  tubes  and  other  apparatases,  through  which  the  air 
must  he  passed,  are  adjasted  at  the  opening/. 

*  M.  BoQSsinganlt,  and  after  him  M.  le  Blanc,  have  tamed 
their  attentionto  the  determination  of  the  carbonic  acid  con- 
tained in  them.  This  experiment  may  now  be  easily  performed 
by  means  of  the  aspirator,  or  of  a  graduated  apparatus  provided 
with  a  cock,  at  the  lower  eztremityj  for  the  discharge  of  the 
water,  and  of  a  sufficient  number  of  Liebig's  apparatuses  and  of 
V-shaped  tabes,  some  containing  sulphuric  acid  to  exsiccate  the 
air,  the  others  containing  potash  to  absorb  the  carbonic  acid ;  we 
shall  represent  here  only  the  apparatus  employed  by  M.  le  Blanc, 
for  the  estimation  of  the  carbonic  acid  contained  in  closed  rooms. 

z  z  £ 
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*  The  receiver  B,  jirhich  communicates  with  another 
receiver  of  the  same  form,  is  employed^  as  well  as  the  latter,  to 
collect  and  keep  the  air  to  be  analysed.  The  opening  is  closed 
by  a  piece  of  caoutchouc,  kept  in  shape  internally  by  a  cone 
made  of  horn,  and  a  cock  is  fixed  in  the  narrower  portion  of  the 
exterior  cone  of  caoutchouc.  MM.  Dumas  and  Boussingault 
have  shown  by  experiment  that  receivers  so  prepared,  and  in 
which  a  vacuum  has  been  made,  can  be  used  for  the  purpose 
of  receiving  the  air  of  a  place  far  distant,  and  remain  in  a 
perfectly  efficient  condition. 

*  These  receivers,  at  the  time  of  the  experiment  are  connected 
with  two  receivers  B'  B'  previously  exhausted,  and  which  act  as 
aspirators.  But  the  air  which  flows  from  B  B  to  B^  B'  must 
pass  through  the  apparatus  L  and  T,  in  which  all  the  moisture  is 
absorbed  by  the  sulphuric  acid  which  they  contain,  and  in 
passing  through  the  tubes  T'  Y'  it  loses  all  its  carbonic  acid; 
the  first  contains  pumice-stone  moistened  with  alkali,  the  second 
contains  pumice-stone  moistened  with  concentrated  sulphuric 
acid.'  The  weight  of  the  condensed  carbonic  acid  is  determined  by 
the  increase  of  weight  of  these  tubes.  The  small  tubes  t  and  f  are 
indicators,  the  weight  of  which  must  not  alter  during  the  experi- 
ment, the  first  contains  sulphuric  acid,  the  second  contains 
potash. 

*  The  air  which  has  abandoned  its  carbonic  add  to  the 
potash,  is  estimated  in  volume,  for  which  reason  the  receivers 
B'B'  should  be  accurately  gauged,  and^he  following  dispositions 
are  besides  adopted  for  the  purpose  of  ascertaining,  with 
sufficient  accuracy,  the  temperature  of  the  air  of  the  receivers, 
and  its  tension.  A  very  delicate  thermometer  is  placed  in  the 
interior  of  each  receiver,  the  degrees  of  which,  marked  upon  an 
ivory  rod,  are  visible  through  the  sides  of  the  glass  receivers. 
Between  the  receivers  and  the  tube  f  a  vertical  glass  tube  mn 


1  The  pumice-stone  moistened  with  snlphtiric  acid  should  have  heen  previously 
calcined  in  contact  with  that  acid,  for  it  might  otherwise  disengage  under  the 
inflaence  of  concentrated  solphoric  acid,  vapours  of  muriatic  acid,  which  would 
vitiate  the  result. 
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is  suspended  and  tied  by  an  Indian-|^bber  tube  to  the  T-shape 
tube^  which  is  bent  downwards. 

This  tube  is  graduated  into  millimetres,  and  plunges  into  t 
mercurial  trough.  By  means  of  a  steel  slide  {vernier)  v 
tenths  of  millimetres  can  be  estimated.  Wh«i  the  operator 
wishes  to  measure  the  height  of  the  column  of  mercury  lifted 
by  the  aspiration  of  the  exhausted  receivers  B^',  the  sui&oe  of 
the  mercury  in  the  trough  is  brought  to  the  zero  of  the  graduated 
scale,  indicated  by  the  contact  of  a  littie  cone  of  ivoiy  fixed  to 
the  divided  tube.  The  height  of  the  column  of  mercoiy,  witii 
the  necessary  correction  for  capillarity,  being  subtracted  finom 
the  barometric  height  at  the  time,  gives  the  tension  of  the  air  in 
the  receivers.  The  operator  knowing  besides,  beforehand,  the 
degree  of  vacuum  of  the  receivers,  before  the  experiment,  possesses 
all  the  necessary  data  for  reducing  the  volume  of  the  collected 
air,  to  0^  and  0°*76,  and  for  calculating  the  weight,  that  of  a  Uin 
of  dry  air  being  known. 

*  The  apparatus,  represented  above,  being  ready,  the  operator 
begins  by  exhausting  the  air  which  it  contains  by  aspirating 
it  by  means  of  an  auxiliary  receiver  B',  in  which  a  vacuum  has 
previously  been  made;  the  cock  r"  is  then  shut.  Having 
ascertained  that  the  height  of  the  column  of  mercury  raised  up 
remains  uniform  for  several  hours,  the  cocks  of  the  receivers  BB 
are  gradually  opened;  the  air  of  these  receivers  spreads  uni- 
formly in  the  apparatus.  The  cocks  of  the  receivers  B'  B'  are 
then  cautiously  opened,  and  the  gas  passes  into  these  receivers 
with  a  rapidity  which  is  guided  by  the  operator,  as  he  sees  the 
bubbles  succeeding  each  other  through  the  sulphuric  acid  of 
Liebig's  apparatus.  The  aspiration  having  ceased,  or  nearly 
so,  the  cock  r  is  to  be  shut,  and  the  temperature  and  pressure 
are  allowed  to  equilibrate.  After  some  time,  the  cock  r^  is  to  be 
shut  also,  and  shortly  afterwards,  the  temperature  of  the  air  of  the 
receivers  is  repeatedly  examined.  The  operator  measures  also 
the  height  of  the  column  of  mercury  raised  up,  and  in  order  to 
be  able  to  weigh  the  carbonic  acid  tubes,  the  operator  has 
nothing  more  to  do  than  restore  dry  air  to  them,  which  is  done 
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by  shutting  the  cock  r^,  and  the  air  of  the  room  is  admitted  by 
opening  the  cock  r. 

*  Lastly,  in  order  to  complete  the  narrative  of  the  principal 
methods  which  have  been  hitherto  adopted  for  the  determination 
of  the  constituents  of  the  atmospheric  air,  we  should  mention 
the  process  by  which  M.  Boussingault  has  demonstrated  in  a 
paper  published  in  1834,  the  presence  of  the  very  minute  propor- 
tion of  the  hydrogenous  constituent  which  it  contains,  and  which 
the  author  of  the  present  work,  doubtless,  unwittingly  omitted. 

*  In  exploding  a  mixture  of  pure  hydrogen  and  of  atmos- 
pheric air,  deprived  of  its  carbonic  acid,  M.  T.  de  Saussure  was 
led  to  suspect  the  presence  of  a  combustible  gas  in  the  air, 
for  he  always  obtained,  after  combustion,  a  certain  quantity  of 
carbonic  acid;  his  experiment  indicating  nothing  respecting 
the  nature  of  this  gas,  which  may  be  carbonic  oxyde,  or  a 
hydrocarburet,  M.  Boussingault  endeavoured  to  determine  its 
nature,  and  succeeded  in  demonstrating  in  the  air  the  presence  of 
hydrogen,  probably  in  the  state  of  hydrocarburet.  In  effect, 
if  perfectly  dry  air  is  passed  over  protoxyde  of  copper,  previously 
brought  to  a  red  heat,  he  invariably  obtained  a  certain 
quantity  of  water. 

*  His  apparatus  consists  of  a  tube  of  hard  glass,  surrounded 
by  a  tinsel  foil,  and  filled  with  oxydised  copper  turnings ;  this 
tube  rests  upon  a  horizontal  grate,  and  is  kept  at  a  red  heat 
pending  all  the  duration  of  the  experiment,  which  usually  lasts 
fifteen  or  eighteen  hours;  both  extremities  of  the  tube,  to 
which  tubes  of  a  smaller  diameter  are  soldered  by  the  enameller's 
lamp,  communicate  with  two  tubes  of  equal  dimensions,  and 
filled  with  asbestos  moistened  by  concentrated  sulphuric  acid ; 
one  of  these  tubes  is  for  receiving  the  water  produced  by 
the  contact  of  the  dry  air  with  the  protoxyde  of  copper;  the 
other  is  to  ascertain  that  the  air  has  been  entirely  deprived 
of  moisture  by  the  exsiccating  apparatus  which  precedes  it, 
and  which  consists  of  a  tube  also  filled  with  asbestos  moistened 
with  sulphuric  acid,  and  communicating  with  another  tube  three 
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metres  long^  and  filled  with  fragments  of  cUoride  of  calchm 
so  that  the  air^  as  it  issues  firom  a  gasometer,  or  is  aspirated  b 
means  of  a  bottle  fiill  of  water  or  of  mercury,  and  whic! 
is  allowed  to  flow  by  a  cock  placed  towards  the  botton 
traverses  first  the  latter  tube,  and  becomes  thoroughly  dry  ii 
passing  through  the  sulphuric  add,  the  last  of  which  sulphuric 
acid  tube  shows  this  to  be  the  case,  because  its  weight  remain 
unaltered  during  the  experiment ;  the  air  lastly  oomes  ii 
contact  with  the  oxydised  copper  turnings,  which  decompoA 
the  hydrocarbon  which  it  contains,  producing  water,  which  ii 
retained  by  the  other  sulphuric  acid  tube  which  is  ooimectec 
with  the  combustion-apparatus ;  by  weighing  the  latter  tub 
before  and  after  the  experiment,  the  weight  of  the  wate 
absorbed  gives  that  of  the  hydrogen  resulting  from  the  ai 
experimented  upon. 

*  In  order  that  the  water  so  produced  may  be  truly  referrec 
only  to  the  combustion  of  the  hydrogenous  constituent  in  th< 
red  hot  tube,  no  corks  must  be  employed;  caoutchouc  must  Ix 
used  everywhere.  Moreover,  before  beginning  the  experi 
ment,  fifteen  or  twenty  litres  of  air  must  be  passed  througl 
the  combustion-tube,  in  order  to  expel  the  internal  moisture  o 
the  tube ;  it  is  only  when  this  has  been  done  that  the  apparatu! 
is  connected  with  the  sulphuric  acid  tube  in  which  the  watei 
produced  by  the  hydrogenous  constituent  of  the  air  is  to  b< 
condensed. 

M.  Boussingault  ascertained  that  the  water  collected  in  thii 
tube  was  always  in  much  more  considerable  quantity  than  thai 
condensed  in  the  other  sulphuric  acid  tube,  although  the  sur- 
face presented  by  both  to  the  air  was  equal ;  after  several 
experiments,  the  weight  of  the  latter  was  found  not  to  have 
augmented ;  and,  moreover,  in  taking  at  various  times  during 
the  operation  the  weight  of  the  sulphuric  acid  tube  for  the 
condensation  of  the  water  produced  by  the  hydrogenous  con- 
stituent of  the  air,  he  ascertained  that  the  production  of  the  watei 
was  in  proportion  with  the  quantity  of  the  air  which  had  tra- 
versed the  apparatus,  whilst,  if  it  had  been  accidental  water,  ii 
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would  have  been  condensed  in  larger  proportion  at  the  beginning 
of  the  experiment. 

*  All  these  precautions  are  absolutely  necessary  to  establish 
the  probability  of  the  presence  of  a  hydrogenous  constituent 
in  the  air^  but  in  so  small  a  proportion  that  the  hydrogen 
contained  in  one  part  of  air  is^  at  the  maximiun^  equal  to 
0-000008  of  its  weight,  or  0-00013  of  its  volume/ 

*  It  is  much  to  be  desired  that  these  examinations  be 
repeated  and  verified;  perhaps  it  would  be  well  to  examine 
whether  sulphuric  add,  which  condenses  several  hydrocarbons, 
should  not  be  replaced  by  another  equally  exsiccating  substance, 
for  example,  by  anhydrous  phosphoric  acid.  The  estimation  of 
the  carbonic  acid,  which  M.  T.  de  Saussure  found  had  been 
produced  after  he  had  deprived  the  air  of  that  which  it  contains, 
should  be  also  attempted. 

SEPARATION    OF    HYDROGEN  OAS    FROM    NITROGEN    GAS — DETER- 
MINATION   OF    AMMONIA. 

The  process  for  analysing  a  mixture  of  nitrogen  and  of 
hydrogen  has  been  described  before.      There   remains  only 

1  Several  chemists  are  of  opinion  that  this  hydrogenous  and  carhonaoeons  con- 
stitaent  may  be  the  gas  of  marshes,  (CH^)  considerable  quantities  of  which  are 
constantly  disengaging  in  the  air.  In  addition  to  this  the  air  occasionally  contains 
substances,  the  existence  of  which  becomes  apparent  by  the  agues,  epidemics,  and 
other  diseases  ;  which  substances,  although  at  times  in  sufficient  quantity  to  affect 
the  organ  of  smeU,  have  not  yet  been  identified.  The  insalubrity  of  some  parts  of 
the  African  coast,  of  the  Pontine  Marshes,  and  without  going  even  so  fiur,  the 
crowded  and  generally  ill-drained  and  ill-ventilated  parts  of  our  cities,  intra-mural 
church-yards,  all  of  which  are  the  fertile  and  proximate  cause  of  typhus  and  other 
fearful  plagues,  leave  no  doubt  of  the  existence  as  well  as  deleteriousnees  of  the 
substances  which  result  from  the  putrefaction  of  animal  and  vegetable  matter,  and 
which  is  soluble  in  water,  for  MM.  Th^nard  and  Dupuytren  have  ascertained  that 
pure  distilled  water  kept  for  a  while  in  dissecting-rooms  becomes  turbid,  and  rapidly 
exhales  a  fetid  smell ;  and  it  should  be  observed  that  the  atmosphere  of  dissecting- 
rooms  is  generally  much  less  contaminated  than  that  of  several  metropolitan  or 
city  districts.  The  presence  of  organic  bodies  in  the  air,  and  which  vitiate  its 
purity,  is  easily  ascertained  by  putting  some  ice  in  a  vessel,  and  placing  it  in  such  an 
atmosphere  ;  the  water  which  condenses  on  the  surface  of  the  vessel  which  contains 
the  ice  rapidly  undergoes  putrefaction  from  the  organic  substances  which  it  (the 
condensed  water)  holds  in  solution. — Ed. 
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to  show  how  the  chemical  combination  of  hydrogen  and  c 
nitrogen^  called  ammonia,  can  be  separated  from  other  snfa 
stances.  This  is  very  often  attended  with  many  difficultiefl 
The  method  which  yields  the  most  accurate  results  for  th 
analysis  of  ammoniacal  combinations,  consists  in  determininj 
t  the  substances  which  are  combined  with  the  ammonia^    an( 

ij  deducting  afterwards  the  quantity  of  the  latter  troxn  the  loss 

I*  As  I  have  fuUy  treated  before  of  the  quantitative  determinatioi 

of  the  inorganic  acids,  I  need  not  explain  here  the  process  U 
be  adopted  for  determining  in  ammoniacal  soluble  salts^  th< 
quantity  of  the  acid  which  is  combined  with  the  ammonia. 

When  the  quantity  of  acid  combined  with  ammonia  in  \ 
weighed  quantity  of  ammoniacal  salt  has  been  determined 
the  loss  in  weight  indicates  only  the  collective  quantity  of  tin 
ammonia  and  of  the  water  contained  in  the  salt.  Most  o 
the  combinations  which  ammonia  forms  with  the  oxacid 
contain  water,  a  portion  of  which,  at  least,  is  always  essentia 
to  the  existence  of  the  salt,  and  cannot  be  removed  withom 
decomposing  the  latter. 

*  The  most  accurate  method  of  determining  immediately  th< 
quantity  of  ammonia  contained  in  ammoniacal  salts  oonsisti 
in  combining  it  with  muriatic  acid,  and  converting  the  muriati 
of  ammonia  into  an  insoluble  ammonio-chloride  of  platinum,  b] 
means  of  chloride  of  platinum.  If  the  ammoniacal  salt  is  soluble 
in  alcohol,  to  the  alcoholic  solution  of  a  weighed  quantity  o 
the  salt  an  alcoholic  solution  of  chloride  of  platinum  and  a  littli 
muriatic  acid  are  added,  which  produces  immediately  a  double 
chloride,  which  at  once  falls  down.  The  less  water  the  alcohol 
employed  contains,  the  more  complete  is  the  separation  of  the 
double  chloride.  To  render  this  separation  as  complete  as 
possible,  one-fourth  or  one-fifth  of  ether  should  be  added  to  the 
alcohol.  The  precipitation  is  best  effected  in  a  bottle  capable 
of  being  closed,  especially  because  the  whole  should  be  left  at 
rest  for  twelve  hours,  in  order  that  the  precipitate  may  settle 
well.     The  precipitate  is  afterwards  washed  with  alcohol.     If  a 
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weighed  filter  has  been  used^  the  quantity  of  ammonia  contained 
in  the  dry  double  salt  may  be  calculated  by  means  of  the 
tables. 

*  It  is  more  exact,  however,  and  much  more  expeditious  to 
convert  the  double  salt,  by  ignition,  into  metallic  platinum, 
which  is  then  to  be  weighed,  and  from  which  the  quantity  of 
ammonia  existing  in  the  salt  may  be  calculated  by  means  of  the 
tables.  A  weighed  filter  need  not,  of  course,  be  employed  then. 
Yet,  if  the  ignition  of  the  double  salt  is  not  performed  with  care, 
the  fumes  of  muriate  of  ammonia  and  of  chlorine  easily  carry 
away  a  small  quantity  of  undecomposed  salt,  and  even  a  little 
metallic  platinum. 

^  This  loss  is  avoided  by  not  removing  the  salt  firom  the 
filter  before  igniting  it,  but  wrapping  it  in  it  and  exposing  the 
whole  for  a  long  time,  to  a  moderate  heat,  in  a  closed  platinum 
crucible.  The  filter  becomes  slowly  charred,  and  nothing  but 
muriate  of  ammonia  and  chlorine  are  evolved,  whilst  not  a 
particle  of  undecomposed  salt  is  mechanically  carried  away. 
It  is  indeed  difficult  to  incinerate  the  carbon  of  the  filter,  but 
all  loss  of  platinum  is,  on  the  other  hand,  completely  avoided. 

*  If  the  ammoniacal  salt  is  soluble  in  water,  but  is  insoluble 
in  alcohol,  to  a  solution  of  the  salt,  as  concentrated  as  possible, 
a  little  muriatic  acid  is  first  added,  and  then  an  alcoholic  solution 
of  chloride  of  platinum,  and,  lastly,  a  considerable  proportion 
of  very  strong  alcohol,  mixed  with  ether.  The  double  salt 
separates,  and  it  is  washed  with  alcohol.  When  the  ammoniacal 
salt  is  soluble  in  water,  the  acid  which  it  contains  is  always 
soluble  in  alcohol,  even  that  which  is  mixed  with  ether. 

*  When  ammonia,  or  an  ammoniacal  salt,  is  contained  in  a  very 
dilute  aqueous  solution,  a  suitable  quantity  of  a  solution  of  chlo* 
ride  of  platinum  and  of  muriatic  add  is  added  thereto,  and  the 
whole  is  evaporated  to  dryness  at  a  very  gentle  heat,  after  which 
alcohol  mixed  with  ether  is  poured  upon  the  dry  residuum,  and 
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the  double  salt  of  ammonia  and    platinum  ia   coUected    o 

a  filter. 

^  If  the  ammoniacal  salt  is  soluble  in  water^  but  nciixed  wit 
other  salts  which  contain  no  ammonia,  and  if  the  latter  ar 
soluble  in  water,  but  insoluble  in  alcohol^  and  yet  if  their  base 
do  not  produce^  when  treated  by  chloride  of  platinum,  insolubl 
or  sparingly  soluble  double  salts^  these  salts  fall  down  alouf 
with  the  insoluble  double  salt^  when  the  experiment  is  performec 
as  above  said.  The  precipitate  is  washed  with  alcohol,  and 
treated  in  the  same  manner  as  the  double  salt  alone;  the 
ignited  combination  is  then  put  in  the  platinum  crucible,  watei 
is  poured  upon  it>  which  leaves  the  platinum  in  a  very  fine  state 
of  division,  whilst  the  other  salts  are  dissolved.  The  great 
specific  gravity  of  platinum  renders  its  separation  extremely 
easy^  especially  by  adding  a  little  muriatic  acid  to  the  water^ 
and  applying  heat ;  the  supernatant  liquor  is  easily  decanted 
water  is  then  poured  upon  it  again,  until  all  the  salts  hav< 
dissolved^  and  pure  platinum  remains.  It  is  then  dried,  ignited 
and  weighed. 

If,  on  the  contrary,  the  ammoniacal  combination  is  insolubh 
in  water,  it  can  sometimes  be  dissolved  in  muriatic  acid,  anc 
the  process  is  the  same  as  I  have  just  described ;  at  other  times 
the  ammonia  can  be  disengaged  in  the  gaseous  state  from  its 
combination,  by  means  of  a  strong  base,  and  it  may  then  be  dis- 
solved  in  muriatic  acid,  and  converted  into  ammonio-chloride  o1 
platinum,  insoluble  in  alcohol,  by  means  of  chloride  of  platinum. 

*  Hydrate  of  baryta  is  in  most  cases  preferred  for  effecting 
the  decomposition  of  the  ammoniacal  combination.  If  lime 
were  employed  instead,  the  retorts  would  very  often  break  oe 
applying  heat.  But  a  mixture  of  hydrate  of  lime  with  a  greal 
deal  of  hydrate  of  baryta  may  often  be  used. 

*  The  combination  is  weighed  in  a  small  retort  of  thick  glass 
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difficult  of  fusion^  and  capable  of  bearing  variations  of  tempe*' 
rature  without  breaking.  A  large  excess  of  hydrate  of  baryta^ 
or  a  mixture  of  hydrate  of  lime  and  baryta^  is  then  introduced 
into  the  retort,  the  whole  is  well  mixed  by  stirring,  and  the 
mixture  is  covered  with  hydrate  of  baryta.  The  neck  of  the 
retort  is  then  drawn  out  to  a  long  thin  point,  which  is  led  into  a 
small  bottle  half  filled  with  water.  The  point  of  the  retort  must 
be  at  a  distance  of  one-fourth  or  one-half  of  an  inch  from 
the  surfiEtce  of  the  liquid.  The  neck  of  the  retort  penetrates 
into  the  bottle  through  a  cork  traversed  likewise  by  a  glass 
tube  connected  with  a  second  bottle  which  contains  concen- 
trated muriatic  add,  and  below  the  level  of  which  this  tube 
plunges.  The  retort  and  the  first  and  second  bottle  are  well 
luted  and  joined  together,  but  the  second  bottle  is  not  closed 
air-tight. 

*  The  retort  is  then  heated.  The  current  of  ammoniacal  gas 
which  disengages  passes  into  the  first  bottle,  and  is  dissolved 
by  the  water  which  it  contains;  a  little  common  air  only 
escapes  fix)m  the  acid  of  the  second  bottle ;  the  small  quantity 
of  ammonia  which  it  contains  is  dissolved  by  the  acid,  above  the 
surface  of  which,  faint  white  clouds  of  miiriate  of  ammonia  are 
seen  floating,  but  not  a  particle  of  which  escapes  from  the  flask. 

*  When  no  more  ammonia  is  evolved  from  the  retort,  the 
heat  is  withdrawn.  The  operator  knows  that  the  disengagement 
of  the  volatile  alkali  has  ceased,  when  the  water  which  escapes 
from  the  hydrate  along  with  the  ammonia  remains  in  the  neck^ 
and  endeavours  to  go  back  into  it  at  the  slightest  cooling  of 
the  retort.  The  water  which  is  thus  simultaneously  disengaged 
carries  away  all  the  ammonia  in  the  bottle,  none  of  which 
remains  in  the  retort. 

*  As  soon  as  the  retort  cools,  the  acid  ascends  from  the  second 
flask  into  the  first,  and  fiUs  the  empty  portion  of  the  latter  with 
clouds  of  muriate  of  ammonia.  The  operator  then  hastens  to 
fuse  the  long  and  thin  point  of  the  retort.  When  the  clouds 
have  dissolved  in  the  water,  the  contents  of  the  first  flask,  and 
the  portion  of  acid  which  has  gone  back  into  the  second,  are 


718  HYDROGEN. 

mixed  together,  and  an  excess  of  a  solution  of  chloride  i 
platinum  is  added  to  the  whole.  The  liquor  is  then  evaporate 
very  slowly  by  the  water-bath,  nearly  to  dryness,  and  anhydroi 
alcohol  is  poured  upon  the  residuiun.  The  insoluble  douh 
salt  which  has  been  produced  is  collected  on  a  filter,  it  : 
washed  with  alcohol  in  order  to  remove  the  adhering  chlorid 
i;  of  platinum,  alid  it  is  treated  as  above. 

ii 

*  This  method  may  sometimes  be  resorted  to  for  the  analysi 
of  the  bodies  called  amides,  in  which  the  treatment  by  hydrat 
of  baryta  or  of  lime  produces  ammonia,  the  quantity  of  whid 
may  thus  be  very  well  determined. 

*  When  ammonia  is  to  be  disengaged  from  its  solutions  b^ 
this  method,  an  apparatus  of  a  similar  construction  is  employee 
to  determine  its  quantity;  except  that  the  solution  is  put  ii 
a  larger  tubulated  retort,  or  in  a  matras  where  it  is  mixe< 
with  hydrate  of  baryta  or  of  lime.  If  the  latter  substance  ii 
employed,  the  mass  froths  up  very  much,  and  may  even  paa 
out  of  the  vessel;  wherefore,  hydrate  of  baryta  is  preferable 
The  liquid  is  kept  boiling  untU  half  the  water  has  distilled  over 
This  method  may  be  adopted  for  the  quantitative  determinatioi 
of  the  ammonia  of  mineral  waters,  after  having  carefully  conceU' 
tratedthem  by  evaporation  in  the  water-bath. 

*  The  quantity  of  ammonia  contained  in  solid  compounds, 
may  also  be  determined  by  means  of  a  method  which  will  be 
described  farther  on,  that  is  to  say,  by  protoxyde  of  coppei 
(oxyde  cuivrique)  as  is  practised  for  organic  compounds.  The 
ammonia  is  thus  converted  into  nitrogen  gas,  which  is  measured, 
and  into  water,  which  is  weighed.  It  is  difficult  in  these  experi- 
ments to  obtain  the  nitrogen  gas  free  from  all  traces  of  nitric 
oxyde.  The  production  of  the  latter  should  be  prevented  by 
mixing  very  finely  divided  metallic  copper  with  the  protoxyde 
of  this  metal.  When  ammoniacal  gas  is  mixed  with  other 
gases    which  are    not    absorbed    by    water,   this    method    of 
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separation  may  be  used.  Dry  cUorine  gas^  howeyer,  separates 
ammonical  gas  very  well  from  all  the  other  gases  with  which 
it  is  mixed. 


*  DETERMINATION   OF  WATER   IN  AMMONIACAL  COMBINATIONS. 

When  a  known  weight  of  an  ammoniacal  salt  is  decomposed 
by  a  weighed  quantity  of  a  strong  anhydrous  base^  with  the 
help  of  heat,  the  increase  of  weight  of  the  base  added 
indicates  the  quantity  of  the  acid  which  was  combined  with 
the  ammonia,  provided  this  acid  does  not  form,  with  the  base 
employed,  a  combination  which  heat  can  destroy.  The  loss 
of  weight  represents  the  collective  quantity  of  the  water  and 
ammonia. 

K  the  operator  wishes  to  determine  the  quantity  of  ammonia 
from  the  loss,  and  to  estimate  immediately  that  of  the  water 
liberated,  the  following  process  may  be  followed.  The  quantity 
of  ammoniacal  salt  evolved  in  the  experiment  is  introduced  into 
a  small  matras,  as  here  represented.  But  as  this  matras  must 
be  of  very  strong  glass  it  cannot  be  made  by  blowing  a  glass 
tube  j  it  must  be  procured  from  the  glass-house.    If^  however. 
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such  a  flask  cannot  be  had,  a  small  retort  may  be  employed. 
After  having  taken  the  weight  of  the  matras  or  of  the  retort, 
a  suitable  quantity  of  the  salt,  reduced  into  fine  powder,  is 
introduced  into  it,  and  the  neck  of  the  vessel  is  cleaned  with 
the  feather  of  a  quill;  the  apparatus  is  then  weighed  a  second 
time,  in  order  to  know  exactly  the  weight  of  the  substance 
experimented  upon.    This  being  done,  pure  lime  in  powder 
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is  introduced  into  the  retort^  for  which  purpose  calcined  Caxrari 
marble  is  best,  and  rather  more  than  double  the  weight  o: 
the  ammoniacal  salt  is  employed.  The  two  substanc^es  arc 
mixed  together  as  intimately  as  possible  by  shaking  the  matraSj 
and  the  whole  is  again  rapidly  weighed.  The  neck  of  the  retort 
is  then  drawn  out  to  a  long  point  and  bent^  so  as  to  give  the 
vessel  the  shape  of  a  retort.  If  a  retort  is  employed^  the  neck 
thereof  must  likewise  be  drawn  out  to  a  pointy  which  being  donCj 
the  matras  or  the  retort  is  again  weighed  for  the  fourth  time.  A 
small  receiver^  b,  similar  to  that  represented  here^  is  adapted  to 


the  neck  of  the  retort  by  a  tube  of  caoutchouc.  This  receiyer  is 
filled  with  lumps  of  hydrate  of  potash^  and  connected  to  a  smaU 
glass  tube  c,  filled  also  with  hydrate  of  potash.  The  tube  c  and 
the  receiver  b,  with  the  tube  of  caoutchouc,  are  weighed  before 
the  experiment. 

The  apparatus  being  ready^  the  glass  bulb  is  gradually  heated, 
and  the  heat  is  afterwards  increased  as  much  as  possible.  The 
ammonia  gas  very  soon  disengages,  but  a  portion  of  the  water  is 
obstinately  retained  by  the  excess  of  lime  employed,  and  by  the 
salt  of  lime  which  has  been  produced,  and  is  disengaged  only  by 
heating  the  retort  as  strongly  as  possible.  When  this  bulb  is  of 
a  very  small  diameter,  the  ignition  can  be  performed  over  an 
argand  spirit-lamp,  but  when  it  is  larger  it  must  be  heated  over 
a  charcoal  fire.  After  cooling,  the  neck  of  the  retort  is  cut  at  rf, 
and  its  weight  is  taken.  The  receiver  is  weighed  also  with  the 
glass  tube  and  the  point  of  the  retort,  which  point  is  then  dried 
and  weighed  separately,  and  its  weight  is  deducted  from  that  of 
the  receiver  and  of  the  glass  tube,  and  it  is  added  to  that  of  the 
retort.  The  loss  sustained  by  the  retort  after  ignition  consists 
of  the  collective  weight  of  the  ammonia  and  the  water.  The 
increase  of  weight  of  the  hydrate  of  potash  indicates  the  quantity 
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of  water  contained  in  the  ammoniacal  salt  experimented  upon^ 
and  firom  which  that  of  the  ammonia  is  calculated. 

This  experiment  is  attended  with  a  disagreeable  circumstance^ 
namely^  that  the  heat  required  to  expel  completely  the  water 
from  the  retort  must  be  so  strong  that  the  glass  is  very  often 
softened  by  it.  K  the  experiment  is  performed  over  a  naked 
fire  it  may  happen  also  that  after  coolings  the  retort  cannot  be 
accurately  weighed,  which,  however,  must  absolutely  be  done. 
Now,  as  at  the  beginning  of  the  experiment,  the  whole  of  the 
ammonia  has  been  disengaged  by  a  gentle  heat,  and  as  it  is 
only  the  complete  expulsion  of  the  water,  which  requires  a  very 
high  temperature,  the  experiment  had  better  be  performed  in  the 
following  manner: — ^The  retort  is  exposed  only  to  the  flame 
of  an  argand  spirit Jamp,  and  after  cooling  its  weight  is  deter- 
mined, and  also  that  of  the  receiver  and  of  the  glass  tube,  as 
was  just  said.  The  loss  of  weight  sustained  by  the  retort 
indicates  the  quantity  of  all  the  ammonia  and  of  a  portion  of 
the  water  which  was  absorbed  by  the  hydrate  of  potash ;  if  the 
increase 'of  weight  of  the  hydsate  of  potash  is  deducted  from  the 
loss  of  weight  experienced  by  the  retort,  the  difference  indicates 
very  accurately  the  quantity  of  the  ammonia  which  existed  in  the 
salt  experimented  upon. 

When  the  quantity  of  ammoniacal  salt  experimented  upon  is 
small,  and  does  not  exceed,  for  example,  one  or  two  grammes, 
it  is  not  necessary  to  connect  the  receiver  b.  The  neck  of  the 
retort  may  at  once  be  immediately  passed  through  the  cork 
into  the  tube  filled  with  hydrate  of  potash. 

*  Pure  protoxyde  of  lead,  recently  calcined  and  pulverised, 
is  preferable  to  lime  in  such  experiments,  for  an  excess  of  this 
body  is  far  from  retaining  the  water  so  strongly  as  lime,  so 
that  a  moderate  heat  is  sufficient  to  expel  it  completely. 

If,  by  applpng  a  very  strong  heat,  the  whole  of  the  water  of 
the  salt  of  lime  were  expelled,  the  operator  might  at  once  and 
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immediately  determine  both  tlie  quantity  of  the  water  and  of  i 
ammonia.  To  do  this  the  neck  of  the  retort  ahoold  be  conneo 
vith  a  glass  tabe,  filled  irith  hydrate  of  potash,  and  the  lat 
should  be  nnited  by  means  of  a  ling  of  caoutchonc  vith  anotl 
glass  tabe  fall  of  fused  chloride  of  caldam.  The  two  glaia  tnl 
should  be  weighed,  each  separately,  before  the  experimei 
The  increase  of  weight  of  the  hydrate  of  potash  will  then  india 
the  quantity  of  the  water,  and  the  increase  of  weight  o£  t 
chloride  of  calcium  would  show  the  quantity  of  the  ammoi 
contained  in  the  ammoniacal  salt  employed.  But  whether  i 
accurate  result  can  thus  be  obttuned  haa  not  yet  been  proved  1 
experiment. 

In  some  cases  the  quantity  of  the  water  and  of  the  anunon 
contained  in  a  salt  can  be  collectiTely  determined  by  ti 
decreaseof  weight  sustained  by  igniting  it.  This  is  the  case  wii 
Bome  of  the  double  salts,  which  an  ammoniacal  salt  produc 
when  it  combines  with  another  salt  having  a  fixed  baae ;  t1 
result  of  the  ignition  is,  that  the  add  of  the  ammoniacal  si 
combines  with  the  salt  which  has  a  fixed  base,  and  this  prodnc 
an  add  salt.  Such  is  the  case,  for  example,  with  the  donb 
salts,  which  result  &om  the  combination  of  phosphate  ai 
arseuiate  of  ammonia  with  other  phosphates  and  arseniates. 

It  is  possible,  also,  by  a  slight  ignition  in  open  vessels,  I 
determine  collectively  the  quantity  of  water  and  of  anunon: 
contained  in  ammoniacal  salts,  the  add  of  which,  even 'in 
state  of  purity,  is  completely  refractory,  or  at  least  is  nc 
decomposed  by  a  very  strong  beat.  Such  is  the  case  wit 
the  combinations  of  ammonia  with  titanic,  molybdic,  tungstii 
autimoiiic,  antimonious,  tantalic  adds,  &c.  A  few  of  thea 
combinations,  when  ignited  out  of  the  contact  of  the  mr,  reat 
by  their  ammonia,  which  undei^ocs  decomposition,  upon  th 
acid,  which  is  thereby  converted  into  a  lower  degree  o 
oxydisation, 

*  The  methods  which  have  been  described  serve  to  aoalys 
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not  only  tlie  combinations  of  the  oxacids  with  ammonia^  but 
those  also  of  the  hydracids  with  this  alkali.  Although  the  latter 
combination  contains  no  water  of  crystallisation^  it  is  known 
that  when  they  are  decomposed  by  bases^  the  oxygen  of  the 
latter  and  the  hydrogen  of  the  hydracids  form  water.  These 
combinations  produce^  therefore,  during  the  quantitative  deter- 
mination of  their  constituents,  the  same  phenomena  as  the 
ammoniacal  salts  formed  by  the  oxacids. 


SEPARATION  OF  HYDROGEN  FROM  CHLORINE,  BROMINE,  IODINE, 

AND  CYANOGEN. 

The  combinations  of  hydrogen  with  chlorine,  bromine,  iodine, 
and  cyanogen,  or  with  hydrochloric,  hydrobromic,  hydriodic, 
and  hydrocyanic  acids,  are  determined  quantitatively  in  their 
aqueous  solutions  by  the  methods  which  have  already  been 
partially  explained  before.  Muriatic  acid  is  precipitated  by 
nitrate  of  silver;  the  latter  reagent  must  also  be  employed  for 
precipitating  hydrobromic,  hydriodic,  and  hydrocyanic  acids.  I 
have  already  said  (pages  574,  601, 606)  how  the  combinations  of 
silver  with  chlorine,  bromine,  and  iodine,  must  be  subsequently 
treated.  With  respect  to  cyanuret  of  silver,  after  coUecting  it 
upon  a  weighed  filter  and  drying  it,  its  weight  may  be  deter- 
mined, from  which  the  quantity  of  the  hydrocyanic  acid  may  be 
estimated.  It  is,  however,  quite  as  accurate  to  convert  it  into 
silver  by  ignition,  and  to  calculate  the  quantity  of  the  cyanuret 
of  silver  from,  the  weight  of  the  metal,  and  to  deduce  fix)m  this 
quantity  that  of  the  hydrocyanic  acid.  In  the  latter  case  no 
muriatic  acid  must  be  present  with  the  hydrocyanic  acid.  The 
method  which  I  have  just  indicated  for  the  quantitative  deter- 
mination of  the  latter  acid,  pelds  a  much  more  accurate  result 
than  another  method  which  is  frequently  employed,  and  which 
consists  in  first  adding  a  solution  of  potash  to  the  aqueous 
hydrocyanic  acid,  then  adding  a  solution  of  iron  containing  this 
metal  simultaneously  in  the  state  of  protoxyde  and  of  peroxyde, 
and  lastly  adding  dilute  muriatic  acid.     From  the  quantity  of 
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prnssian  blue  produoed,  the  quantity  of  the  hydnx^anic 
is  calculated.  The  results  given  by  tbia  method  are  ali 
inaccurate. 

When  muriatic  acid  gas  is  mixed  irith  other  gases  comple 
insoluble  in  water,  they  may  be  separated  by  this  menatm 
which  absorbs  it  immediately  and  completely.  It  may  alsi 
separated  from  carbonic  acid  gas  by  paanng  into  the  gasc 
mixture  through  mercury,  pieces  of  borax,  which  absorb 
muriatic  acid  gas,  and  have  no  action  upon  the  carbonic  acid  | 

8EPARATI0K    OF    SYDROOEN    FROM   CARBON,   AND    CAEBC&ETS 
HTDHOOXN    FROH    OTHER   QA8E8. 

The  combinations  of  carbon  with  hydr<^^  are  either  gaset 
hqnid,  or  sohd.  They  are  often  found  mixed  tc^ether,  but  i 
then  difficult  to  separate  them.  When  a  mixture  of  the  i 
gaseous  combinations  of  hydrogen  and  carbon,  namely,  di< 
buret  of  hydrogen  (gas  of  marshes — carbure  tetrahj/drigue)  i 
bicarburet  of  hydrogen  (olefiant  gas — carbvrt  dihydrigw) 
met  with,  which  is  the  case  with  the  gas-light  obtained  by 
distillation  of  coals  or  of  oil,  they  may  be  separated  from  ei 
other,  according  to  Henry,  by  treating  them  by  gaseous  chlori 
Chlorine  gas,  in  the  dark,  combines  only  with  the  olefiant  j 
(carbure  dihydrique),  and  produces  chlorinated  ether  {eti 
chlori) ;  under  the  influence  of  solar  light,  it  combines  with  1 
dicarburet  of  hydrogen  {carbure  tetrahydriqtte),  produci 
muriatic  acid  and  carbonic  acid.  The  separation  of  the  t 
carburets  of  hydrogen  by  means  of  chlorine  gas,  can  obrioui 
take  place  over  water  only,  and  not  over  mercury,  which  woi 
M I  absorb  the   chlorine.     The   operator  begins  first   by   passi: 

^1  chlorine  over  the  water-trough  into  a  graduated  tube,  and  t 

volume  is  measured ;  the  gaseous  mixture  under  examinatia 
I  and  which  has  been  previously  measured  in  another  gradaat 

tube,  is  then  introduced  into  it.  The  larger  the  proportion 
olefiant  gas  contained  in  the  mixture  is,  the  less  chlorine  mi 
be  employed,  because  one  volume  of  the  latter  gas  is  sufficie 
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to  produce  chloriaated  ether  with  one  volume  of  olefiant  gas. 
In  order  that  the  reaction  of  the  chlorine  may  take  place  in  the 
dark^  the  best  is  to  inclose  the  glass  tube  in  a  pasteboard  sheath 
or  case ;  which  precaution,  however,  is  almost  superfluous  when 
operating  by  candle-light.  When  the  mixture  has  been  left  at 
rest  for  a  quarter  of  an  hour,  all  the  chlorinated  ether  has  sepa- 
rated. The  operator  then  calculates,  from  the  total  diminution 
of  volume,  that  of  the  olefiant  gas,  since  the  latter  forms  half 
the  volume  of  the  gas  which  has  disappeared.  The  mixture  is 
then  exposed  to  solar  light,  or  only  to  daylight,  and  the  dicar- 
buret  of  hydrogen  {carbure  tetrcLhydrique)  is  then  converted,  by 
the  chlorine,  into  muriatic  acid,  which  is  immediately  absorbed 
by  the  water,  and  into  carbonic  acid.  This  conversion  is  more 
rapidly  effected  under  the  influence  of  solar  light  than  under 
that  of  diffused  light.  If  an  excess  of  chlorine  gas  has  been 
employed  in  this  experiment,  after  solution,  the  remaining  gas, 
which  consists  of  chlorine  and  of  carbonic  add,  is  completely 
absorbed  by  a  solution  of  potash.  This  phenomenon  does  not 
take  place  when  too  little  chlorine  has  been  employed,  for  oxyde 
of  carbon  only  is  produced,  which  is  not  absorbed  by  a  solution 
of  potash ;  neither  does  it  take  place  when  the  gaseous  mixture 
operated  upon  contains  other  gases  besides.  Pour  volumes  of 
chlorine  gas  are  required  to  convert  one  volume  of  dicarburet 
of  hydrogen  {carbure  tetrahydrique)  into  carbonic  acid  and 
muriatic  add. 

This  method  of  analysis  cannot  give  results  as  accurate  as 
those  obtained  in  other  analyses  of  gases.  As  the  experiment 
must  be  performed  over  water,  into  which  carbonic  acid  and 
chlorine  are  soluble,  the  volume  cannot  be  rigorously  measured. 
If,  on  the  contrary,  water  saturated  with  chlorine  is  employed, 
chlorinated  ether  begins  to  be  formed  the  very  instant  that  the 
gaseous  mixture  to  be  examined  is  passed  through,  and,  more- 
over, after  the  absorption  of  the  olefiant  gas,  a  little  chlorinated 
ether  gas  is  formed,  which  augments  the  volume  of  the  gas 
which  has  not  been  absorbed  in  the  dark. 
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If^  after  having  introduced  a  miztore  of  one  volame  of 
dicarburetted  hydrogen  {carbure  ieirahffdrique)  with  rather 
more  than  double  its  weight  of  oxygen  into  a  tabe  like  that 
deacribed  (page  677)^  an  electric  apark  is  passed  through  it^ 
it  explodesj  and  is  converted  into  water  and  carbonic  acid.  The 
carbonic  acid  formed  has  exactly  the  same  volume  as  the 
carburet  of  hydrogen  experimented  upon.  -After  the  explosiony 
the  volume  of  the  carbonic  acid  obtained  in  determined  by 
means  of  hydrate  of  potash  in  the  ordinary  way^  by  which 
means  it  is  separated  firom  the  excess  of  oxygen  employed. 

If  a  volume  of  carburetted  hydrogen  (olefiant  gas)  is  exploded 
in  the  same  manner^  with  rather  more  than  three  timea  its 
weight  of  oxygen,  it  is  also  completely  converted  into  water 
and  carbonic  acid ;  but  the  volume  of  the  carbonic  acid  prodoced 
is  double  that  of  the  carburetted  hydrogen  gas  employed. 

If  a  gaseous  mixture  is  composed  of  the  two  gaseous  carburets 
of  hydrogen,  the  operator  may  very  easily,  firom  the  carbonic 
acid  obtained,  find  the  relative  proportion  of  the  two  carburets, 
provided  the  volume  of  the  mixture  has  been  accurately  deter- 
mined beforehand.    As  soon  as  the  decomposition  is  effected, 
hydrate  of  potash  is  introduced  into  the  gas,  and  firom  the 
diminution  of  volume,  that  of  the  carbonic  acid  produced  is 
determined,  which  should  always   be  more  considerable  than 
that  of  the  gaseous  mixture  experimented  upon.    The  excess 
corresponds   precisely    to   the    volume    of   the   olefiant    gas 
contained  in  the  gaseous  mixture,  and  it  gives  at  the  same 
time  the  volume  of  the  dicarburet  of  hydrogen.   If,  for  example, 
the  gaseous  mixture  is  fifty  volumes,  and  the  carbonic  add  gas 
eighty  volumes,  the  gaseous  mixture  contains  thirty  volumes  of 
olefiant    gas   (carbure    dihydrique),    and    twenty  volumes    of 
dicarburet  of  hydrogen  {carbure  Utrahydrique). 

This  experiment,  however,  is  dangerous,  especially  when  the 
gaseous  mixture  contains  much  olefiant  gas,  for  its  decompo- 
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sition  is  accompanied  by  so  violent  an  explosion,  that  the 
thickest  tubes  may  be  easily  broken.  Only  a  small  quantity  of 
gas  should,  therefore,  be  detonated  at  a  time,  and  previously  to 
exploding  it,  the  glass  tube  should  be  wrapped  up  in  a  towel. 

When  the  gaseous   mixture    contains  free  hydrogen,   this 
experiment  does  not  yield  accurate  results. 

The  gaseous  mixture  of  the  two  carburets  of  hydrogen  may 
contain  also  firee  hydrogen,  carbonic  oxyde,  carbonic  acid,  and 
nitrogen.  Such  mixtures  occur  in  the  gaseous  products  of  the 
distillation  of  coals,  and  of  the  impure  fatty  bodies  employed  for 
gas-light.  These  gases  may  be  separated  from  each  other  in 
the  following  manner: — ^The  volume  of  the  mixture  is  first 
accurately  determined  over  the  mercurial  trough,  and  the 
carbonic  acid  is  absorbed  by  a  small  quantity  of  hydrate  of 
potash,  which  is  to  be  introduced  by  means  of  an  iron  wire  into 
the  gas  through  the  mercury ;  the  potash  is  then  withdrawn, 
and  the  quantity  of  the  carbonic  acid  gas  is  determined  from 
the  diminution  of  the  volume.  The  glass  tube  is  then  to  be 
held  in  an  inclined  position,  and  potassium,  previously  heated, 
is  then  introduced  to  the  upper  part  of  the  tube.  The  potassium, 
if  in  sufficient  quantity,  combines  with  the  oxyde  of  carbon,  and 
has  no  action  upon  the  other  gases.  From  the  diminution  of 
the  volume  of  the  gaseous  mixture  those  of  the  carbonic  oxyde 
may  be  determined.  A  measured  volume  of  the  remaining  gas 
is  then  treated  over  water,  in  the  dark,  by  gaseous  chlorine,  as 
was  said  before,  and  the  olefiant  gas  alone  is  absorbed.  The 
remaining  gas  is  then  treated  in  the  di£Fused  light  by  gaseous 
chlorine,  which  combines  with  the  dicarburet  of  hydrogen 
{carbure  iitrahydrique),  and  with  the  hydrogen.  The  rays  of  the 
sun  must  be  avoided,  for  an  explosion  might  thus  be  produced 
if  the  mixture  contained  much  free  hydrogen.  The  dicarburet 
of  hydrogen  then  leaves  carbonic  acid,  and  the  muriatic  acid 
produced  by  the  chlorine  is  absorbed  by  water,  and  the  carbonic 
acid  is  absorbed  by  potash  in  the  usual  way,  and  its  volume  is 


.  « 
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determined.  The  quantity  of  the  dicarburet  of  hydrogi 
becomes  thus  known^  since  its  volume  is  eqnal  to  that  of  t] 
carbonic  add  formed.  The  residunm  is  nitrogen  gas^  which 
measured.    The  loss  indicates  the  volume  of  the  hydrogen  gs 

It  is  easily  perceived  that  the  results  obtained  by  this  methc 
are  only  an  approximation  to  truths  and  are  often  very  inaoci 
rate ;  but  as  the  analysis  of  such  gaseous  mixtures  is  scarce! 
ever  made  otherwise  than  for  technical  purposes,  the  method 
sufficiently  exact. 

If  the  carburetted  hydrogen  is  not  mixed  with  all  these  gase 
but  with  some  of  them  only,  the  analysis  may  be  made  in 
more  simple  manner.  The  gas  of  marshes,  besides  dicarbur 
of  hydrogen,  generally  contains  also  carbonic  acid,  atmospher 
air^  or  rather,  oxygen  and  nitrogen  gases.  The  volume  of  tl 
carbonic  acid  is  found  by  absorbing  it  with  potash;  that  of  tl 
oxygen  is  best  determined  in  such  cases  by  absorbing  it  wit 
phosphorus,  which  must  be  introduced  to  the  upper  part  of  tl 
tube  after  having  withdrawn  the  potash.  By  decomposini 
afterwards,  the  carburet  of  hydrogen  by  means  of  chlorine  gai 
in  the  dark,  and  removing  the  carbonic  acid  produced,  and  tli 
excess  of  chlorine  employed,  by  means  of  potash,  that  whic 
remains  is  nitrogen  gas. 

The  quantity  of  the  carbon  and  that  of  the  hydrogen  containe 
in  the  numerous  combinations  of  these  two  bodies  is  best  detei 
mined  by  converting  the  compound,  whether  in  the  soUd,  liqui( 
or  even  in  the  gaseous  state,  into  water  and  carbonic  acid,  b 
combustion  with  oxyde  of  copper.  The  method  to  be  foUowe 
will  be  fully  described  farther  on. 


Addition  by  M.  E.  Peligot : — 

*  According  to  M.  Jacquelain,  hydrogen  may  be  separate 
from  the  gaseous  carburets  of  hydrogen  by  taking  advantage  c 
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the  property  which  potasaiom  possesses  of  absorbing  completely 
the  first  of  these  two  gases.  The  gaseous  mixture  is  introduced 
into  a  curved  bell  over  mercury,  a  piece  of  potassium  is  intro- 
duced into  the  curred  or  bent  extremity,  and  a  spirit-lamp  is 
placed  underneath  and  gradually  raised  higher,  until  the 
absorption  begins,  when  it  is  left  at  the  same  height.  If  the 
temperature  were  too  great,  the  hydrogen  would  escape,  but  on 
lowering  the  temperature  it  is  absorbed  again.  M.  Jacquelain 
has  ascertained,  by  synthetic  experiments,  that  the  process  is 
accurate. 

*  If  this  method  is  really  good,  the  above  process,  indicated 
by  H.  Rose,  to  separate  by  means  of  potassium  the  oxyde  of 
carbon  which  is  absorbed  by  this  metal  when  mixed  with 
hydrogen  and  other  gases  is  not  accurate,  since  potassium,  it 
would  appear,  absorbs  both  oxyde  of  carbon  and  free  hydrogen. 

SXFABATION    OP   HTDROOBN    FBOH    PHOSPHOBU8. 

The  best  method  of  analysing  the  gaseous  combinations  of 
hydrogen  and  phosphorus,  consists  in  passing  them  over  a 
weighed  quantity  of  chloride  or  of  dry  sulphuret  of  copper,  gently 
heated.  The  hydrogen  of  the  phosphuretted  hydrogen  forma 
then  with  the  chlorine,  muriatic  acid  gas,  or  with  the  sulphur, 
sulphuretted  hydrogen,  which  disengages,  whilst  the  totality  of 
the  phosphorus  remains  combined  with  the  copper.  From  the 
weight  of  the  phosphuret  of  copper  obtained,  (in  which  the 
quantity  of  oopper  contained  therein  is  known,  because  a 
weighed  quantity  of  chloride  or  of  sulphuret  of  copper  has  been 
used  for  the  experiment),  the  composition  of  the  phosphuretted 
hydrogen  gas  is  calculated.  The  phosphuretted  hydrogen  gas, 
prepared  by  boiling  phosphorus  with  alkaline  solutions,  always 
contains  hydrogen  in  the  state  of  simple  mixture  with  it.  Yet, 
sulphuret  of  copper  is  not  at  all  attacked  by  hydrogen  gas, 
and  chloride  of  copper  is  attacked  by  it  only  at  a  higher 
temperature  than  that  used  in  the  experiment;  which  remark 
applies  also  to  the  resulting  phosphuret  of  copper. 
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*  In  order  to  separate  the  phosphnretted  hydrogen  firom  the 
hydrogen  mixed  with  it^  to  detennine  the  quantity  of  the 
latter,  a  solution  of  nitrate  of  silver  or  of  perdiloride  of 
mercury  {ckhrure  mercurique)  is  used,  which  absorbs  the  phoa- 
phuretted  hydrogen,  and  leaves  behind  the  hydrogen  wluch 
accompanies  it  in  the  state  of  simple  mixture.  In  thia  caaa^ 
the  gases  must  be  treated  over  water ;  if  the  experiment  waa 
performed  over  mercury  a  concentrated  solution  of  protoaolpliate 
of  copper  should  be  employed;  but  then,  the  .deoompoaition 
of  the  phosphnretted  hydrogen  gas  would  take  place  mudi  mosre 
slowly  than  with  the  solutions  of  the  two  other  salts  mentioned. 


SEPARATION  OP   HTDBOOEN   PROM  SULFHUE^ 

The  gaseous  combination  of  sulphur  with  hydr(^;en,  called 
^phuretted  hydrogen,  is  quantitatively  determined  in  the 
manner  mentioned  before,  (page  887).  If  the  volume  of 
compound  existing  in  a  gaseous  mixture  has  to  be 
this  gas  may  be  absorbed  by  several  substances.  The  best  way 
is  to  proceed  as  for  carbonic  acid,  namely,  to  employ  a  piece 
of  moist  hydrate  of  potash  passed  through  mercury  into  the 
gaseous  mixture,  by  means  of  a  thin  iron  wire.  The  sulphuretted 
hydrogen  gas  is  thus  absorbed  in  toto. 

But  if  the  gaseous  mixture  contains  other  gases  capable  of 
being  completely  absorbed  by  hydrate  of  potash,  as,  for  example, 
carbonic  acid  or  other  gaseous  adds,  acetate  of  lead  strongly 
moistened  with  acetic  acid  is  employed.  A  concentrated  solution 
of  acetate  of  lead,  to  which  acetic  acid  has  been  added,  may  also 
be  employed,  carbonic  acid  gas  not  being  absorbed  by  it. 

*  Another  method  which  is  more  suitable  for  separating 
sulphuretted  hydrogen  from  carbonic  acid,  was  indicated  by 
Oay  Lussac.  After  having  measured  the  mixture  of  the  two 
gases,  the  operator  takes  a  glass  rod  a  little  longer  than  the 
graduated  tube  which  contains  the  mixture.    About  one-third 


HYDROGEN.  731 

part  of  this  glass  rod  is  tlien  smeared  over  with  starch  paste^ 
and  rolled  amongst  finely  pulverised  peroxyde  of  manganese, 
which  then  adheres  to  the  starch,  and  the  rod  thus  prepared  is 
then  introduced  into  the  glass  tube.  In  a  few  minutes  the 
sulphuretted  hydrogen  is  completely  absorbed.  When  the  gas 
is  too  abundant,  the  glass  rod  may  be  withdrawn,  again  smeared 
over  with  fresh  peroxyde  of  manganese,  and  again  introduced 
into  the  tube.  The  carbonic  acid  remains,  the  volume  of  which 
may  then  be  determined. 

When  the  mixture  contains  muriatic  add  gas,  and  sulphuretted 
hydrogen  gas,  a  very  small  quantity  of  water  might  be  resorted 
to  as  a  means  of  separating  them,  for  it  would  dissolve  the  first, 
and  absorb  the  other  in  a  much  less  considerable  proportion. 
But  as  sulphuretted  hydrogen  is  not  insoluble  in  water,  it  is 
better  to  use  borax,  which  was  first  proposed  by  Cluzel  for 
separating  the  two  gases.  This  salt  absorbs  slowly  the  muriatic 
acid  gas,  even  when  employed  In  lumps.  As  borax  absorbs  only 
the  gases  which  are  strongly  acid,  it  may  be  resorted  to  also  as 
a  means  of  separating  sulphurous  acid  &om  carbonic  acid ;  but 
the  method  which  consists  in  separating  the  two  gases  from  each 
other  by  means  of  peroxyde  of  lead  (pxyde  ptice),  and  which  was 
described  before  (page  516),  is  preferable  to  this  method. 

In  all  experiments  with  sulphuretted  hydrogen  over  mercury, 
the  operator  must  not  forget,  that  even  in  the  cold  this  gas  is 
slowly  decomposed  by  mercury,  which  absorbs  sulphur,  and 
leaves  hydrogen  in  the  free  state ;  which  phenomenon  takes  place 
without  producing  any  change  in  the  volume. 

When  sulphuretted  hydrogen  exists  in  solution  in  a  liquor, 
the  best  method  of  determining  its  quantity  consists  in  pouring 
in  the  liquor  a  solution  of  a  metallic  oxyde,  with  which  sulphur- 
etted hydrogen  may  form  an  insoluble  sulphuret,  a  solution  of 
nitrate  of  silver  or  of  proto-chloride  of  copper  [chhrure  cuivrique) 
may  be  employed  for  the  purpose ;  acetate  of  lead  is  less  suitable. 
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After  having  separated  the  sulphuret  of  silver  or  of  copper,  it  i 
advisable  to  oxydise  it  completely  by  means  of  faming  nitric  acid 
The  sulphuric  acid  produced  is  afterwards  precipitated  by  i 
barytic  salt  in  the  state  of  sulphate  of  baryta,  the  wei^t  of  whid 
is  determined,  and  firom  which  the  quantity  of  the  snlphnrettei 
hydrogen  is  calculated.  This  method  is  every  way  preferabL 
to  that  which  consists  in  calculating  the  quantity  of  snlphurettec 
hydrogen  by  the  weight  of  the  metallic  sulphurets;  for  i 
metallic  chlorides  should  happen  to  be  present,  the  solation  o^ 
nitrate  of  silver  would  then  produce  a  precipitate  of  chloride  o1 
silver  along  with  the  sulphuret  of  silver.  It  is  true  that  thii 
precipitation  might  be  prevented  by  adding  ammonia^  bat  thii 
alkali  might,  perhaps,  precipitate  other  substances.  I  have  aaic 
before  (page  670),  how  this  method  may  be  iq>plied  to  th< 
determination  of  sulphuretted  hydrogen  in  a  mineral  water. 


SEPARATION   OF   HTDBOOBN    FROM    SELENIUM   AND    FROM 

TELLURIUM. 

The  gaseous  combinations  of  selenium  and  teUurium  witi 
hydrogen  have  so  much  resemblance  with  sulphuretted  hydrogen 
that  in  order  to  determine  them  quantitatively,  the  ssxsn 
methods  as  those  which  are  resorted  to  -  for  the  latter  may  b< 
employed. 


ANALYSIS  OF  ORGANIC  SUBSTANCES. 

I  have  now  to  treat  of  the  quantitative  determination  of  the 
solid,  liquid,  and  gaseous  substances^  which,  besides  hydrogen 
contain  carbon  and  oxygen,  or  carbon,  oxygen,  and  nitrogen 
They  are  called  organic  substances.  The  knowledge  of  theij 
composition  has  become,  of  late  years  especially,  a  subject  ol 
considerable  scientific  interest.  It  is  impossible  in  this  manual 
to  treat  of  the  reduction  of  the  organic  bodies  into  theii 
immediate  principles,  and  I  shall  only  treat  of  the  methods  b^ 
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which  the  operator  is  enabled  to  determine  their  mediate  or 
remote  constituents.  This  is  done  by  oxydising  their  elementary 
principles;  the  hydrogen  is  converted  into  water^  the  carbon 
into  carbonic  acid,  and  is  determined  in  the  state  of  carbonic 
acid  gas,  the  nitrogen  is  never  oxydised,  and  must  be  obtained 
in  the  gaseous  state.  When  the  quantity  of  water  produced  has 
been  exactly  weighed,  and  the  volume  of  the  carbonic  acid  and 
nitrogen  gases  obtained  has  been  measured^  the  operator  may 
then  find  the  composition  of  the  substance  operated  upon  by 
determining  firom  the  loss  the  quantity  of  oxygen  which  it 
contains,  which  generally  is  the  best  method. 

*  The  analysis  of  the  substances  which  contain  no  nitrogen 
is  more  simple  than  that  of  nitrogenised  bodies,  and  gives 
more  accurate  results.  The  determination  of  the  quantity  of 
the  nitrogen  is  especially  attended  with  difficulties  when  the 
substance  under  examination  contains  but  little  of  it. 

Oay  Lussac,  Th^nard,  and  Berzelius  formerly  employed 
chlorate  of  potash  to  bmm  organic  substances;  but  this  salt  is  no 
longer  employed  now.  The  chlorate  of  potash  was  mixed  with 
the  substance  to  be  analysed,  and  the  mixture  was  ignited 
under  the  influence  of  heat;  the  elements  entered  into 
combination,  each  separately  with  the  oxygen  gas  disengaged 
from  the  chlorate.  Oay  Lussac  and  Th&iard,  who  performed 
the  first  accurate  analysis  of  the  kind,  invented  a  very  ingenious 
instrument  for  the  purpose.  But  as,  according  to  this  method^ 
the  water  produced  cannot  be  immediately  weighed,  but  the 
weight  is  estimated  firom  the  loss,  the  quantity  of  hydrogen 
contained  in  the  substance  submitted  to  analysis  is  always  much 
less  accurately  ascertained  than  when  the  water  produced  is 
weighed.    The  instrument  has,  therefore,  fallen  into  disuse. 

Berzelius  employed  first  combustion-tubes  of  glass,  in  which 
he  burnt  the  organic  substances,  either  alone,  or  more  frequently 
united  with   a  base  which  is  ordinarily  oxyde  of  lead.     The 
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combostion  was  effected  by  means  of  chloride  of  potassiain  mixi 
with  ten  or  twelve  times  its  weight  of  chloride  of  eodimn;  bi 
Ht  &  late  period,  and  at  the  recommendation  of  Qa.j  Ijiuaac,  I 
employed  peroxyde  of  copper  for  burning  it,  and  he  thi 
determined  the  weight  of  the  water  and  of  the  carbonic  ad 
prodttced. 

*  Theodore  de  Saussore,  instead  of  chlorate  of  potash  or  c 
oxyde  of  copper,  employed  oxygen  for  the  analysis  of  nitrogenisei 
bodies.  As  this  gas  undergoes  no  change  of  volume  when  it  t 
converted  into  carbonic  acid,  the  quantity  of  the  hydrogen  ma; 
be  deduced  by  the  diminution  of  volume  after  the  combuation. 

*  Prout  and  Herman  employed,  for  their  analyaiB,  ai 
apparatus  in  which  the  substances  to  be  examined  are  bum 
with  peroxyde  of  copper,  and  which  contains  at  the  same  time  i 
determined  volume  of  oxygen  gaa,  which  is  passed  and  repasset 
over  the  peroxyde  of  copper,  so  that  all  the  copper  which  hai 
been  reduced  by  the  organic  substance  is  brought  back  to  th< 
state  of  oxyde.  If  a  substance  contains  oxygen  and  hydrogei 
in  suitable  proportions  to  form  water,  the  volume  of  the  oxygei 
gas  employed  is  not  altered.  If  a  substance  contains  an  excesi 
of  oxygen,  the  volume  of  this  gas  is  larger  after  the  experiment 
it  is,  on  the  contrary,  less  if  there  is  an  excess  of  hydrogen. 

*  Brunner  has  described  also  a  very  good  apparatus  grounded 
on  the  same  principle. 

*  The  process  which  most  chemists  have  adopted  for  the 
elementaiy  analysis  of  organic  substances,  and  which,  in  theii 
opinion,  is  the  simplest,  and  consequently  the  best  and  mosi 
convenient,  is  that  of  Liebig.  There  is,  perhaps,  no  othei 
method  which  requires  less  time,  gives  less  trouble,  and  yields 
more  accurate  results ;  wherefore,  I  shall  here  merely  describe 
the  apparatus  of  the  latter  chemist,  slightly,  but  not  essentially, 
modified. 
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*  The  course  of  the  analysis  varies  according  as  the  substance 
operated  upon  is  composed  only  of  carbon^  hydrogen,  and 
oxygen,  or  contains  nitrogen  besides.  I  shall  treat  first  of  the 
non-nitrogenised  organic  substances. 

*  The  substance  experimented  upon  is  solid  or  liquid,  very 
volatile  or  non-volatile. 

*  If  the  substance  is  solid,  or  but  slightly  volatile,  a  certain 
quantity,  which,  in  most  cases,  need  not  be  more  than  half  a 
gramme,  and  which  in  many  cases  may  be  much  less,  is  taken. 
If,  however,  the  substance  contains  but  very  little  hydrogen,  and 
especially  carbon,  a  more  considerable  portion  must  be  taken, 
amounting  sometimes  to  two  or  three  grammes.  If  it  be  of  an 
acid  nature,  and  if  it  combine  in  definite  proportion  with  fixed 
inorganic  bases,  one  of  its  salts  is  taken  in  preference  (provided 
it  be  not  one  of  those  which  it  forms  with  the  alkalies  or  alkaline 
earths),  and  the  quantity  of  the  organic  substance  is  accurately 
determined  by  the  process  which  will  be  mentioned  farther  on. 

*  A  most  essential  condition  is  to  take  the  organic  sub« 
stance  in  its  utmost  state  of  purity.  Of  all  the  foreign  mixtures 
the  hygroscopic  water  is  that  which  is  most  troublesome  to 
expel  from  pulverulent  organic  substances,  which,  however,  is 
the  case  with  all  powders.  The  substance  must  be  rendered  as 
dry  as  possible,  or,  if  it  contained  a  determined  quantity  of 
water,  it  must  not  be  accompanied  by  hygroscopic  water. 

*  I  have  already  explained  (page  680),  how  the  quantity  of 
water  contained  in  substances  is  to  be  determined,  and  how 
the  hygroscopic  water  can  be  eliminated.  When,  which  is  very 
often  the  case,  an  organic  substance  retains  the  water  with  great 
obstinacy,  it  may  be  completely  removed  in  most  cases  by  a 
current  of  dry  air,  but  especially  of  hot  and  dry  air.  The  appa- 
ratus employed  for  the  purpose  is  as  follows,  and  it  has  already 
been  described  (page  637). 

The  operator  must  take  great  care  not  to  stop  before  he 
is  quite  sure  that  the  exsiccation  is  complete,  which  is  known 
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whea  water  ceases  to  be  condensed  at  the  beginning  of  the  tn 
D,  and  immediately  before  it.  The  operator  wedgba  then  t 
apparatus  with  the  exsiccated  substance,  and  the  dzying  is  cc 


tinned  nntil  the  two  last  weighii^  are  exactly  the  same.  ] 
order  to  be  more  certain  still  that  the  robstance  is  prafectly  dr 
a  small  quantity  of  it  (after  its  weight  has  remained  uniform) 
ponred  in  a  long,  narrow,  and  perfectly  dry  glass,  in  which,  I 
means  of  a  small  spirit-lamp,  it  is  exposed  to  a  high  temperatur 
which,  however,  must  not  be  so  high  as  to  decompose  it.  If 
be  seen  that  not  a  particle  of  water  is  deposited  on  the  sides  i 
the  glass,  the  operator  may  rest  aasnred  that  the  substance  hi 
been  dried  completely.  If  the  reverse  is  the  case,  instead  of 
water-bath,  or  of  a  bath  of  chloride  of  calcium,  a  sand-bath 
employed  in  order  to  obtain  a  higher  temperature,  and  dry  a 
continues  to  be  passed  over  the  substance. 

*  Fat  and  resinous  substances,  even  when  the  latter  are  i 
fine  powder,  do  not  attract  moisture,  so  that  they  may  1 
weighed  with  great  accuracy. 

*  After  having  completely  dried  the  substance,  the  guantil 
which  ia  to  bo  submitted  to  analysis  is  weighed.  The  weighic 
had  .better  be  effected  in  a  covered  platinum  crucible  whic 
must  not  be  too  small,  but  which  must  be  thin,  and  consequent] 
light,  and  which  must  be  counterpoised  beforehand.  When  tl 
cover  fits  well,  the  substance  does  not  increase  in  weight  duiin 
the  short  time  employed  in  weighing. 
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*  If  the  substance  can  be  obtained  in  the  state  of  powder,  it  is 
in  that  state  that  it  should  always  be  employed.  The  powder 
is  to  be  mixed  with  about  thirty  or  forty  grammes  of  peroxyde 
of  copper  finely  pulverised,  and  previously  ignited,  and  the 
whole  is  introduced  in  a  glass  tube.  A  tube  of  strong  glass, 
difficult  to  fuse,  and  free  from  lead,  is  used  for  the  purpose ;  it 
must  be  able  to  bear  a  dark  red  heat  without  fusing,  and 
it  must  not  be  liable  to  break  by  being  imprudently  submitted 
to  great  variations  of  temperature.     In  the  east  of  Grermany, 


1 


where  glass  is  generally  made  with  potash,  tubes  of  this  kind 
are  more  easily  procured  than  in  the  west  of  Germany,  in 
England,  and  in  France,  where  soda-glass  is  more  generally 
employed.  The  tube  a  is  about  18  inches  long,  and  is  about 
one-third  of  an  inch  in  diameter ;  one  of  its  extremities  is  drawn 
out  to  a  point  b,  bent  upwards. 

The  mixture  being  made,  the  tube  is  gradually  heated,  owing 
to  which,  the  hydrogen  of  the  substance  is  converted  into  water, 
and  its  carbon  into  carbonic  acid,  by  the  oxygen  of  the  peroxyde 
of  copper,  which  is  thereby  reduced  into  suboxyde  of  copper 
and  metallic  copper.  The  water  and  carbonic  acid  produced  are 
weighed,  and  from  their  weight  the  quantity  of  the  hydrogen 
and  of  the  carbon  contained  in  the  substance  is  calculated ;  that 
of  the  oxygen  is  deducted  from  the  loss. 

*  Before  introducing  the  substance  into  the  combustion-tube, 
the  latter  must  have  been  previously  cleaned  and  dried.  It 
should,  accordingly,  be  well  wiped  with  a  piece  of  blotting- 
paper  rolled  at  the  extremity  of  a  thick  and  strong  iron  wire, 
after  which  it  must  be  heated,  and  the  last  traces  of  moisture 
are  removed  by  plunging  down  to  the  extremity  a  thin  glass 
tube  through  which  the  air  is  sucked  up  with  the  mouth. 

VOL.  II.  3    b 
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*  Before  we^hing  the  Bubataoce  to  be  analysed,  the  peroi 
of  copper,  which  will  be  used  for  the  combuBtion,  musi 
preyiously  ignited,  and  a  sufficient  quantity  of  it  is  taken  to 
almost  entirely,  but  not  quite,  the  capacity  of  the  tube, 
put  into  two  small  porcelain  crucibles,  and  strongly  ign 
upon  two  argand  spirit-lamps.  The  two  crucibles  are  remi 
whilst  hot,  from  over  the  lamps,  and  placed  upon  two  glass  c 
containing  a  little  mercury,  and  which  are  placed  in  a  cb| 
containing  concentrated  sulphuric  acid,  and  the  whole  is  cot 
by  a  bell.  The  peroxyde  of  copper  which  is  thus  cooled 
perfectly  dry  atmosphere,  cannot  absorb  moisture. 

When  the  peroxyde  of  copper  has  almost  cooled,  a  little  < 
is  to  be  mixed  intimately  in  the  platinum  crucible  itself, 
the  substance  which  will  have  been  weighed  during  that  t 
the  whole  is  to  be  well  stirred  with  a  smooth  glass-rod.  Ij 
substance  is  white,  it  is  easy  to  see  when  the  mixture  is  com; 
More  peroxyde  of  copper  is  gradually  added ;  that  is,  aa  i 
as  the  crucible  can  hold,  but  so  that  it  may  as  yet  be  n 
completely  and  intimately  with  the  first  mixture, 

*  During  that  time  the  combustion-tube  has  been  fasteni 
a  vertical  position  between  the  cheeks  of  a  holdfast,  and  a  f 
funnel  having  a  neck  as  short  and  as  lai^  as  possible  has 
placed  over  it,  through  which  a  quantity  of  pure  and  still  t 
peroxyde  of  copper  is  poured,  sufficient  to  fill  about  half  an 
of  the  lower  extremitj-  of  the  tube,  and,  in  order  to  prevei 
falling  into  the  point  b,  and  stopping  it,  a  small  portion  of 
copper  turnings,  previously  well  ignited,  are  first  projected 
the  tube.  A  httle  of  the  mixture  contained  in  the  plati 
crucible  is  now  poured  through  the  funnel,  avoiding  witl 
greatest  care  the  formation  of  dust ;  a  little  pure  peroxy 
copper  is  then  poured  into  it,  and  then  a  little  of  the  mixti 
^rthcr  poured  in,  and  then  as  the  contents  of  the  cm 
gradually  diminish,  peroxyde  of  copper  is  added,  so  that  to» 
the  end,  the  miitture  poured  through  the  funnel  contains  a 
large  proportion  of  peroxyde  of  copper.      Enough  peroxyt 
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copper  must  be  reserved  to  fill  about  one  inch  of  the  length  of 
the  tube ;  it  is  used  to  rinse  the  crucible  and  the  funnel^  but  a 
little  must  still  be  kept  to  fill  the  upper  part  of  the  tube. 

*  By  operating  thus,  the  necessity  of  mixing  the  substance 
with  the  peroxyde  of  copper  in  a  mortar  is  avoided.  If,  however, 
a  more  precise  mixture  was  absolutely  required,  as  is  frequently 
the  case,  it  should  be  performed  in  an  agate  mortar,  previously 
warmed.  A  little  of  the  peroxyde  of  copper  is  first  put  in  this 
mortar,  and  it  is  triturated  as  exactly  as  possible  with  the  whole 
of  the  organic  substance,  and  the  remainder  of  the  oxyde  is 
gradually  added.  After  having  put,  with  a  tube  as  described 
above,  a  layer  of  oxyde  about  half  an  inch  in  height,  the  mixture 
is  poiired  in.  The  mortar  and  the  crucible  are  then  rinsed 
with  the  remainder  of  the  peroxyde  of  copper,  which  thus  forms 
the  upper  layer  in  the  tube. 


llli[C= 


*  As  during  the  mixing,  especially  if  made  slowly,  the  mixture 
might  absorb  traces  of  moisture,  peroxyde  of  copper  having  a 
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greater  tendency  than  many  other, pulverulent  bodies  to  absorb 
hygroscopic  moisture,  which  would  unduly  increase  the  quantity 
of  hydrogen  contained  in  the  substance,  a  little  air-pump, 
invented  by  Gay  Lussac,  is  used  for  removing  this  moisture. 
The  preceding  figure  represents  the  pump  one-third  of  its 
natural  size. 

*  This  pump  is  connected  with  the  combustion-tube  «,  which 
communicates  by  means  of  a  cork  fitting  air-tight  with  the  glass 
tube  b,  fall  of  chloride  of  calcium,  as  indicated  in  the  next  figure. 
The  tube  b  is  fixed  to  the  pump  by  a  tube  of  caoutchouc.  At 
the  two  ends  a  little  cotton  is  put  before  the  chloride  of  calcium ; 
c  is  a  tube  of  glass  about  thirty  inches  long,  fibced  to  the  pump 
by  means  of  a  portion  of  a  short  and  wide  tube,  the  lower 
extremity  of  which  plimges  into  mercury.  The  use  of  this  tube 
is  only  to  ascertain  by  the  ascent  of  the  mercury  that  all  the 
joints  are  tight,  and  it  is  removed  as  soon  as  the  pmnp  begins  to 
play.  This  tube  may  even  be  altogether  dispensed  with,  for 
with  a  little  practice  the  operator  judges  that  the  joints  are 
tight  from  the  ease  with  which  the  air  penetrates  the  apparatus. 
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when,  after  having  made  the  vacuum,  the  cock  d  is  open ;  e  is  a 
strong  wooden  stand  fastened  to  the  table,  and  to  which  the 
pimip  is  screwed. 

*  By  exhausting  the  combustion-tube  the  moisture  contained 
in  the  peroxyde  of  copper  mixed  with  the  organic  substance. 
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escapes  with  the  air.  The  last  trace  of  this  moisture  gradually 
disappears  by  opening  the  cock  d,  and  exhausting  the  tube  again^ 
which  then  admits  into  the  apparatus  a  fresh  quantity  of  air^ 
dried  by  the  chloride  of  calcium. 

The  pumping  must  be  performed  cautiously,  especially  at  the 
beginning,  because  by  moving  the  piston  too  suddenly  or  too 
strongly,  a  little  of  the  peroxyde  of  copper  might  be  drawn  from 
tube  a  into  tube  b.  It  is  therefore  necessary  that  the  combustion- 
tube  should  not  be  filled  too  much  with  the  mixture,  so  that  a 
small  empty  space  be  left  at  the  top.  It  is  advisable  also,  in 
order  to  guard  against  the  shifting  of  the  peroxyde  of  copper,  to 
put  in  the  most  anterior  part  of  the  tube  some  oxydised  copper 
turnings  which  have  retained  their  form. 

*  It  is  evident  that  if  the  substance  operated  upon  is  such 
that  there  is  no  fear  of  loss  from  the  action  of  heat,  the  expul- 
sion of  the  moisture  is  greatly  promoted  by  placing  the  com- 
bustion-tube in  a  tube  of  wrought  iron  containing  hot  water  or 
hot  sand. 

*  When  the  hygroscopic  moisture  of  the  tube  has  been 
removed,  the  latter  must  be  rapidly  connected  by  means  of  a 
cork  with  a  tube  c,  containing  fused  chloride  of  calcium,  and 


after  having  placed  it  in  a  small  furnace,  the  tube  e  is  connected 
with  the  apparatus  d,  which  contains  a  very  concentrated  solu- 
tion of  hydrate  of  potash,  for  the  purpose  of  absorbing  the 
carbonic  acid ;  e  is  a  tube  full  of  fused  hydrate  of  potash,  which, 
however,  may,  in  most  cases,  be  dispensed  with,  as  will  be  shown 
farther  on.    All  the  joints  are  made  of  caoutchouc.     The  small 
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faraace  is  made  of  sbeet-iron,  and  is  open  behind.  The  < 
bnstioD-tube  passes  throngb  a  hole  ponched  or  cot  into 
front  aide-piece ;  the  lower  part  has  a  grate.  The  tube 
npon  small  vertical  pieces  of  sheet  iron,  hoUowed  out  in 
middle,  that  it  may  lie  firmly  on  them.  The  position  of 
fnmace  is  not  perfectly  horizontal,  but  it  is  inclined  a  litth 
one  side  by  means  of  a  wedge,  as  shown  in  the  figure. 

*  The  tube  c  is  accurately  weighed,  as  well  as  the  appor 
containing  the  solution  of  potash.  The  latter  w^ha  ordini 
between  thirty  and  forty  grammes,  it  may  therefore  be  weij 
in  the  small  scales  which  are  always  used  for  analytical  exj 
ments.  The  solution  of  potash  employed  must  have  I 
prepared  with  pure  hydrate  of  potash,  and  it  most  be  ^ 
concentrated,  because  otherwise  the  passage  of  the  gas  wi 
create  froth. 

*  When  the  apparatus  is  ready,  the  combostion-tube  is  ; 
carefully  heated  by  putting  into  the  small  furnace  piecei 
ignited  charcoal,  about  the  size  of  a  large  nut,  the  portioi 
the  tube  nearest  the  chloride  of  calcium  is  6rst  heated, 
covering  it  with  charcoal,  and  it  is  maintained  at  a  red  h 
whilst  the  other  portions  of  the  tube  are  heated  in  the  si 
manner.  When  the  anterior  portion  of  the  peroxyde  of  cof 
begins  to  be  heated,  the  portion  of  the  mixttu^  immediai 
behind  is  sheltered  firom  the  action  of  the  heat  by  means  c 
small  screen  of  sheet-iron,  hollowed  out  so  as  to  fit  the  coml 
tion-tube.  The  screen  of  sheet-iron  must  be  constat 
employed  in  these  combustions,  when  a  portion  of  the  tube 
to  be  brought  to  a  red  heat  before  the  remainder  is  stron 
heated.  The  more  slowly  is  the  heat  conducted,  the  m 
perfect  is  the  combustion;  the  more  slowly  the  disengagem 
of  the  carbonic  acid  takes  place,  the  more  accurate  is 
result  of  the  experiment.  When  by  using  too  strong  a  In 
the  disengagement  of  the  gas  is  too  rapid,  it  may  be  rctan 
by  removing  a  few  pieces  of  charcoal ;  but  great  care  is  tl 
required,  for  the  removal  of  too  many  pieces  might  cause  sue 
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lowering  of   the  temperature  that    the    solution    of    potash 
might  ascend  into  the  chloride  of  calcium  tube. 

*  Care  must  be  taken  also  to  place  some  ignited  charcoal 
roimd  the  point  b  of  the  combustion-tube^  when  the  portion  of 
that  tube  which  is  nearest  the  chloride  of  calcium  tube  has  been 
made  red<hot^  whilst  the  mixture  itself  has  not  yet  been 
heated ;  for  if  the  mixture  was  heated  whilst  the  point  b,  and 
the  peroxyde  of  copper  which  is  quite  near  it^  are  cold^  it  might 
happen^  especially  if  a  volatile  substance  is  present^  that  a 
portion  of  it  would  be  volatilised  and  condensed  into  that  point, 
whence  it  would  be  difficult  to  dislodge  it. 

*  From  the  small  quantity  of  substante  submitted  to  experi- 
ment, about  an  hour  is  sufficient  to  bum  it  completely.  Ordi- 
narily, however,  when  the  substance  contains  much  hydrogen 
and  carbon,  its  combustion  requires  a  longer  time.  If  the  glass 
of  the  combustion-tube  is  not  very  refractory,  the  stream  of  air 
in  the  furnace  must  be  moderated  by  putting  it,  the  furnace, 
upon  stones,  so  that  it  may  rest  fiat  upon  them. 

*  At  the  beginning  of  the  experiment  the  solution  of  potash 
is  placed  in  the  apparatus  for  the  reception  of  the  carbonic 
acid,  as  in  the  above  figure.  As  soon  as  the  gas  penetrates  into 
the  bulb  /,  the  Uquid  rises  into  g  of  the  bulb  opposite,  each 
bubble  passing  first  into  the  bulbs  k,  h,  and  i,  and  it  has  still  to 
overcome  the  weight  of  the  column  of  liquid  contained  in 
the  bulb  g, 

*  As  soon  as  the  combustion  begins,  the  apparatus  is  placed 
in  the  position  indicated  in  the  figure,  by  means  of  a  wooden 
support ;  its  disposition  must  be  such,  that  as  soon  as  a  bubble 
passes  into  ^,  it  carries  with  it  a  certain  portion  of  liqidd, 
which,  at  each  time,  returns  to  its  former  horizontal  position. 

*  When  the  substance  operated  upon  is  a  non-nitrogenised 
body,  as  soon  as  all  the  atmospheric  air  has  been  expelled  by 
the  carbonic  acid,  the  liquor  rises  up  to  g,  and  remains  at  that 
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height  doriag  all  the  time  of  the  experiment,  because  the  wh< 
of  the  gaa  is  completely  absorbed. 

*  The  water  produced  by  the  oxydisation  of  the  hydrogen 
fixed  by  the  chloride  of  calcium  of  the  tube  e.  If  the  organ 
substaDce  contains  much  hydrogen,  and,  consequently,  if 
large  quantity  of  water  is  thus  formed,  it  is  neceasary  to  emjdi 
a  tube  of  the  following  shape  i — 


Almost  all  the  water  collects  in  the  bulb,  instead  of  spreadii 
through  the  whole  tube,  &om  which  it  sometimes  is  liable  1 
overflow.  During  the  experiment,  the  water  which  deposits  i 
the  extremity  of  the  combustion-tube  is  carefully  driven,  I 
means  of  a  small  spirit-lamp,  towards,  and  into  the  chloride  < 
calcium  tube,  which,  if  the  necessary  precaution  is  taken, 
easily  done  without  burning  the  cork.  This  cork,  which  connec 
the  chloride  of  calcium  tube  with  the  combustion-tube,  moat  I: 
of  good  quality.  Before  using  it,  it  should  be  softened  by  beatin 
with  a  light  hammer,  which  renders  it  more  elastic.  In  ord( 
that  it  may  fit  quite  air-tight,  it  should  be  somewhat  difficn 
to  force  it  into  the  orifice  of  the  combuation-tube  :  aa  it  is  sof 
there  is  no  risk  of  breaking  the  tube. 

*  The  combustion  is  at  an  end  as  soon  as  the  disengagemcn 
of  the  gas  ceases.  If  this  disengagement  ceases  suddenly,  tb 
combustion  is  complete ;  if,  on  the  contrary,  it  becomes  ver 
slow  towards  the  end,  and  continues  still  for  a  very  long  timf 
the  inference  is,  that  the  organic  substance  was  not  well  mlxe 
with  the  peroxyde  of  copper. 

*  Aa  soon  as  the  operation  is  finished,  the  liquor  rises  into  th 
bulb  /;  the  carbonic  acid  which  this  bulb  contains  bein 
absorbed  by  the  solution  of  potash,  it  would  rise  gradual! 
into  the  tube  c,  which  contains  the  chloride  of  calcium,  an 
even  at  last  into  the  combustion-tube  a.     To  prevent  this,  a 
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soon  as  it  hss  ascended  a  certain  height  into  the  bulb  f,  the 
point  b  of  the  combustion-tube  is  to  be  broken  with  pincers* 
after  which  the  liquid  falls  immediately  to  a  level ;  in  order,  then. 


to  obtain  the  carbonic  acid  which  remains  still  in  the  combustion- 
tube  a,  and  in  the  tube  c,  the  operator  sucks,  with  dry  lips,  a 
certain  quantity  of  air  through  the  potash  solution,  which  absorbs 
the  carbonic  acid  mixed  with  this  air,  whilst  the  chloride  of 
calcium  of  the  tube  absorbs  all  the  moisture  which  is  still  con- 
tained in  the  combustion-tube. 

*  The  increase  of  weight  of  the  tube  c  indicates  the  quantity 
of  water  produced  by  the  combustion,  and  that  of  the  apparatus 
d,  the  quantity  of  the  carbonic  acid. 

The  tube  e,  full  of  fused  hydrate  of  potash,  is  scarcely  ever 
connected  with  the  apparatus  d,  except  when  the  substance 
under  examination  contains  nitrogen.  This  tube  serves  to 
receive  the  moisture  which  might  be  mechanically  carried  away 
during  the  passage  of  the  oxygen  gas,  and  which  would  cause  a 
loss  of  weight.  It  serves  also  to  fix  small  quantities  of  carbonic 
acid  which  are  mixed  with  the  nitrogen  gas. 

*  Before  surrounding  the  combustion-tube  a  with  pieces  of 
ignited  charcoal,  the  operator  must  most  careAilly  ascertain 
that  all  the  joints,  as  well  as  the  cork  introduced  into  the 
combustion-tube,  are  air-tight.  This  is  done  as  follows: — 
The  apparatus  being  all  connected,  a  certain  quantity  of  air 
is  sucked  with  dry  lips,  which  makes  the  liquor,  on  account 
of  the  pressure  produced,  ascend  to  a  certain  height  in  the 
bulb  /.  If  the  level  does  not  remain  perfectly  uniform  for  a 
quarter  of  an  hour,  the  cork  of  the  tube,  or  the  tubes  of 
caoutchouc,  must  be  altered  or  replaced. 
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*  As  by  this  apparatus  the  combustion  of  any  quantity 
organic  matter  can  be  efifected^  since  it  is  sufficient  to  lengthen  t 
combustion-tube^  the  results  arrived  at  are  very  accurate.  But, 
I  said  before^  in  operating  upon  highly  carbonaceous  substano 
it  is  seldom  necessary  to  take  more  than  half  a  gramme,  ai 
if  the  substance  is  very  poor  in  carbon^  two  or  three  gramm 
are  generally  sufficient. 

*  If  the  substance  to  be  analysed  is  very  volatile^  but  in  tl 
solid  state^  the  course  of  the  analysis  is  as  I  have  just  describee 

I  only  the  layer  of  peroxyde  of  copper,  just  before  the  mixtu 

of  this  oxyde  and  of  the  organic  substance,  and  which  must  1 
maintained  at  a  red  heat  during  the  operation,  must  I 
thicker  than  is  necessary  when  operating  upon  non-volati 
substances.  Especial  care  must  be  taken  to  heat  the  con 
bustion-tube  extremely  slowly,  and  if  the  organic  substance 
very  volatile,  the  combustion  requires  double  the  time  employe 
for  a  non-volatile  substance.  If  the  tube  were  heated  moi 
rapidly  a  white  cloud  would  often  be  perceived  in  the  empt 
bulb  of  the  potash-apparatus,  which  is  a  portion  of  the  substanc 
which  has  volatilised  without  being  decomposed.  As  soon  i 
this  phenomenon  is  seen,  the  experiment  is  null. 

*  It  is  necessary  also,  when,  after  having  filled  the  com 
bustion-tube  with  peroxyde  of  copper  and  the  organic  substance 
the  operator  wishes  to  remove  the  hygroscopic  moisture,  to  us 
the  air-pump  very  cautiously,  because  frequent  pumping  migb 
vitiate  the  accuracy  of  the  result. 

*  The  mode  of  sucking  the  aqueous  vapour  and  the  carboni 
acid  of  the  apparatus,  at  the  end  of  the  experiment,  has  beei 
objected  to ;  but  when  this  is  done  with  dry  lips,  there  is  no  fea 
of  augmenting  the  weight  of  the  potash-apparatus.  Yet,  ii 
order  to  obviate  this  ground  of  objection,  an  aspiration-tub( 
may  be  adapted,  by  means  of  a  perforated  cork,  to  the  posterio; 
orifice  of  the  potash-apparatus. 
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"^  It  has  also  been  proved  by  experiment  that  the  dry  atmo- 
spheric air  which  passes  through  the  solution  of  potash  does  not 
take  up  ponderable  quantities  of  water ;  which,  however,  can 
never  take  place  whilst  the  small  tube  e,  containing  hydrate  of 
potash,  is  employed. 

*  At  the  end  of  the  experiment,  the  operator,  by  breaking  the 
point  b  of  the  combustion-tube,  and  then  aspirating  atmospheric 
air  through  the  apparatus,  may  easily  obtain  a  slight  augmenta- 
tion of  the  weight  of  the  carbonic  acid,  because  the  air  which 
penetrates  into  the  apparatus  contains  much  carbonic  acid, 
produced  by  the  combustion  of  the  charcoal.  This  circumstance 
is  avoided  by  taking  care,  in  removing  the  charcoal  at  the 
posterior  part  of  the  combustion-tube,  and  breaking  the  point  b 
to  fit  to  the  opening  a  tube  about  one  foot  and  a  half  or  two 
feet  long,  and  into  which  pieces  of  hydrate  of  potash  have 
previously  been  put,  and  which  are  kept  in  place  by  some  cotton 
wool.  The  air  aspirated  passing  through  this  tube  before 
penetrating  into  the  apparatus,  is  altogether  deprived  of  its 
carbonic  acid. 

*  Finally,  the  chloride  of  calcium,  which  is  to  be  put  into  the 
tube  c,  is  also  a  subject  of  careful  selection.  When  chloride  of 
calcium  has  been  kept  for  a  long  time  in  a  state  of  fusion,  in 
the  air,  in  a  platinum  crucible,  a  very  small  portion  thereof  is 
decomposed  by  the  moisture  of  the  atmosphere ;  which,  how- 
ever, is  the  case  with  many  metallic  chlorides,  the  result  being 
a  formation  of  muriatic  acid  and  of  lime;  the  first  escapes, 
whilst  the  second  fuses  with  the  imdecomposed  chloride.  Now, 
such  a  chloride  of  calcium  has  the  property  of  absorbing  a 
little  carbonic  acid,  which,  in  the  combustion  of  organic  sub- 
stances, increases  apparently  the  quantity  of  the  water,  and 
diminishes  that  of  the  carbonic  acid.  This  defect  is  obviated 
by  throwing  a  little  muriate  of  ammonia  over  the  chloride 
of  calcium  during  its  fusion,  or  by  adding  some  muriatic  acid. 
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keeping  the  crucible  well  covered  pending   tlte    fuaioQ, 
immediate!}'  pouring  off  the  melted  salt,  in  order  to  cool  it. 

*  There  are  some  substances  containing  much  carbon,  t 
as  coals,  ulmine,  indigo,  and  others  of  a  like  kind,  wh 
according  to  Liebig,  cannot  be  analysed  in  a  perfectly  accn 
manner  in  the  way  just  described.  The  firai;  impresaiot 
the  heat  disengages  combustible  gases  &om  such  bodies,  wl 
gases  reduce  the  peroxyde  of  copper  near  each  small  particl 
the  substance,  so  that  there  remains  a  great  portion  of  car 
which  can  no  longer  be  completely  burnt.  Hence,  during 
combustion  of  these  substances,  the  disengagement  of  gaa  g 
on  without  stopping,  and  only  becomes  more  slow,  wl 
may  cause  a  loss  of  carbon  amounting  from  three  to 
per  cent. 

*  According  to  Liebig,  chromate  of  lead  may  be  employed 
analyse  these  bodies.  The  quantity  of  chromate  of  li 
mixed  with  the  substance  under  examination  must  be  half 
much  again  as  that  of  the  peroxyde  of  copper. 

*  When  chromate  of  lead  is  used,  it  is  necessary  to  givi 
strong  heat  towards  the  end,  which  produces  a  disengagemc 
of  oxygen,  which  consumes  the  remainder  of  the  carbon. 
the  tube  employed  is  not  one  of  very  refractory  glass,  the  stro 
heat  used  may  cause  it  to  bend  or  to  collapse ;  this  accide 
may,  however,  be  guarded  against  by  wrapping  the  tube  with 
sheet  of  thin  copper,  and  binding  it  on  three  points  with  rin 
of  twisted  iron  wire. 

*  Chromate  of  lead  may  also  be  used  with  great  advantage 
the  analysis  of  the  organic  substances  which  contain  chloric 
If,  instead  of  this  salt,  peroxyde  of  copper  was  employed,  su 
chloride  of  copper  would  be  formed,  a  portion  of  which  mig! 
penetrate  into  the  chloride  of  calcium  tube,  which  would  rendi 
the  determination  of  the  hydrogen  defective.     When  chroma 


.--^ 
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of  lead  is  used^  basic  chloride  of  lead  is  formed^  which  is  less 
volatile  than  subchloride  of  copper. 

*  Chromate  of  lead  is  obtained  by  precipitation^  from  a  solution 
of  a  salt  of  lead^  by  means  of  a  solution  of  bichromate  of  potash 
of  commerce.  The  precipitate  must  be  washed  very  carefully. 
After  having  dried  it,  it  must  be  exposed  to  a  very  strong  red 
heat  until  it  softens  or  fuses,  after  which  it  is  reduced  into  very 
fine  powder.  The  ignition  changes  the  yellow  colour  to  a  dirty 
reddish-brown  colour.  This  salt  may  be  employed  in  all  cases 
in  which  peroxyde  of  copper  is  used ;  it  has  the  advantage  of 
not  being  hygroscopic,  like  peroxyde  of  copper,  which  renders  it 
very  suitable  for  the  exact  determination  of  hydrogen  gas.  An 
equal  weight  does  not  yield  so  much  oxygen  as  peroxyde  of 
copper,  but  an  equal  bulk  contains  half  more  oxygen. 

*  Mitscherlich  modified  Liebig's  apparatus  so  as  to  do  without 
the  cork  to  connect  the  combustion-tube  and  the  chloride  of 
calcium  tube.  The  tube  which  he  employs  has  the  following 
shape : — 


This  tube,  as  is  perceived,  is  bent  at  one  of  the  extremities, 
which  is  turned  towards  the  chloride  of  calcium  tube,  and  is 
drawn  out  into  a  fine  point ;  it  is  filled  with  peroxyde  of  copper, 
with  which  the  organic  substance  has  been  mixed ;  but  before 
introducing  this  oxyde,  several  small  pieces  of  very  fine  copper 
turnings  are  pushed  into  the  tube,  in  order  to  prevent  the 
oxyde  from  passing  into  the  bent  portion.  The  posterior  extre- 
mity is  then  sealed  up,  and  drawn  out  to  a  point,  as  in  Liebig's 
apparatus.  The  small  point  e  is  immediately  connected  to  a 
chloride  of  calcium  tube,  in  such  a  way  that  it  penetrates 
amongst  the  pieces  of  this  salt.     This  connection  is  made  by 
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means  of  a  tube  of  caoutchouc.  The  chloride  of  caldum  t 
is  joined  to  the  apparatus  described  (page  744),  which  contaii 
solution  of  potash,  for  the  absorption  of  the  carbonic  mid. 
order  to  determine  the  quantity  of  the  water,  after  the  exp 
ment,  the  small  point  of  the  combustion-tube  is  cat  inunedia) 
above  the  tube  of  caoutchouc,  and  the  tube  is  then  remo 
without  withdrawing  the  point  from  the  chloride  of  calcium  ti 
which  latter  tube  is  to  be  weighed  with  the  point ;  it  is  t1 
cleaned,  and  its  weight  is  to  be  deducted  from  that  prerioi 
obtained.  Mitscherlich  does  not  heat  the  combustion-ti 
immediately  with  charcoal:  he  places  it  first  in  a  gun-bar 
open  in  its  whole  length  by  means  of  a  file. 

*  When  the  organic  body  to  be  analysed  is  liquid,  it  must 
put  in  glass  bulbs,  which  are  made  of  the  shape  represented 
the  figure.     The  neck  is  one  inch  or  one  inch  and  a  half  lon| 


*  After  baring  weighed  the  bulbs,  they  are  heated,  and  t)i 
point  is  plunged  into  the  liquid  to  be  examined,  which  ascei 
into  the  bulb  as  the  latter  gradually  cools.  The  point  is  wij 
outside,  and  it  is  then  sealed  up  with  the  lamp,  after  which  1 
bulb  is  again  weighed,  which  shows  the  weight  of  the  liqi 
which  it  contains. 

*  For  ordinary  volatile  liquids,  two  bulbs  capable  of  conta: 
ing  one-third  of  a  gramme  or  half  a  gramme,  are  suflSciei 
The  liquids  which  are  less  volatile  are  to  be  dirided  into  thi 
bulbs. 

*  These  bulbs  are  placed  in  layers,  with  the  peroxyde 
copper  in  the  usual  combustion-tube.     The  operator  first  poi 
one  inch  or  one  inch  and  a  half  of  peroxyde  of  copper  into  t 
tube ;  he  then  takes  one  of  the  bulbs,  and  after  baring  sUghi 
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filed  the  neck^  he  breaks  the  point  off^  and  both  the  point  and 
the  bulb  are  let  fall  into  the  tube.  The  second  bulb  is  treated 
in  the  same  maimer ;  this  second  bulb  being  separated  firom  the 
first  by  a  stratum  of  peroxyde  of  copper,  two  inches  or  two 
inches  and  a  half  long.  The  tube  is  then  almost  completely 
filled  with  oxyde  in  the  ordinary  way. 

♦  When  the  liquid  to  be  examined  is  very  volatile,  the  air 
must  not  be  pumped  out  in  the  manner  alluded  to  (page  739) ; 
the  peroxyde  of  copper  employed  must  be  perfectly  dry. 

*  To  effect  this,  the  peroxyde  of  copper  is  to  be  ignited  in 
the  ordinary  way,  into  two  platinum  crucibles,  and  it  is  poured, 
whilst  almost  red  hot,  in  a  glass  tube  of  a  diameter  proportionate 
to  that  of  the  combustion-tube ;  it  is  then  corked  up  with  a 
perfectly  dry  cork,  and  allowed  to  cooL  The  size  of  the  tube 
must  be  such,  that  the  combustion-tube  may  be  easily  introduced 
into  it.  When  the  peroxyde  of  copper  has  become  quite  cold, 
the  combustion-tube  is  plunged  into  that  which  contains  the 
oxyde,  and  about  one  inch  or  one  inch  and  a  half  of  the  oxyde 
is  let  fall,  by  turning  the  whole ;  then  a  bulb  is  introduced, 

then  some  more  oxyde,  then  a  bulb  again,  and  the  tube  is  next 
completely  filled  with  oxyde,  which  is  thus  prevented  from 
absorbing  moisture. 

*  If,  however,  the  liquids  operated  upon  are  less  volatile,  the 
apparatus  may  be  pumped  as  mentioned  before  (page  739). 
At  each  stroke  of  the  piston,  the  bubble  of  atmospheric  air 
contained  in  each  bulb  dilates  and  drives  the  liquid  out  of  the 
bidb.  The  liquid  is  then  immediately  absorbed  by  the  surround- 
ing peroxyde  of  copper. 

♦  When  the  organic  liquids  submitted  to  analysis  are  not 
volatile,  for  example,  fat  oils,  they  may  be  weighed  in  a  small 
glass  tube,  sealed  at  the  bottom.  This  small  tube  is  then 
introduced  with  the  liquid  in  the  combustion-tube,  after  having 
previously  introduced  about  two  inches  of  peroxyde  of  copper 
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into  the  tube.  Inclinini;  now  the  apparatus,  the  liquid  floi 
out  and  is  absorbed  by  the  oxyde,  which  is  gradually  adde 
and  which  mixes  with  the  liquid;  and,  lastly,  the  tube 
completely  filled  in  the  usual  way. 


Note  by  M.  E.  Peligot  :— 

*  MM.  Dumas  and  Stas,  in  their  experiments  respecting  t)i 
determination  of  the  atomic  weight  of  carbon,  have  indicate 
the  imperfections  of  the  process  usually  employed  in  oi'^ani 
analysis,  and  which  consists  in  burning  the  substance  by  meao 
of  peroiyde  of  copper,  .collecting  the  water  formed  by  means  t 
chloride  of  calcium,  and  the  carbonic  acid  by  means  of  a 
aqueous  solution  of  potash,  then  in  paasing  a  little  air  throug 
the  apparatus,  in  order  that  all  the  water  and  all  the  carboni 
acid  which  it  contains  may  be  caught  in  their  respectire  con 
densers.  Although  the  composition  of  the  oi^anic  compoond 
determined  by  that  method  is  exact  in  most  cases,  the  dosing  b 
weight  of  their  elements  is  erroneous,  and  it  is  only  by  the  help  c 
fortuitous  and  variable  compensations,  that  the  true  formula  ( 
the  analysed  bodies  is  arrived  at.  In  effect,  the  carbon  whic 
was  found  in  excess  by  calculation  was  lost  during  the  analysii 
since,  according  to  the  atomic  weight,  764,  the  carbonic  aci 
contained  more  carbon  than  is  really  the  case,  if,  as  there  i 
no  doubt,  75'0  is  the  true  atomic  weight  of  that  body. 

*  According  to  Messrs.  Dumas  and  Stas  there  is  a  loss  c 
carbon  by  that  process. 

1st.,  Because,  in  spite  of  all  precautions,  some  portions  of  i 
are  deposited  here  and  there  in  the  tubes,  which,  for  want  < 
oxygen,  arc  not  consumed. 

2nd.  Because  the  copper  reduced  is  partly  converted  iut 
carburet  of  copper. 

3rd.  Because  the  solution  of  potash  suffers  part  of  th 
carbonic  acid  to  escape. 
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4th.  Because  the  air  which  is  aspirated  through  the  apparatua 
carries  away  some  water  irom  the  potash  aad  dimiDishea  its 
weight. 

*  This  losB  of  carbon,  may  be  avoided  by  means  of  the 
following  modifications,  through  which  the  operator  may  arrive 
at  rigoronsly  accurate,  and  always  constant  results ; — 

*  The  quantity  of  substance  ordinarily  employed,  must  be  three 
times  more  considerable.  The  operator,  for  example,  bums  from 
0-800  to  1'5  gramme  of  it,  according  aa  it  is  more  or  less  rich 
in  carbon  and  in  hydrogen.  When  the  analysis  is  finished,  a 
large  quantity  of  oxygen  is  passed  into  the  tube,  so  as  to  bum 
the  carbon  completely,  and  to  reoxydise  all  the  copper,  which 
decomposes  the  carburet  of  copper  which  had  been  formed. 

*  The  water  is  collected  either  into  two  U-shaped  tubes,  the 
one  containing  chloride  of  calcium,  and  the  other  minute  frag- 
ments of  pumice-stone  moistened  with  concentrated  sulphuric 
acid,  or  else  in  a  single  tube  containing  these  two  exsiccating 
substances,  as  represented  in  the  following  page. 

*  By  means  of  this  arrangement  the  greater  part  of  the  water 
produced  by  the  combustion  of  the  organic  matter  is  collected 
into  the  small  closed  and  empty  tube,  1.  One  of  the  limbs,  2, 
contains  chloride  of  calcium,  and  the  lower  extremity  contains 
pounded  glass,  over  which  the  pumice-stone,  moistened  with 


sulphuric  acid,  rests.  The  two  small  tubes  are  connected  with 
the  limbs  of  the  U-shaped  tube  by  means  of  corks  sealed  with 
red  sealing-wax  of  the  best  quality,  or  by  means  of  conical  tubes 
of  caoutchouc  tied  with  annealed  copper  wires,  which,  for  very 
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accurate  experiments  are  much  preferable  to  ligatures  of  silk 
of  thread,  the  weight  of  which  may  undergo  notable  chiinf 
during  the  experiment. 

*  This  apparatus  may  serve  for  several  operations,  taking  a 
only  to  empty  the  small  tube,  in  which  the  greatest  part  of  t 
-water  has  condensed. 

*  Lastly,  in  order  to  absorb  the  carbonic  add,  the  bulb  ap{ 
ratuB  is  filled  with  solution  of  potash  at  45"  of  Baum^'s  aretnneii 
followed  by  a  tube  containing  on  one  side  pnmice-stoi 
moistened  with  a  solution  of  potash,  and  on  the  other,  d 
potash.  The  object  of  the  latter  is  to  arrest  the  water  whi 
the  gas  might  have  absorbed. 

*  The  complete  apparatus  is  represented  here. 


*  The  combustion  is  carried  on  slowly  as  usual,  and  whi 
terminated,  the  current  of  oxygen  produced  by  the  mixture 
oxyde  of  copper  and  of  chlorate  of  potash  placed  at  the  botto 
of  the  tube,  is  disengaged.  This  being  done,  the  combustioi 
tube  is  removed  with  care,  and  it  is  replaced  by  a  tube  coi 
taiuing  alkaline  pumice-stone,  and  dry  potash  j  by  means  of  tl 
last  tube  tbe  air  is  aspirated,  and  it  penetrates  in  a  pure  ai 
dry  state  into  tbe  condensers,  and  replaces  the  atmosphere  < 
oxygen  which  would  otlierwise  augment  their  weight. 

*  The  combustion-tube  must  be  about  60  or  70  centim.  Ion, 
10  or  12  centimetres  of  which  are  occupied  by  the  mixture  i 
peroxyde  of  copper  and  of  chlorate  of  potash;  acolumnof  oxyt 
about  8  centimetres  long  comes  next,  and  then  the  mixture 
the  organic  matter  with  the  oxyde  of  copper,  which  occupii 
about  the  same  space,  and  the  rest  contains  peroxydc  ■ 
copper. 
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*  M.  Payen  employs  with  advantage  an  apparatus  in  which 
the  combustion-tube^  to  one  of  the  extremities  of  which  a  tube 
of  a  smaller  diameter  has  been  soldered^  is  connected  with  a 
retort  of  refractory  glass^  containing  fused  chlorate  of  potash^  for 
the  purpose  of  supplying  oxygen  when  the  combustion,  by 
means  of  the  oxyde  of  copper,  is  terminated.  The  disengage- 
ment of  the  gas  is  more  easily  regulated  by  this  arrangement 
than  when  the  chlorate  is  put  in  the  combustion-tube  itself; 
but,  with  a  little  practice,  the  latter  method  of  operating  is  not 
attended  with  any  difficulty. 

*  The  glass  of  the  combustion-tubes  employed  in  France 
being  generally  too  fusible,  it  is  necessary  to  wrap  them  up 
in  a  strip  of  brass,  or  better  still,  of  laminated  red  copper,  coiled 
in  a  spiral  round  it,  and  strapped  thereto  by  copper  wire.  The 
portion  of  the  tube  which  contains  the  chlorate  of  potash,  in 
MM.  Dumas  and  Stasis  process,  and  the  other  extremity  in 
communication  with  the  condensing  apparatuses  must  alone  be 
naked.  M.  Payen  proposed  to  wrap  the  portion  of  the  tube 
which  contains  the  mixture  of  peroxyde  of  copper,  and  of  the 
organic  substance,  in  a  metallic  iron-wire  cloth,  which 
supports  the  softened  glass  better  than  the  strip  of  copper,  and 
which  permits  besides  to  watch  the  progress  of  the  combustion, 
and  of  the  oxydisation, 

*  Respecting  the  determination  of  the  atomic  weight  of  organic 
substances,  M.  Rose  says  (page  774)  "  that  an  acid  organic 
substance  should  never  be  combined  with  a  fixed  alkali  nor  with 
an  alkaline  earth,  for  the  purpose  of  using  the  salt  so  produced 
for  burning  with  the  peroxyde  of  copper,  even  when  it  can 
be  obtained  in  the  crystalline  state.''  There  are,  however, 
circumstances  in  which  the  organic  analysis  of  these  alkaline 
salts  is  useful  or  necessary,  when  the  organic  substance  forms, 
with  oxyde  of  lead  or  of  silver,  salts  too  easily  altered,  or  when  it 
can  produce  crystalline  compounds  with  the  alkalies  only,  or  lastly, 
when  from  the  stability  of  the  latter  salts,  a  state  of  exsiccation 

3  c  2 
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can  be  obtained  which  is  not  attfunable  with  its  other  o 
pounds.  It  is  true  that  in  many  cases,  whenever  the  oper 
knows  the  elementary  composition  of  the  organic  substance 
a  free  state,  and  when  this  snbstance  has  not  been  altered 
combining  with  the  alkali,  the  dosing  of  the  latter  h 
suffices  to  determine  the  composition  of  the  salt,  especial] 
this  dosing  can  be  performed  accurately,  which  is  the  case  i 
all  the  salts  of  baryta  and  of  lime ;  the  determination  of 
organic  elements  becomes  thus  so  much  the  less  necessary,  I 
it  is  always  less  exact  than  that  of  these  bases. 

*  Several  methods  have  been  proposed  for  the  element 
analysis  of  this  class  of  organic  salts ;  some  chemists  admiti 
that  the  base  remains,  aAer  combustion,  in  the  state  of  neu 
carbonate,  and  add  the  carbon  of  this  salt  to  that  which  has  b 
fixed  in  the  potash-apparatus  in  the  state  of  carbonic  a 
This  method  of  proceeding  is  exceedingly  defective,  thoug! 
has  been  employed  by  very  skilful  chemists,  amongst  others 
M.  Liebig,  who  used  it,  for  example,  to  arrive  at  an  errone 
determination  of  the  composition  of  saccharate  of  bar 
which  had  been  accurately  obtained  before  by  dosing  the  b 
which  it  contains,  which  is  easily  done.  In  effect,  after 
combustion,  a  portion  of  the  alkali  is  found  in  the  tube  in 
caustic  state,  either  because  the  carbonate  has  been,  at  a  cert 
epoch,  partially  decomposed  by  the  aqueous  vapour,  or  beca 
the  pcroxyde  of  copper,  at  a  high  temperature,  acts  as  an  a 
in  displacing  a  portion  of  tlic  carbonic  acid  of  the  carbonate. 

*  M.  Dumas  having  remarked  that,  in  the  analysis  of  tai 
emetic  by  perosyde  of  copper,  the  whole  of  the  carbon 
disengaged  in  the  state  of  carbonic  acid  gas,  recommends 
use  of  nntimonic  acid,  which  being  introduced  into  the  comb 
tiou-tube  ^^itll  the  alkaline  organic  salt  and  the  peroxyde 
copper,  retains  the  whole  of  the  base  in  the  state  of  autimouii 

*  ^r  Soiibeiran  endeavoured  to  determine  all  the  carbon 


ANALYSIS  OF  ORGANIC  SUBSTANCES.  757 

saccliarate  of  baryta  by  burning  this  salt  by  means  of  a  mixture 
of  chromate  of  lead,  and  bichromate  of  potash,  both  fused ;  by 
using  for  1  gramme  of  the  organic  compound,  100  grammes  of 
chromate  of  lead,  mixed  with  10  grammes  of  bichromate  of 
potash,  he  arrived  at  accurate  results.  Soubeiran's  process  may 
be  useful  in  other  cases. 

*  Lastly,  M.  Gaultier  de  Glaubry  proposed  the  use  of 
phosphate  of  copper.  As  this  salt  must  be  in  very  fine  powder, 
it  should  be  dried  by  heating  it  in  a  capsula,  only  to  the  point 
at  which  it  becomes  yellowish-green.  In  that  state,  it  still 
contains  water,  so  that  two  organic  analyses  become  necessary, 
the  one  without  phosphate,  in  order  to  determine  the  water  j 
the  other,  in  order  to  determine  the  carbon  by  adding  a 
certain  quantity  of  this  salt  to  the  mixture  of  oxyde  of  copper 
and  of  the  organic  substance  in  the  proportion  of  5  or  6  times 
the  weight  of  the  latter. — E.  P. 
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*  The  analyses  of  this  nature  are  attended  with  much  more 
difficulty  than  that  of  non-nitrogenised  substances.  If  the 
quantity  of  nitrogen  in  the  substance  is  very  small,  if,  for 
example,  the  volume  of  carbonic  acid  produced  by  the  combus- 
tion with  the  oxyde  of  copper,  is  more  than  thirty  or  forty 
times  that  of  the  nitrogen  gas,  as  is  the  case  with  the  organic 
salifiable  bases,  the  least  quantity  of  atmospheric  air  sometimes 
produces  notable  discrepancies,  because  the  nitrogen  must  be 
determined  in  the  state  of  gas. 

Another  circumstance,  which  renders  the  determination  of  the 
nitrogen  exceedingly  difficult,  is  the  production  of  nitric  oxyde 
gas  during  the  combustion  of  nitrogenised  bodies  by  means  of 
oxyde  of  copper,  which  production  should  be  avoided.  For,  as 
nitrogen  is  always  determined  in  the  state  of  gas,  and  in  volume. 
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and  aa  vhen  this  gas  is  converted  into  nitric  oxyde  its  toIi 
is  doubled,  the  quantity  of  the  nitrt^n  increases  as  soon  ai 
the  state  of  gas)  it  contains  nitric  oxyde  gaa. 

*  The  best  method  of  preventing  the  prodnctiou  of  nj 
oxyde,  consists  in  using  a  combustion-tube  of  a  lai^er  size, 
in  putting  a  layer,  seyeral  inches  long,  of  pure  metallic  cop 
before  that  of  pure  oxyde,  which  must  be  put  before  the  mixt 
of  substance  aud  of  oxyde.  It  is  necessary,  besides,  to  mix 
organic  substance  as  intimately  as  possible  with  the  ozydf 
copper,  and  it  is  admable  to  employ  for  the  purpose 
peroxyde  of  copper,  which  has  prerionsly  served  for  burn 
organic  substances,  and  which  consequently  contains  niets 
copper  and  suboxyde  of  copper.  The  combustion  most 
effected  as  slowly  as  possible,  and,  according  to  liebig,  it  ta 
as  much  time  again  to  burn  it  as  that  required  for  a  n 
nitrogenised  organic  substance. 

*  The  quantity  of  carbon  and  of  hydrogen  contained  in 
nitrogenised  substance,  ia  determined  by  a  separate  experinu 
as  was  directed  before,  respecting  the  substances  which  cont 
no  nitrogen.  During  the  combustion  of  nitrogenised  bodies 
is  obsen'ed,  that  whilst  it  lasts,  bubbles  of  gas  escape  throi 
the  potash  apparatus  without  being  absorbed.  As  soon  as  t 
phenomenon  is  perceived,  the  operator  may  rest  assured  t 
the  substance  contains  nitrogen,  and  in  pretty  large  quanti 
This  is  ascertained  better  still,  according  to  Liebig,  by  the  od< 
of  ammonia,  which  is  produced  by  fusing  a  portion  of  i 
substance  in  a  small  glass,  with  from  four  to  ten  times 
weight  of  hydrate  of  potash. 

*  The  method  of  determining  the  quantity  of  the  nitrog 
in  organic  substances,  varies  according  to  the  percentage  of  t 
body.  It  is  more  simple  when  the  quantity  of  the  nitrogen 
considerable.  It  is  advisable,  before  determining  the  quant 
of  the  nitrogen,  to  analyse  the  gaseous  mixture  obtaiued 
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burning  the  substance  with  oxyde  of  copper^  and  to  examine 
what  proportion  the  carbonic  acid  gas  obtained  bears  to  the 
nitrogen.  In  many  cases  tliis  analysis  of  the  gaseous  mixture 
renders  the  ulterior  quantitative  determination  of  the  nitrogen 
quite  superfluous. 

*  To  effect  this  an  unweighed  portion  of  the  organic  nitro- 
genised  substance  to  be  examined^  is  mixed  with  a  very  large 
quantity  of  oxyde  of  copper^  and  the  mixture  is  introduced 
into  a  combustion-tube^  the  posterior  extremity  of  which  has 
now  been  drawn  out  to  a  pointy  as  represented  in  the  figure 
(page  736).  In  the  lower  part  of  the  tube,  a  little  pure  oxyde 
of  copper  is  put,  and  the  intimate  mixture  of  the  organic 
substance  and  of  oxyde  is  next  introduced,  and  covered  with  a 
stratum  of  pure  oxyde  a  few  inches  thick,  and,  lastly,  a  stratum 
of  copper  turnings  a  few  inches  thick,  and  extending  to  the 
orifice,  is  poured  in.  The  opening  is  then  closed  air-tight  with 
a  cork,  through  which  the  disengagement-tube  passes  and 
plunges  in  the  mercurial  trough.  It  is  not  necessary  to  remove 
the  hygroscopic  moisture  of  the  mixture.  The  metallic  copper 
and  the  anterior  portion  of  the  oxyde  of  copper  are  first  brought 
to  a  strong  red  heat,  and  the  operator  then  begins  to  ignite  the 
mixture  from  backwards  forwards,  by  surrounding  the  closed 
extremity  with  ignited  charcoal.  When  the  combustion  of 
the  substance  has  begun  at  that  point,  the  atmospheric  air  is 
expelled  from  the  apparatus  by  the  gases  which  are  disengaged. 
As  soon  as  the  operator  believes  that  the  air  is  about  completely 
expelled,  he  begins  to  collect  the  gases  in  several  graduated 
glass  tubes,  and  he  continues  to  heat  the  tube  until  gases  cease 
to  be  evolved. 

*  The  first  graduated  tube  having  been  filled  with  gas,  rather 
more  than  half  its  capacity,  atmospheric  air  is  passed  into  it  for 
the  purpose  of  seeing  whether  any  ruddy  fiimes  will  appear. 
The  object  of  this  experiment  is  to  judge  of  the  purity  of  the 
gas,  and  to  ascertain  whether  it  contains  any  nitric  oxyde. 
When   this   phenomenon   is   observed,  not   only  in  the  first 
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graduated  tube,  bnt  even  in  the  others,  the  combustion 
not  been  properlf  effected,  and  the  experiment  most  be  bq 
again,  taking  care  this  time  to  mix  the  oi^anic  substance  m 
intimately  with  the  oxyde  of  copper,  or  to  increase  the  len 
of  the  Btratum  of  metallic  copper. 

*  If  the  presence  of  nitric  oxyde  is  not  indicated  in  the  E 
or  in  the  second  tube,  by  the  production  of  ruddy  fumes 
introdudng  atmospheric  air  into  it,  the  relative  proporidon 
nitrogen  and  of  carbonic  acid  gases  is  determined  in  the  folic 
ing  tubes  by  plunging  them,  one  after  the  other,  in  mercu 
until  the  level  inside  and  outside  is  the  same,  after  which  I 
carbonic  acid  is  absorbed  by  hydrate  of  potash.  The  remaini 
gas  IB  pure  nitrogen,  the  volume  of  which  is  determined,  af 
haring  preriously  rendered  it  moist,  if  it  has  been  deprived, 
hydrate  of  potash,  of  the  aqueous  vapour  which  the  mixti 
contained.  It  is  better,  however,  to  desiccate  the  gasea 
mixture  by  means  of  chloride  of  calcium  before  absorbing  it 
hydrate  of  potash. 

*  Wlien,  by  means  of  a  combiistioa  effected  in  the  ordina 
way,  the  total  quantity  of  the  carbonic  acid  gas,  or  of  t 
carbon  contained  in  the  substance,  has  been  ascertaiacd,  it 
easy  to  calculate  also  how  much  nitrogeu  it  contained  per  cen 
for  a  volume  of  the  carbonic  acid  obtained  corrcBponds  to  o 
atom  of  carbon,  and  one  volume  of  nitrogen  corresponds 
two  atoms,  or  to  a  double  atom  of  nitrogen.  If,  for  examp 
one  volume  of  carbonic  acid  and  one  volume  of  nitrogen  ha 
been  obtained,  the  analysed  substance  contained,  for  7fi-4-l  pai 
of  carbon,  1774  parts  of  nitrogen. 

*  It  ia  perceived  that  it  is  not  necessary  to  proceed  ulterior 
to  the  quantitative  determination  of  the  nitrogen  in  tl 
substance,  yet  this  method  is  safe  only  when  tlie  quantity 
nitrogen   in   the   substance   examined   is   not  too   small,    hi 
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provided  the  relative  proportion  of  this  element  to  the  carbon 
is  not^  according  to  Liebig^  in  a  less  ratio  than  1:8. 

*  In  order  to  confirm  the  result  obtained,  an  apparatus  which 
was  first  employed  by  Gay  Lnssac  and  Liebig  may  be  employed 
for  the  analysis  of  nitrogenised  organic  substances. 

The  graduated  glass  tube  a,  intended  to  receive  the  gaseous 
mixture,  is  placed  in  a  glass  vessel.  The  disengagement-tube  b, 
which  brings  the  gas  in  the  graduated  tube,  has  two  vertical  and 
parallel  limbs,  the  ascending  one  of  which  reaches  nearly  to  the 


#i^^ 


top  of  the  graduated  tube.  When  sunk  to  the  utmost  point, 
the  other  branch  is  outside  of  the  glass  tube.  In  order  to 
render  the  disengagement-tube  fleuble,  it  may  be  cut  at  b,  and 
the  two  parts  may  be  connected  by  a  tube  of  caoutchouc. 
After  having  filled  the  vessel  with  mercury,  and  engaged 
the  conducting-tube  within  the  graduated  tube,  the  latter  is 
depressed  into  the  mercury,  so  as  to  expel  through  the  con- 
ducting-tube all  the  atmospheric  air  that  it  contains ;  a  certain 
quantity  of  which,  however,  remains.  The  glass  tube  is  then 
fastened  in  that  position  by  means  of  a  clamp,  or  by  putting  a 
piece  of  cork,  e,  in  the  clamp,  and  keeping  the  tube  down  by 
pressing  the  cork  upon  it,  as  represented  in  the  figure.  The 
mercury  of  the  graduated  tube  is  adjusted  at  a  perfect  level 
with  that  in  the  glass  vessel,  and  the  volume  of  the  atmospheric 
air  which  remains  in  the  tube  is  accurately  measured.     The 
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combustion-tube  Dj  which  contains  the  intimate  mixture  of  I 
BubBtance  to  be  ezammed,  with  the  oxyde  of  copper,  and  1 
very  finely-comminnted  metallic  copper,  is  now  adapted 
means  of  a  cork  to  the  conducting-tnbe,  placed  between  t 
arms  of  the  support  t.  As  soon  as  the  mixture  is  decompoai 
the  gas  which  is  disengaged  depresses  the  mercoTT-  into  t 
graduated  tube,  wherefoie,  the  clamp  must  be  raised  in  pi 
portion.  When  the  decomposition  is  finished,  the  fire  is  removf 
and  after  complete  cooling,  the  level  of  the  mercoiy,  inside  ai 
outside  of  the  tube  a,  is  again  equalised.  It  is  clear  that  t! 
volume  of  gas  which  has  penetrated  in  the  graduated  tube  durii 
the  operation,  corresponds  exactly  to  the  whole  quantity  of  tl 
gases  which  have  been  produced  by  the  decomposition.  As 
is  easy  to  ascertain,  by  another  experiment,  how  much  carbon 
acid  would  have  been  produced  in  weight,  by  the  quantity 
the  substance  employed,  and  as  it  is  likewise  easy  to  calculat 
with  the  help  of  the  tables,  the  volume  of  this  gas  in  cub 
centimetres,  there  is  no  difficulty  in  determining  the  volume  i 
the  weight  of  the  nitrogen  gas  produced  by  the  combustion. 

*  The  tube  n  should  be  cooled  very  cautiously,  in  order  th; 
it  may  not  break,  which,  of  course,  would  render  the  esperimei 
void. 

*  Gay  Lussac  and  Liebig  introduce  afterwards,  within  tl 
tube  containing  the  mixture,  that  which  contains  the  chloride  • 
calcium  intended  to  absorb  the  water,  the  latter  being  previous! 
weighed.  The  tube  full  of  chloride  of  calcium  fits  exactly  tl 
other  tube,  and  that  end  of  it  which  is  towards  the  mixture 
drawn  out  to  a  point.  The  tube  containing  the  mixture  is  the 
closed  up  again  by  a  cork,  through  which  the  conduct  in  g-tul 
passes,  and  it  is  placed  naked  upon  the  grate  of  iron  wir 
supported  by  a  furuace,  the  aah-hole  and  door  of  which  ai 
closed,  and  it  ia  brought  to  a  red  heat  by  surrounding  it  wit 
iguited  charcoal. 

*  Instead  of  this  furnace,  it  is  better  to  employ  one  similar  I 
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that  used  for  ordinaiy  combustiona  (page  741).  It  is,  however, 
somewhat  difficult  with  it  to  moderate  the  heat,  so  as  to  prevent 
the  combustion-tube  from  softening,  and  from  breaking  on 
cooling,  imless  a  plate  of  sheet-iron  or  bricks  are  placed  under 
the  grate  of  the  small  fiimace. 

*  The  quantity  of  substance  which  may  be  analysed  in  this 
apparatus  varies  according  to  the  capacity  of  the  tube  a.  About 
80  cubic  centimetres  of  space  are  required  for  each  decigramme 
of  nitrogen  presumed  to  exist  in  the  substance^  and  190  cubic 
centimetres  for  each  decigramme  of  carbon. 

*  With  respect  to  the  substances  which  contain  very  little 
nitrogen,  such  as  the  organic  salifiable  bases,  the  whole  quantity 
of  the  nitrogen  may  be  determined  by  means  of  the  following 
apparatus,  which  was  contrived  by  Liebig : — Take  a  combustion- 
tube  twenty-four  inches  long,  which  is  not  drawn  out  to  a  point 
but  merely  closed  up  in  the  usual  manner.  Introduce  into  it  a 
layer,  six  inches  long,  of  carbonate  of  copper,  above  which  put  a 
layer,  two  inches  thick,  of  pure  oxyde  of  copper,  then  the 
intimate  mixture  of  the  organic  substance,  with  a  large  pro- 
portion of  oxyde  of  copper;  lastly,  a  layer  of  pure  oxyde,  and  over 
this  a  layer  of  metallic  copper  turnings.  The  combustion-tube 
is  connected  by  means  of  a  cork  to  a  three-limb  tube,  and  the 
cork  is  luted  with  fused  sealing-wax. 

One  of  the  limbs  of  the  latter  tube  is  connected  by  means  of 
a  tube  of  caoutchouc,  with  the  pump  B,  which  has  been 
described  (page  739) ;   the  other  is  connected,  by  means  of  a 


^^ 


■N/- 


tube  of  caoutchouc,  to  along  glass  tube  bent  at  right  angles,  one 
of  the  limbs  of  which,  A,  must  be  thirty  inches  long,  and  plunge 
into  a  mercurial  trough  D.  The  three-limb  tube  is  drawn  out 
a  little  in  a.     By  means  of  the  pump,  the  air  of  the  apparatus 


IP 
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is  exhausted  as  much  as  possible,  so  that  the  mercnry  as 
into  the  tube  A  almost  to  the  ordinaiy  height  of  the  baroi 
If  the  level  of  the  mercui?  in  the  tube  does  not  remain  unal 
it  is  a  proof  that  one  or  more  of  the  joints  are  not  tight. 


*  The  operator  begins  by  gently  heating  the  furthest  e: 
the  combustion -tube,  that  which  contains  the  carbonal 
copper,  and  by  means  of  a  screen,  n,  the  mixture  is  shel 
from  the  radiating  heat,     A  disengagement  of  carbonic 


takes  place  immediately,  which  depresses  the  mercury  in 
tube  A,  and  the  gas  begins  to  escape  through  this  tube, 
vacuum  is  again  made  in  tlie  apparatus,  and  then  by  applyi 
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gentle  heat^  a  little  carbonic  acid  is  again  disengaged.  This 
operation  is  repeated  four  or  five  times^  or  until  the  gas 
which  escapes  from  the  tube  A  into  a  test-tube,  containing 
solution  of  potash,  disappears  completely.  By  means  of  a  spirit- 
lamp,  the  drawn-out  portion  a  of  the  three-limb  tube  is  fused, 
and  the  portion  C,  and  the  pump  B,  to  which  it  is  connected, 
are  removed.  The  graduated  tube  E  is  then  fixed  over  the 
orifice  of  the  tube  A,  by  means  of  the  stand  and  clamp  F* 
The  tube  E  has  a  capacity  of  about  a  hundred  cubic  centi- 
metres, and  it  is  half  filled  with  mercury,  and  the  other  half 
with  a  concentrated  solution  of  potash.  The  combustion  of  the 
organic  substance  is  now  begun,  the  gases  which  are  disen- 
gaged, and  which  consist  of  carbonic  acid,  and  of  nitrogen, 
collect  in  the  tube  E,  in  which  the  carbonic  acid  is  absorbed  by 
the  solution  of  potash,  so  that  pure  nitrogen  only  remains. 

*  If  the  whole  mixture  of  the  organic  substance,  with  the 
oxyde  of  copper,  has  been  gradually  brought  to  a  red  heat, 
whilst  the  anterior  extremity,  and  especially  the  metallic  copper, 
was  maintained  at  a  red  heat,  there  must  still  be  a  reserve  in 
the  farthest  extremity  of  the  combustion-tube,  of  enough  carbo- 
nate of  copper  to  expel  completely  into  the  tube  E,  by  means 
of  the  carbonic  acid  disengaged  therefrom,  the  mixture  of 
nitrogen  and  of  carbonic  acid  contained  in  the  apparatus. 

*  As  soon  as  all  absorption  has  ceased  in  the  tube  E,  it  is 
closed  with  a  flat  piece  of  glass,  and  carried  to  a  water-trough, 
the  water  of  which  takes  the  place  of  the  mercury,  and  of  the 
solution  of  potash.  The  quantity,  and  the  volume  of  the  gas  is 
measured,  after  having  observed  the  temperature,  and  the 
barometric  pressure,  taking  into  account  the  tension  which  the 
water  exercises  upon  the  volume  of  the  gas  reduced  at  a  tempe- 
rature of  0°,  and  at  0'76001  pressure,  and  the  nitrogen  may 
then  be  calculated  in  weight. 

*  This  method  of  expelling  the  atmospheric  air  by  the  carbonic 
acid  disengaged  from  a  metallic  carbonate,  was  contrived  by 
Dumas. 
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*  The  nse  of  the  pnmpa  may  be  thoaglit  by  boidq  tob 
nseless  in  guch  experiments,  by  supposing  that  the  carbo 
add  disengaged  at  the  begianing  of  the  experiment,  and  bef 
the  combustion  of  the  organic  substance,  must  expel 
atmospheric  air  <rf  the  apparatus ;  but  such  is  not  the  case,  ■ 
if  the  pump  were  dispensed  with,  the  result  would  be  uots 
inaccurate  if  the  sabstance  contained  only  a  small  portion 
nitrogen. 

*  When  a  non-nitrogenised  organic  substance,  having 
decidedly  add  character,  or  being  capable  of  combining  w 
bases  in  the  manner  of  adds,  is  combined  with  ammonia  for  1 
purpose  of  forming  a  saline  compound,  and  the  relative  propord 
of  the  carbon  and  of  the  nitrogen  contained  in  this  ammonia 
salt  is  determined  by  the  method  described  (page  7  59],  the  volun 
of  the  carbonic  add  gas,  and  of  the  nitrogen  gas  obtained  mi 
be  in  a  simple  ratio,  which  confirms  very  well  the  detenmnati 
of  the  carbon  found  by  another  analysis. 


Note  by  M.  E.  Peligot. 

*  The  quantitative  determination  of  the  nitrogen  contaia< 
in  oi^nic  stibstances  is  performed  with  accuracy  and  certain 
by  means  of  the  process  last  described,  provided  the  combustio: 
tube  employed  be  one  metre  at  least  in  length,  and  I 
charged  with  a  long  column  of  ignited  metallic  copper,  in  ord' 
to  decompose  all  the  nitric  oxyde  gas,  which  has  a  tendency  to  I 
produced.  The  copper  used  for  this  purpose  must  have  bet 
obtained  Irom  copper  reduced  from  copper  tumiugs,  by  meai 
of  hydrogen  gas ;  the  gas  collected  must  always,  after  bavin 
been  measured,  be  put  in  contact  with  a  protosalt  of  iron,  < 
with  oxygen,  in  order  to  make  sure  that  it  contains  no  nitr 
oxyde  gas ;  a  little  air  may  also  be  introduced  and  the  smalle: 
traces  of  nitrous  gas  are  then  perceptible  by  the  smell. 

*  Instead  of  carbonate  of  copper  white  lead  is  often  employe 
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for  disengaging  carbonic  acid  at  the  beginning  and  at  the  end 
of  the  experiment,  bnt  the  latter  snbstance  as  found  in  com- 
merce, sometimes  yields  a  small  quantity  of  gas,  which  potash 
does  not  absorb,  wherefore  bicarbonate  of  soda  has  been 
advantageously  substituted ;  it  is  only  necessary  to  employ  a 
larger  proportion  of  this  salt,  for  that  found  in  commerce  is 
never  pure,  and  does  not  even  part  with  half  the  carbonic  acid 
which  it  contains. 

*  MM.  Will  and  Warrentrap  have  proposed  also  a  method, 
the  principle  of  which^  was  first  indicated  by  Berzelius,  for 
determining,  in  the  state  of  ammonio-chloride  of  platinum,  the 
nitrogen  contained  in  organic  substances. 

*  When  an  organic  matter  is  heated  with  hydrate  of  potash, 
the  hydrogen  of  this  hydrate  takes  up  the  whole  of  the  nitrogen 
of  the  substance,  and  forms  ammonia.  This  reaction  has  been 
for  a  long  time  taken  advantage  of  for  detecting  the  presence  or 
the  absence  of  nitrogen  in  an  organic  product. 

*  It  has  been  proved  by  the  direct  experiments  of  the  authors 
of  this  process,  that,  except  for  the  substances  in  which  nitrogen 
is  contained  in  the  state  of  nitric  acid,  all  other  nitrogenised 
substances,  including  the  compounds  of  cyanogen,  are  decom- 
posed under  the  influence  of  an  excess  of  hydrate  of  alkali,  and 
of  a  high  temperature,  in  such  a  manner  that  the  whole  of  the 
nitrogen  is  expelled  in  the  state  of  ammonia. 

*  The  apparatus  employed  for  this  process  is  very  simple ;  it 
consists,  fig.  1,  of  a  tube  of  hard  glass,  45  or  50  centimetres 

long. 

*  The  extremity  of  the  tube  is  drawn  out  and  bent  obliquely 
upwards.  This  tube,  therefore,  differs  but  little  from  an  ordinary 
analytical  tube,  only  it  must  be  a  little  larger — about  20  or  25 
centimetres  in  diameter.  By  means  of  a  good  cork,  the  orifice 
of  the  tube  is  connected  with  a  bulb-apparatus  containing 
muriatic  acid.  This  tube  is  represented  half  its  natural  size 
in  fig.  2. 
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*  This  tube  is  filled  by  plui^ing  one  of  its  extremities 
nmriatic  acid  of  ordinary  strength  (sp.  gr.  1-13),  and  by  i 
rating  at  the  other  extremity,  ff,  until  the  liquid  reaches 
level  indicated  in  the  figure. 


*  For  decomposing  the  nitrogenised  matter,  a  miztun 
hydrate  of  potash  or  of  soda,  and  of  quick  lime,  is  employ 
the  proportions  must  he  such  that  the  misture  cannot  fuse 
red  heat,  or  at  most  that  it  should  only  slightly  agglomer 
This  mixture  must  be  easy  to  pulverise,  and  must  not  abs 
the  moisture  of  the  air  too  rapidly.  MM.  Will  and  Warrent 
use,  in  preference,  one  part  of  hydrate  of  soda  mixed  with  ■ 
parts  of  quick  lime. 

*  The  most  convenient  manner  of  obtaining  this  mixt 
consists  in  mixing  a  known  quantity  of  quick  lime  with  a  c 
responding  quantity  of  alkaline  ley  of  a  known  strength ; 
paste  thus  formed  is  ignited  in  a  cniciblc,  and  then  redu 
into  powder.  Potasli  or  soda,  recently  ignited,  may  also 
pulverised  in  a  warm  mortar,  and  then  mixed  with  finel_i-(] 
veriscd  quick  lime,  obtained  by  calcining  slaked  lime,  T 
perfectly  dry  mixture  is  kept  in  bottles  having  a  wide  mou 
and  glass-stoppered. 

*  After  having  weighed  the  matter  which  is  to  be  nnalys 
the  combustion-tube,  wjiicli  must  be  very  clean  and  dry,  is  1 
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filled  with  the  alkaline  mixture^  in  order  to  have  a  determined 
measure  of  the  quantity  of  hydrate  which  has  to  be  mixed  with 
the  matter  to  be  analysed,  and  the  quantity  of  which  latter 
substance  must  vary  with  the  presumed  amount  of  nitrogen 
contained  in  the  substance.  It  is  rarely  necessary  to  employ 
more  than  400  milligrammes  of  a  matter  poor  in  nitrogen,  and 
less  than  200  milligrammes  of  a  matter  rich  in  nitrogen. 

*  The  mixture  must  be  made  in  an  unglazed  porcelain  mortar, 
slightly  warmed  beforehand,  and  taking  care  to  triturate  gently. 
If  these  precautions  be  not  observed,  there  will  be  a  chance  of 
loss,  because  the  matter  will  then  adhere  to  the  sides  of  the 
pestle  or  of  the  mortar.  After  having  introduced  the  mixture 
into  the  tube  in  the  ordinary  way,  the  mortar  must  be  imme- 
diately rinsed  with  a  little  of  the  soda-lime  mixture,  and  the  tube 
is  filled  up  till  within  25  millimetres  of  the  orifice ;  a  plug  of 
ignited  asbestos  is  then  introduced,  the  object  of  which  is  to 
prevent  a  little  of  the  fine  powder  from  being  mechanically 
carried  into  the  muriatic  acid,  which  would  render  the  deter- 
mination erroneous,  in  case  potash-lime  had  been  employed,  on 
account  of  the  insolubility  of  potash-chloride  of  platinum. 

*  The  two  tubes  being  connected  by  a  good  cork,  and  the 
apparatus  being  disposed  as  represented  (page  767),  the  process 
is  carried  as  for  the  analysis  of  an  organic  substance.  The 
ammonia  is  gradually  expelled.  According  to  the  composition 
of  the  matter,  there  is  at  the  same  time  a  disengagement  of 
hydrogen  and  of  carburetted  gases,  which  not  being  absorbable 
by  the  liquid,  indicate  how  the  combustion  is  proceeding.  This 
combustion  should  be  conducted  in  such  a  way  that  the  gas  is 
disengaged  without  interruption,  otherwise  the  ammonia  might 
be  absorbed  by  the  acid  with  such  a  rapidity,  that  the  acid 
penetrating  in  the  combustion-tube  would  create  a  loss,  and  of 
course  render  the  analysis  void. 

*  When  substances  are  analysed  by  this  method,  for  example, 
mellon  and  melamine,  &c.,  in  which  the  relative  proportions  of 
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the  carbon  and  of  the  nitrogen  are  such,  that  only  very  littl 
no  gas  of  a  non-absorbable  nature  is  disengaged,  the  operat 
never  safe  from  projections  into  the  oombustion-tube,  excep 
have  added  to  the  matter  to  be  analysed  about  its  own  wc 
of  a  non-nitrogenised  substance,  such  as  sugar.  In  this  ma 
the  disengagement  of  ammonia  is  easily  conducted  wit! 
accident,  by  reason  of  the  non-absorbable  gases  prodv 
which  traverse  the  liquid  and  prevent  its  ascension  into 
combustion-tube. 

*  The  tube  having  been  gradually  brought  to  a  red  heat, 
the  disengagement  of  gas  having  completely  ceased,  w 
happens  when  the  mixture  has  become  quite  white  again^ 
bent  point  of  the  tube  is  broken,  and  a  quantity  of  atmospl 
air  sufficient  to  expel  the  ammonia  is  aspirated.  It  is  advis 
to  aspirate  by  means  of  a  tube  connected  with  the  limb  y, 
containing  solid  potash,  in  order  to  retain  the  acid  fu 
expelled  by  the  stream  of  air. 

*  It  is  indispensable  that  the  mixture  should  have  beo 
white  again,  for  by  the  contact  of  ammonia,  of  carbon,  anc 
fixed  alkalies,  cyanurets  are  produced,  which  would  cause  a 
in  nitrogen.  By  heating  sufficiently,  all  the  carbon  is  ultimai 
burnt. 

*  The  combustion  being  finished,  the  liquid  of  the  bulb 
poured  in  a  porcelain  capsule,  and  the  bulbs  are  washed  wit 
mixture  of  alcohol  and  of  ether,  in  order  to  dissolve  the  i 
carburets  which  might  adhere  to  the  sides ;  an  excess  of  solut 
of  chloride  of  platinum  is  added  to  the  acid  liquor,  and 
whole  is  evaporated  to  dryness. 

*  The  residuum  of  the  evaporation,  which  evaporation  m 
have  been  cflfected  slowly,  and  in  a  dish  covered  with  blotti 
paper,  to  preserve  it  from  dust,  is  treated  by  a  mixture  of  1 
volumes  of  strong  alcohol,  and  of  one  volume  of  ether,  wli 
dissolves  only  the  excess  of  chloride  of  platinum  employed. 
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*  The  ammonio-chloride  of  platinum  is  then  collected  upon 
a  dried  filter.  It  is  washed  with  a  hke  mixture  of  alcohol 
and  of  ether  until  the  washing  passes  colourless  or  non-acid^  or 
when  they  no  longer  leave  any  residuum  by  evaporation.  The 
precipitate  is  then  dried  at  100°,  and  weighed  in  a  covered 
crucible  or  in  a  tube ;  from  its  weight  that  of  the  nitrogen  is 
calculated;  177  parts  of  this  gas  represent  2787  of  ammonia 
chloride  of  platinum. 

*  This  method,  which  we  have  been  obliged  to  describe  some- 
what minutely,  on  account  of  its  novelty,  appears  capable  of 
determining  with  great  accuracy  the  nitrogen  of  a  great 
number  of  organic  substances ;  its  principal  advantage  is,  that  by 
it  the  quantity  of  the  nitrogen  may  be  determined  in  weight, 
whilst,  by  the  other  method,  this  determination  being  effected 
in  volumes,  requires  the  use  of  a  graduated  jar,  of  the  mer- 
curial trough,  of  the  barometer,  thermometer,  and  also  the  taking 
into  account  the  density  of  the  nitrogen,  the  coefficient  of 
dilatation  of  gases,  &c. ;  but  this  advantage  is  largely  compensated 
by  the  greatest  defect  which  an  analytical  method  can  present 
as  a  means  of  investigation ;  namely,  it  is  not  generally  appli- 
cable. It  cannot  serve  for  the  organic  substances  which  contain 
nitrogen  in  the  state  of  nitric  acid,  and  probably  also  in  the 
state  of  any  other  oxygenised  combination  of  nitrogen.  Now, 
as  it  is  generally  impossible  to  know  in  what  state  nitrogen 
exists  in  an  organic  product,  especially  before  the  analysis  of 
that  substance,  this  process  is  doubtful  and  insufficient.  The 
progress  which  has  been  made  in  organic  chemistry  for  the  last 
fifteen  years  is  mostly  referrible  to  the  discoveries  of  accurate 
and  simple  processes.  Had  MM.  Will  and  Warrentrap's 
method  only  been  employed,  it  would  only  have  fettered  scientific 
investigation,  and  it  is  doubtful  whether,  until  it  has  been 
improved,  any  chemist  will  resort  to  it  as  a  means  of  recti- 
fying the  results  obtained  by  the  other  method. 

The  process  by  volumes  is  doubtless  attended  with  difficulties, 
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but,  at  the  same  time,  the  results  which  it  yields  are  per 
accurate  within  the  limits  of  approximation,  easily  apprec 
and,  moreover,  its  application  is  quite  general. 

*  These  remarks  are  made  independently  of  the  objecti< 
M.  Reiset  to  the  jnethod  of  MM.  Will  and  Warrentrap,  ^ 
method  is,  in  the  opinion  of  M.  Reiset,  an  erroneous 
because  the  nitrogen  of  the  air  can  produce  ammonia  wh< 
organic  matter  is  decomposed  by  an  alkaline  hydrate 
assertion  of  M.  Reiset,  which  is  the  result  of  numerous 
riments,  is  represented  by  M.  Will  as  quite  groundless.] 


*  The  analysis  of  all  the  organic  substances  which  a 
of  hydrogen,  carbon,  oxygen,  and  sometimes  of  nitrogen, 
performed  in  the  manner  which  has  been  described  befc 
trustworthy  only  when  the  body  operated  upon  is  per 
pure,  and  free  from  foreign  substances.  But  those  cond 
arc  in  some  cases  very  difiScult  to  meet,  especially  whe 
substance  cannot  be  obtained  in  the  crystallised  state.  I 
substance  can  produce  saline  combinations  with  the  base 
atomic  weight  can  be  easily  calculated  by  converting  it  i 
neutral  salt.  If  the  neutral  salt  produced  contains  no  wat 
crystallisation,  the  quantity  of  the  organic  substance  is  f 
by  the  loss,  and  by  comparing  the  known  atomic  weight  o 
base,  that  of  the  organic  substance  is  easily  ascertained. 

*  Formerly,  it  was  customary  to  combine  the  organic 
stance  with  protoxyde  of  lead,  because  in  a  great  numb< 
cases,  this  oxyde  forms,  with  a  great  number  of  organic  « 
anhydrous  salts,  in  which  its  quantity  is  easily  determ 
The  only  drawback  to  the  use  of  this  oxyde  is,  that  it  proc 
with  most  acids  multiple  combinations,  and  therefore,  it  is  i 
impossible  to  know  which  of  these  combinations  is  neutral, 
moreover  the  neutral  combination  is  often  mixed  with  1 
compounds.     Oxyde  of  silver  and  other  bases  have  not  the  s 
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defect^  at  least  to  the  same  extent^  owing  to  which  they  are 
generally  used  in  these  experiments. 

*  According  to  Berzelius^  the  salt  of  lead  may  be  analysed  in 
the  following  manner: — ^The  salt  is  dried  at  100®  cent,  in  a 
current  of  air,  which  passes  through  a  long  tube  filled  with 
fused  chloride  of  calcium^  as  was  said  (page  63G) ;  it  is  then  left 
to  cool  at  the  ordinary  temperature,  the  current  of  dry  air  being 
passed  over  it  all  the  while ;  a  certain  quantity  of  it  is  then 
weighed  in  a  counterpoised  watch-glass,  strong  enough  to  bear 
the  heat  without  breaking,  or  better  still,  in  a  small  porcelain 
crucible ;  it  is  then  immediately  heated  over  the  flame  of  a  spirit- 
lamp,  so  that  the  mass  may  get  inflamed  at  one  of  the  edges, 
and  the  heat  is  then  diminished,  in  order  that  the  combustion 
may  proceed  slowly  by  itself.  Unless  this  precaution  be 
taken,  the  heat  might  so  increase  during  the  combustion 
of  the  salt,  that  the  mass  would  become  bright  red,  and  a  little 
lead  might  be  volatilised.  The  combustion  being  terminated, 
the  mass  is  heated  to  incipient  redness,  in  order  that  none  of 
the  charcoal  should  remain  unbumt ;  it  is  then  allowed  to  cool, 
and  it  is  weighed.  The  residuum  is  a  mixture  of  lead,  and  of 
protoxyde  of  lead.  Bypouring  dilute  acetic  add  upon  it,  the  oxyde 
of  lead  is  dissolved,  and  on  adding  afterwards  more  acetic  acid,  the 
pulverulent  metal  agglomerates  into  a  cohesive  mass.  This 
mass  is  well  washed  with  water,  and  the  water  is  carefully 
decanted,  which  is  easily  done,  on  account  of  the  high  specific 
gravity  of  lead ;  it  is  then  dried  in  the  water-bath,  or  on  the 
stove,  and  it  is  weighed.  For  each  100  parts  of  reduced  lead, 
7*725  parts  of  oxygen  arc  added  to  the  ignited  residuum,  which 
gives  the  total  quantity  of  protoxyde  of  lead  existing  in  the  salt. 
The  loss  in  weight  is  due,  in  the  anhydrous  salts,  to  the  organic 
substance. 

*  This  experiment,  which  needs  be  performed  in  small 
quantities  only,  and  which  may  be  repeated  several  times  in 
succession,  gives,  when  due  care  is  employed,  results  which  are 
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much  more  accurate  than  any  other  which  might  be  resorted  to 
for  determining  the  quantity  of  protoxyde  of  lead  in  the  combi- 
nation^ and  it  has  the  advantage  of  being  performed  in  a 
short  time. 

*  Brunner  found  that  the  quantity  of  protoxyde  of  lead  may 
be  obtained  more  easily  and  accurately  still  by  mixings  in  the 
watch-glass  or  in  the  crucible^  the  substance  which  has  to  be 
burnt,  with  two  or  three  times  its  weight  of  fine  quartzose  sand 
which  has  been  treated  by  muriatic  acid,  and  then  washed  with 
water  and  dried;  weighing  this  mixture  accurately  in  the  watch- 
glass  or  in  the  crucible,  roasting  it  over  the  spirit-lamp,  taking 
care  to  stir  it  with  a  flat  glass  rod,  and  continuing  the  roasting 
until  the  whole  is  converted  into  a  powder  of  a  pure  yellow 
colour,  and  until  it  ceases  to  emit  little  sparks  when  stirred. 
The  loss  of  weight  observed  after  the  cooling  of  the  watch-glass 
or  of  the  crucible,  indicates  immediately  the  quantity  of  organic 
substance  contained  in  the  mixture.  In  effect,  the  mixture  of 
this  substance  with  pulverised  quartz  equalises  the  combustion, 
and  renders  it  stronger ;  the  mass  never  reaches  a  bright  red 
heat,  it  does  not  cohere  nor  intumesce,  and  the  empty  spaces 
which  are  produced  by  stirring,  allow  the  air  to  reach  each 
molecule,  so  that  the  combustion  is  thus  easily  and  completely 
effected.  In  order  to  make  sure  of  this,  the  residuum  is  treated 
by  acetic  acid,  and  the  acetate  of  lead  is  entirely  removed  by 
washing  with  water.  If  nitric  acid  is  now  poured  upon  the 
quartz,  it  does  not  take  up  any  ponderable  quantity  of  lead, 
provided  the  combustion  has  been  well  executed. 

*  If  the  organic  substance  is  volatile,  or  if  sulphuric  acid  can 
easily  convert  it  into  a  volatile  combination,  the  salt  of  lead 
may  be  examined  by  treating  it  with  sulphuric  acid,  igniting 
the  sulphate  of  lead  obtained,  and  calculating  from  its  quantity 
that  of  the  protoxyde  of  lead. 

*  If  the  organic  substance  has  been  combined  with  oxyde  of 
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silver^  the  analysis  of  the  silver  salt  is  still  more  simple^  for  it 
suffices  to  take  a  weighed  quantity  of  it  and  to  put  it  in  a  watch- 
glass^  or^  better  stilly  in  a  small  porcelain  crucible^  and  to  heat  it 
with  care,  as  has  been  just  said,  to  incipient  redness ;  there 
remains  pure  metallic  silver. 

The  operator  must  bear  in  mind  that  certain  salts  of  silver, 
produced  by  organic  acids,  detonate  when  heated ;  such  should 
be  converted  into  chloride  of  silver. 

*  An  acid  organic  substance  should  never  be  combined  with 
a  fixed  alkali,  nor  with  an  alkaline  earth,  and  the  salt  thus  ob- 
tained should  not  be  employed  to  bum  it  with  peroxyde  of  copper, 
even  when  this  salt  can  be  obtained  in  the  crystalline  state.  The 
carbonic  acid  produced  by  the  combustion  combines  in  part  with 
the  alkali  or  with  the  earth ;  now,  the  action  of  a  prolonged  heat 
in  the  midst  of  a  large  excess  of  oxyde  of  copper  never  expels  the 
whole  of  the  carbonic  acid  &om  the  fixed  carbonates,  and  thus 
the  result  obtained  respecting  the  quantity  of  the  carbon  is 
inexact. 

*  After  having  determined  the  atomic  weight  of  the  substance, 
it  is  to  be  burnt  by  means  of  oxyde  of  copper,  either  alone  or 
which  is  quite  as  well,  or  even  better,  combined  with  a  base,  and 
preferably  with  protoxyde  of  lead  or  with  oxyde  of  silver ;  the 
quantity  of  the  hydrogen  and  of  the  carbon  is  then  determined, 
and  lastly,  from  the  loss  of  weight,  that  of  the  oxygen.  It  is 
then  necessary  to  examine  whether  that  quantity  of  the  oxygen 
of  the  organic  substance  is  a  multiple  by  a  whole  number  of 
that  of  the  quantity  of  the  oxygen  of  the  base  found  in  the 
preceding  experiment ;  at  any  rate  it  must  not  differ  much 
from  a  multiple  of  the  quantity  of  oxygen  in  the  base.  For, 
as  in  the  salts  which  organic  acids  form  with  the  bases,  the 
oxygen  of  the  first  must  be  a  multiple  by  a  whole  number 
of  that  of  the  bases,  so  must  the  same  ratio  exist  in  the 
combinations  of  organic  substances  with  the  bases ;  if  this  is 
not  the  case,  either  some  error  has  crept  into  the  analysis,  or  else 
the  substance  operated  upon  was  not  pure. 


» 
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*The  number  of  atoms  of  hydrogen^  of  carbon,   and 

oxygen,  in  the  substance  experimented  upon  is  then    eas 

calculated.     The  atoms  of  the  hydrogen  are  dedaced  from 

■  comparison  between  the  oxygen  of  the  substance  and  that 

^  the  base  with  which  it  forms  a  neutral  combination.     If  th< 

be  one  atom  of  oxygen  in  the  latter,  the  organic  substai 
contains  as  many  times  more  atoms  of  oxygen  as  the  quant 
of  that  substance  is  a  multiple  of  that  of  the  base.     T 
.  I  number  of  atoms  of  oxygen  gives  that  of  the  atoms  of  hydrogi 

■'{\  of  carbon,  and  even  of  nitrogen,  if  the  latter  be  present, 

:  i  comparing  the  atomic  weights  of  these  elements  with  that 

i 


r 


■^   '    I" 

■    !i 


oxygen. 


*  Let  us  illustrate  this  by  an  example  : — Berzelius  found 
'  analysing  tartaric  acid,  that  this  acid  yields,   with  protoxy 

of  lead,  an  anhydrous  salt,  which  being  analysed,  was  found 
,     :  contain  in  100  parts  62-7431  of  oxyde,  and  37-2569  of  add  ; 

the  atomic  weight  of  lead  is  1394*5,  that  of  the  tartaric  acid 
deduced  from  the  proportion  62-7431  :  37-2569  : :  1394*5  :  a? 
828-05.  One  gramme  of  tartrate  of  lead,  containing  coni 
quently  0*372569  gramme  of  tartaric  acid,  was  burnt  with  oxy 
of  copper;  the  result  obtained  was  0101  gramme  of  water,  a 
0*4975  gramme  of  carbonic  acid.  But  these  quantities  of  t 
two  bodies  contain  0*01122  gramme  of  hydrogen,  and  0*137 
gramme  of  carbon ;  the  quantity  of  oxygen  in  this  quantity 
tartaric  acid,  deduced  from  the  loss,  is  therefore  0*223 
gramme.  The  oxygen  of  0*627431  gramme  of  protoxyde 
lead  is  0*04498  gramme ;  therefore,  that  of  the  acid  is 
multiple  by  5  of  that  of  the  base.  But  if  the  acid  contai 
5  atoms  of  oxygen,  it  contains  also,  by  comparing  its  aton 
weight  with  that  of  the  carbon  and  of  the  hydrogen,  4  atoms 
hydrogen  and  4  atoms  of  carbon.  Now,  the  atomic  weig 
;  i  of  a   substance  composed  of  5  atoms  of  oxygen,  4   atoms 

hydrogen,  and  4  atoms  of  carbon,  is  830*707,  which   agrc 
f  almost  with  the  atomic  weight  which  had  been  calculated  frc 

the  analysis  of  the  tartrate  of  lead. 
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*K  the  organic  substance  is  of  a  basic  nature^  and  forms 
crystalline  salts  with  the  inorganic  acids,  its  atomic  weight  is 
determined  in  the  same  manner  as  for  the  acid  organic 
substances.  If  a  sulphate  is  chosen,  and  if  that  salt  is  soluble, 
the  sulphuric  acid  may  be  accurately  determined  by  the  solution 
of  a  baryta-salt,  and  the  atomic  weight  of  the  organic  base  is 
calculated  after  having  previously  ascertained  whether  or  not 
the  salt  contained  water  of  crystallisation,  and  in  the  first  case, 
its  quantity  must  first  be  determined. 

*  There  is,  however,  another  manner  of  determining  the 
capacity  of  saturation  of  the  organic  bases.  Very  dry  muriatic 
acid  gas  is  passed  over  a  weighed  quantity  of  the  substance, 
which  must  likewise  be  very  dry.  In  order  afterwards  to 
remove  all  the  excess  of  muriatic  acid  gas,  a  stream  of  dry 
atmospheric  air  is  passed  over  the  combination,  by  means  of 
the  apparatus  represented  (page  636),  until  its  weight  remains 
uniform.  The  increase  of  the  weight  is  due  to  the  muriatic 
acid  absorbed.  It  often  happens,  however,  that  a  certain 
quantity  of  water  escapes  from  the  base;  in  which  case  the 
salt  should  be  dissolved  in  water,  and  the  muriatic  acid  is 
determined  as  chloride  of  silver. 

*  With  respect  to  the  organic  substances  which  do  not  form 
saline  combinations  with  bases  nor  with  acids,  the  accuracy  of 
the  analysis  is  much  more  difficult  to  verify.  The  operator 
must  rest  satisfied  with  examining  whether  the  proportion  of 
the  elements  found  corresponds  to  whole  atomic  numbers  of 
carbon,  of  hydrogen,  of  oxygen,  and  of  nitrogen,  which,  how- 
ever, may  be  the  case  very  often,  or,  at  least,  very  nearly  so,  for 
substances  which  contain  a  great  number  of  atoms  of  simple 
bodies,  even  though  the  analysis  is  not  perfectly  accurate. 

*  When  the  substances  are  of  a  volatile  nature,  the  deter- 
mination of  the  specific  gravity  of  their  vapour  is  an  excellent 
means  of  verifying  the  accuracy  of  the  analysis. 
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*  The  best  is  tben  to  employ  the  method  and  the  appars 
indicated  by  Dumas.  The  apparatus  and  process  are  both  vi 
simple. 

*  The  process  consists  in  weighing  a  suitable  vessel,  preferal 
a  glass  globe,  provided  with  a  narrow  neck,  and  introdnci 
into  it  the  volatile  body,  the  specific  gravity  of  the  vapour 
which  has  to  be  determined,  keeping  the  vessel  for  some  tii 
at  a  temperature  about  30°  cent,  above  the  boiling  point  of  t 
volatile  body,  and  fusing  afterwards  the  point  of  the  neck  wi 
the  blowpipe,  the  temperature  which  the  base  has  acquin 
whilst  heated,  being  observed  at  the  same  time.  The  ves 
is  again  weighed,  and  its  capacity  is  determined,  if  thia  I 
not  been  done  before  the  experiment. 

*  In  order  to  perform  this  experiment,  take  a  glass  globe 
a  capacity  of  about  three  or  four  hundred  cubic  centimetr 
and  solder  thereto  a  narrow  glass  tube  a,  about  eight  or  t 


inches  long,  and  about  one-twelfth  of  an  inch  in  diameter,  ai 
bend  that  tube  at  b,  after  having  drawn  out  its  extremity  to 
fine  point.  The  bulb  must  be  perfectly  dry  and  clean  internal) 
it  is  carefully  weighed,  noting  at  the  same  time  the  barometi 
and  thennometric  state  of  tlie  atmosphere. 

*  The  volatile  organic  substance  must  now  be  introdnci 
iuto  the  globe,  which  is  easily  done  if  it  is  a  liquid.  The  glol 
is  very  gently  heated,  and  its  point  is  plunged  into  the  liquid, 
certain  quantity  of  which  ascends  into  the  globe  as  it  cools, 
is  not  necessary  to  determine  exactly  this  quantity,  it  is  on 
requisite  that  this  quantity  be  more  than  sufficient  to  fill  coe 
pletely  the  capacity  of  the  globe  with  the  vapour  of  the  liqui 
Five   or  six  grammes   of  substance  arc  generally  enough 
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most  cases,  when  the  specific  gravity  of  the  vapour  is  not  too 
considerable. 

*  If  the  organic  substance  is  solid,  it  must  be  fused  by  a 
gentle  heat,  and  the  point  of  the  hot  globe  is  plunged  into  the 
liquid.  The  neck  should  also  be  kept  hot  during  the  time,  in 
order  that  the  substance  may  penetrate  into  the  globe. 

*  When  the  substance  is  much  more  volatile  than  water,  the 
glass  globe  is  heated  in  a  water-bath ;  it  is  then  fiEistened  in  the 


manner  represented  by  the  figure.     A  good  thermometer  is 
plunged  in  the  bath. 

*  When  the  temperature  of  the  water  surrounding  the  globe 
has  attained  the  boiling  point  of  the  organic  substance,  a  stream 
of  its  vapour  is  seen  escaping  through  the  point.  The  tempera- 
ture of  the  water  is  then  allowed  to  rise  about  30°  centig.  above 
the  boiling  point  of  the  substance.  If  the  operator  observes  in 
the  point  and  in  the  small  portion  of  the  tube  out  of  the  water, 
drops  of  the  substance  produced  by  the  condensation  of  its 
vapour,  they  must  be  removed  by  holding  ignited  pieces  of 
charcoal  outside  of  that  part  of  the  tube.  When  no  more 
vapour  is  seen  escaping  at  the  point;  for  example,  when  a 
flame  brought  near  its  orifice  does  not  vacillate ;  the  point  of 
the  tube  is  rapidly  fused  with  the  blowpipe,  whilst  the  height 
of  the  thermometer  plunged  in  the  bath  is  noted.  The  globe 
is  then  immediately  withdrawn,  it  is  very  carefully  dried 
exteriorly,   and  after  complete  cooling  it  is  very  accurately 
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weighed,  examiniiig  at  the  aame  time  whether  the  barome 
and  thcrmometric  state  of  the  air  are  the  same  as  when 
empty  globe  was  weighed. 

*  The  vapour  of  the  volatile  substance  in  excess  has  expe 
the  atmoBpheric  air  of  the  globe,  but,  in  most  cases,  not  i 
complete  manneT.  In  order  to  ascertain  how  much  atmosph< 
air  remains  still  in  bulk,  and  ^bo  what  is  the  bulk  of  the  vap 
of  the  substance,  the  tube  of  the  globe  is  plunged  into  mercu 
the  point  which  has  been  slightly  filed  is  broken  under 
mercury,  and  the  vacuum  produced  by  the  condensation  of  i 
vapour,  the  places  where  bubbles  of  air  are  perceived,  i 
moistened  outside  with  ether,  in  order  to  condense  the  1 
traces  of  vapour  of  the  substance.  Consequently  the  porti 
of  the  globe  which  has  not  been  filled  by  the  mercury  is  to 
completely  filled  with  water,  and  the  volume  of  that  water  is  th 
measured  in  a  small  graduated  tube,  by  which  means  the  volm 
of  the  atmospheric  air  which  was  not  expelled  by  the  vapour 
the  substance,  becomes  thus  known.  The  mercury  of  the  glo 
is  now  poured  into  another  graduated  tube,  of  a  larger  si 
and  irom  its  volume  that  of  the  vapour  of  the  substance 
determined. 

*  The  volume  of  the  atmospheric  air  which  remains  in  t1 
globe  is  ordinaiily  from  one  to  three  cubic  centimetn 
sometimes  there  is  none  left,  and  the  whole  of  the  capacity 
the  globe  becomes  filled  with  mercury.  Sometimes,  howevi 
the  volume  of  thb  air  is  somewhat  considerable,  espccia 
when  the  globe  has  been  heated  too  long,  or  not  in  a  unifoi 


*  If  the  organic  substance  is  less  volatile  than  water,  instc 
of  the  water-bath,  a  liquid  of  a  higher  boiling  point  is  employ! 
For  substances  the  boiling  point  of  which  is  between  100°  a 
200°  cent.,  the  best  is  a  bath  of  chloride  of  zinc,  which  was  fii 
proposed  by  Soltmann.  This  liquid  is  advantageous,  becai: 
after  the  heat  has  evaporated  the  water  from  the  concentrat 
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solution  of  the  salt,  the  latter  gradually  begins  to  decompose 
without  solidifying,  if  the  temperature  is  augmented. 

From  the  results  obtained  the  specific  gravity  of  the  vapour  is 
calculated.  The  simplest  method  of  doing  this  is  by  logarithms, 
according  to  a  rule  expressed  by  the  following  formulas,  in 
which  all  the  circimistances  have  been  taken  into  consideration. 

Log.  F.— Log.  ( F— v)— Log.  (1  +  «  (1f-4))  +  Log.  (1  +  X  ff), 

— Log.  ( 1  4-  A  Or=Log.  A . 
Log.  A  +  Log.  P. — Log.  F— Log.  s  =Log.  B. 
Specific  gravity=i4  +  B, 

*  The  meaning  of  the  letters  of  the  above  formulas  is  as 
follows : — 

/'=The  high  temperature  at  which  the  vessel  has 
been  soldered. 

/= Ordinary  temperature  at  which  the  weighings 
have  been  made. 
Both  temperatures  are  expressed  in  centigrade 
degrees. 

F=  Volume  of  the  vessel  at  temperature  t,  expressed 
in  cubic  centimetres. 

V — i;=The  volume  of  the  vapour,  free  from  air,  at  the 
temperature  t,  also  expressed  in  cubic  centi- 
metres, (i;  is  the  volume  of  atmospheric  air 
mixed  with  the  vapour.) 

6= The  coefficient  of  the  dilatation  of  the  glass, 
or  the  increase  of  bulk,  that  a  mass  of  glass, 
which  at  0^  has  the  volume  1,  (for  example,  1 
cubic  centimetre,)  undergoes  for  each  degree 
centigrade. 
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A=T)ie  same  quantity  for  atmospheric  air,  and, 
genera],  for  all  gases,  according  to  the  e 
determination  by  Budbei|^  =  0'00365. 

l+\  ^^ThcToliime  of  a  mass  of  air  at  tlie  temperatarc 
the  volume  of  which  at  0°=  1. 

1  -f  A  ;=The  volume  of  a  mass  of  air  at  the  temperatun 
the  volume  of  which  at  0°=  1, 

1+8  (f — t]=The  volume  of  a  mass  of  glass  at  the  temperati 
f,  the  volume  of  which  at  f=l,  or,  what 
nearly  the  same  thing,  at  0°=1. 

P=The  increase  of  weight  of  the  globe  full  of  vapc 
compared  to  the  globe  full  of  atmospheric  i 
in  grammes. 

v=The  weight  of  a  cubic  centimetre  of  atmosphe 
air  at  the  temperature  t,  and  at  tbe  baromet: 
height    b,    during    the    experiment,    also 
grammes. 

*  The  deduction  of  the  preceding  formulas  will  be  found 
the  Annals  of  Poggendorf,  to  which  the  reader  is  referred.'  T 
following  esample,  in  which  the  residuum  of  atmospheric  air 
considerable,  will  serve  as  a  practical  illustration : 

Let  ua  suppose  the  results  of  an  experiment  to  be. 


V~,=  251-15  f—t=   m-S 

P=       0'541  pram.       (- =  7568  millim,  M  0°. 


'  Poggendorf  Annalen,  b4  xli,,  i 
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The  calculation  is  as  follows : — 

Log.  V    =    2-43457 
—  Log.  ( F— -  v)  =     2-39993 


-Log(l  -f  J 

■0) 

= 

0-03464 
000208 

+  Log.  (1  + 

003256 
0-23685 

-  Log.  (1  + 

0-26941 
0-03236 

-hLog.P 

0-23705  . .  .  Nnmber  1-726 
0-73320  —  1 

—  Log.  F 

0-97025  —  1 
2-43457 

—  Log.  s 

0-58568  —  3 
0-07934  —  3 

0-45634  . .  .  Number  2-860 

Specific  gravity  =  4-586 

*  In  order  to  obtain  easily  the  weight  of  a  cubic  centimetre 
of  the  vapour  at  0°  and  at  760™'00  barometric  height,  add  to 
the  logarithim  of  the  specific  gravity  found  above  the  logarithm 
of  the  weight  of  a  cubic  centimetre  of  dry  air  at  0°  and  at 
760»n'00,  and  look  in  the  tables  for  the  number  corresponding 
to  the  sum  of  these  two  logarithms.  Let  us  express  the  latter 
weight  by  8°,  the  above  example  would  give. 

Log.  4-586  =  0-66143 
+  Log.  8«       =0-11363-— 3 

0-77506  —  3  . . .  Number  0-005957  gramme. 

Therefore  a  cubic  centimetre  of  the  vapour  examined  weighs 
0005957  at  0°  and  760'"-00. 

*  In  the  preceding  "example  the  atmospheric  air  mixed  with 
the  vapour  has  been  taken  into  accoimt,  because  its  volume 
was  considerable,  since  it  was  7  or  8  per  cent,  of  the  gaseous 
mixture,  but  when  it  amoimts  only  to  one-third  or  one-half 
per  cent.,  it  may  be  neglected ;  neither  is  it  necessary  in  that 
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case  to  take  the  dilatation  of  the  glass  into  account ;  nay,  the 
result  obtained  without  it  is  more  accurate. 

*  Let  us  illustrate  this  by  the  calculation  of  the  specific 
gravity  of  the  vapour  of  the  same  liquid  alluded  to  in  the 
preceding  example^  but  assuming  that  the  volume  of  the  atmos- 
pheric air  amoimts  only  to  1*2  cubic  centimetres  in  314 
hundredths  of  vapour  of  liquid.     Let  us  suppose^  therefore^ 

V  =  815-2  cub.  cent.       t  =  197«»-5  C. 
P=     0-7105  gr.  «  =    22-1 

h  =  7581  mill,  at  O'  f'—  <  =  175  -4 

The  calculation  is  as  follows : — 

Log.  (1  +  X  0    =    0-2.3575 
—  Log.  (1-h  X  0      =    0-03369 

0-20206  . . .  Number  1-59*2 
-f-Log.  P  =    0-85156  —  1 


005362  —  1 
—  Log.  F—  =    2-49859 


0-55503  —  3 
—  Log.  f  =    0-07886  —  3 


0-47617  . . .  Nranber  2-993 


Specific  gravity       =       4-585 

♦  The  weight  of  a  cubic  centimetre  of  the  vapour  is  calculated 
in  this  case  as  in  the  preceding  one. 

*  The  above  calculations  are  much  facilitated  by  tables  con- 
taining the  calculated  numbers  of  log.  (1  +  A/)  log.  (1  -|-6(/' — /) ), 
and  log.  s  for  different  temperatures.  There  remains  only  to 
take  in  the  ordinary  logarithmic  tables,  the  numbers  of  log. 
V  (log.  V—  v)  and  log.  P. 

Poggendorf  has  calculated  tables  of  this  kind,  which  I  have 
reproduced  here,  on  account  of  their  great  usefulness. 
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TABLE   I. — Dilatation  of  Gases  in  Centigrade  Degrees. 

X  =  0,00465. 


1 

i 

i 

t. 

Log.  (I  +  At). 

1 

t. 

Log.  (1+  xt). 

s 

t. 

Log.  (i-f  xt) 

5 

0 

0,00000 

40 

0,05918 

138 

80 

0,11126 

123 

1 

0,00158 

158 

41 

0,06056 

138 

81 

0,11249 

123 

2 

0,00316 

158 

42 

0,06194 

138 

82 

0,11371 

122 

3 

0,00473 

157 

43 

0,06331 

137 

83 

0,11493 

122 

4 

0,00629 

156 

44 

0,06468 

137 

84 

0,11614 

121 

5 

0,00785 

156 

45 

0,06605 

137 

85 

0,11735 

121 

6 

0,00941 

156 

46 

0,06741 

136 

86 

0,11856 

121 

7 

0,01096 

155* 

47 

0,06876 

135 

87 

0,11977 

121 

8 

0,01250 

154 

48 

0,07011 

135 

88 

0,12097 

120 

'9 

0,01404 

154 

49 

0,07146 

135 

89 

0,12217 

120 

10 

0,01557 

153 

50 

0,07280 

134 

90 

0,12336 

119 

11 

0,01710 

153 

51 

0,07414 

134 

.  91 

0,12455 

119 

12 

0,01862 

152 

52 

0,07547 

133 

92 

0,12574 

119 

13 

0,02013 

151 

53 

0,07680 

133 

93 

0,12693 

119 

14 

0,02164 

151 

54 

0,07813 

133 

94 

0,12811 

118 

15 

0,02315 

151 

55 

0,07945 

132 

95 

0,12929 

118 

16 

0,02465 

150 

56 

0,08077 

132 

96 

0,13046 

117 

17 

0,02615 

150 

57 

0,08209 

132 

97 

0,13163 

117 

18 

0,02764 

149 

58 

0,08340 

131 

98 

0,13280 

117 

19 

0,02912 

148 

59 

0,08470 

130 

99 

0,13397 

117 

20 

0,03060 

148 

60 

0,08600 

130 

100 

0,13513 

116 

21 

0,03207 

147 

61 

0,08730 

130 

101 

0,13629 

116 

22 

0,03354 

147 

62 

0,08860 

130 

102 

0,13745 

116 

23 

0,03501 

147 

63 

0,08989 

129 

108 

0,13860 

115 

24 

0,03647 

146 

64 

0,09117 

128 

104 

0,13975 

115 

25 

0,03792 

145 

65 

0,09246 

129 

105 

0,14090 

115 

26 

0,03937 

145 

66 

0,09374 

128 

106 

0,14205 

115 

27 

0,04082 

145 

67 

0,09501 

127 

107 

0,14319 

114 

28 

0,04226 

144 

68 

0,09628 

127 

108 

0,14433 

114 

29 

0,04370 

144 

69 

0,09755 

127 

109 

0,14546 

113 

30 

0,04513 

143 

70 

0,09882 

127 

110 

0,14659 

113 

31 

0,04655 

142 

71 

0,10008 

126 

111 

0,14772 

113 

32 

0,04798 

148 

72 

0,10183 

125 

112 

0,14885 

lis 

33 

0,04939 

141 

73 

0,10259 

126 

113 

0,14997 

112 

34 

0,05080 

141 

74 

0,10384 

125 

114 

0,15109 

112 

35 

0,05222 

142 

75 

0,10508 

124 

115 

0,15221 

112 

36 

0,05362 

140 

76 

0,10633 

125 

116 

0,15333 

112 

37 

0,05502 

140 

77 

0,10757 

124 

117 

0,15444 

111 

38 

0,05641 

139 

78 

0,10880 

123 

118 

0,15555 

111 

39 

0,05780 

139 

79 

0,11003 

123 

119 

0,15666 

HI 
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• 

I 


fe 


li 


I 


120 
121 
122 
123 
124 
125 
126 
127 
128 
129 


130 
131 
132 
133 
134 
135 
136 
137 
138 
139 


140 
141 
142 
143 
144 
145 
146 
147 
148 
149 


150 
151 
152 
153 
154 
155 
156 
157 
158 
159 


160 
161 
162 
163 
i64 
165 
166 
167 
168 
169 


1 

Log.  (1  ^  At). 

1 

t. 

0,15776 

110 

170 

0^15886 

110 

171 

0,15996 

no 

172 

0,16105 

109 

173 

0,16215 

no 

174 

0,16324 

109 

175 

0,16432 

108 

176 

0,16541 

109 

177 

0,16649 

108 

178 

0,16767 

108 

179 

0,16864 

107 

180 

0,16972 

108 

181 

0,17079 

107 

182 

0,17186 

107 

183 

0,17292 

106 

184 

0,17399 

107 

185 

0,17505 

106 

186 

0,17611 

106 

187 

0,17716 

105 

188 

0,17821 

105 

189 

0,17926 

105 

190 

0,18031 

105 

191 

0,18136 

105 

192 

0,18240 

104 

193 

0,18344 

104 

194 

0,18448 

104 

195 

0,18551 

103 

196 

0,18655 

104 

197 

0,18758 

103 

198 

0,18861 

103 

199 

0,18963 

102 

200 

0,19065 

102 

201 

0,19167 

102 

202 

0,19269 

102 

203 

0,19371 

102 

204 

0,19472 

101 

205 

0,19573 

101 

206 

0,19674 

101 

207 

0,19775 

101 

208 

0,19875 

100 

209 

0,19975 

100 

210 

0,20075 

100 

211 

0,20175 

100 

212 

0,20275 

100 

213 

0,20374 

99 

214 

0,20473 

99 

215 

0,20572 

99 

216 

0,20670 

98 

217 

0,20769 

99 

218 

0,20867 

98 

219 

i 

Log.  (1  +  A  t). 

1 

0,20965 

98 

0,21063 

98 

0,21160 

97 

0,21257 

97 

0,21354 

97 

0,21451 

97 

0,21548 

97 

0,21644 

96 

0,21740 

96 

0,21836 

96 

0,21932 

96 

0,22028 

96 

0,22123 

95 

0,22218 

95 

0,22813 

95 

0,22408 

95 

0,22502 

94 

0,22597 

95 

0,22691 

94 

0,22785 

94 

0,22879 

94 

0,22972 

98 

0,23065 

93 

0,23158 

93 

0,23251 

93 

0,23344 

93 

0,23437 

93 

0,23529 

92 

0,23621 

92 

0,23713 

92 

0,23805 

92  ^ 

0,23896 

91 

0,23987 

91 

0,24079 

92 

0,24170 

91 

0,24260 

90 

0,24351 

91 

0,24441 

90 

0,24532 

91 

0,24622 

90 

0,24711 

89 

0,24801 

90 

0,24890 

89 

0,24980 

90 

0,25069 

89 

0,25158 

89 

0,25246 

88 

0,25335 

89 

0,25423 

88 

0,25512 

89 

1 

220 
221 
222 
223 
224 
225 
226 
227 
228 
229 


230 
231 
232 
233 
234 
235 
236 
237 
238 
239 


240 
241 
242 
243 
244 
245 
246 
247 
248 
249 


250 
251 
252 
253 
254 
255 
256 
257 
258 
259 


260 
261 
262 
263 
264 
265 
266 
267 
268 
269 


Log.  r-i-xt;. 


0,25600 
0,25687 
0,25775 
0,25863 
0,25950 
0,26037 
0,26124 
0,26211 
0,26297 
0,26884 


0,26470 
0,26556 
0,26643 
0,26727 
0,26813 
0,26899 
0,26984 
0,27069 
0,27154 
0,27239 


0,27323 
0,27408 
0,27492 
0,27576 
0,27660 
0,27744 
0,27827 
0,27911 
0,27994 
0,28077 


0,28160 
0,28243 
0,28326 
0,28408 
0,28490 
0,28573 
0,28655 
0,28737 
0,28818 
0,28900 


0,28981 
0,29062 
0,29144 
0,29225 
0,29305 
0,29386 
0,29466 
0,29547 
0,29627 
0,29707 
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t. 

Log.  (l— A  t). 

Difference. 

t. 
280 

1 
Log.  (I— At). 

Difference. 

1 

1  ■  '■  ■ 
t. 

290 

Log.  (I— At). 

• 

8 

270 

0^9787 

80 

0,30578 

78 

0,31355 

77 

271 

0^29867 

80 

281 

0,30656 

78 

291 

0,31432 

77 

272 

0,29946 

79 

282 

0,30735 

79 

292 

0,31590 

77 

273 

0,30026 

80 

283 

0,30813 

78 

293 

0,31586 

77 

274 

0,30105 

79 

284 

0,30891 

78 

294 

0,31662 

76 

275 

0,30184 

79 

285 

0,30968 

77 

295 

0,31738 

76 

276 

0,30263 

79 

286 

0,81046 

78 

296 

0,31815 

77 

277 

0,30342 

79 

287 

0,31123 

77 

297 

0,31891 

76 

278 

0,30421 

79 

288 

0,31201 

78 

298 

0,31967 

76 

279 

0,30500 

79 

289 

0,31278 

77 

299 

0,32043 

76 

Table  II. — Dilatation  of  Gases. 


7\   —  I 

^    —    3  7  o6o 


I 

• 

8 

1 

t'— t 

Log.  (i  +  a 

1 

t'-t 

Log.  (T  V  I 

1 

c*. 

(f-t)). 

§ 

o. 

(f—  t)». 

100* 

0,00117 

i 

200* 

0,00234 

12 

110 

0,00129 

12    1 

210 

0,00246 

12 

120 

0,00140 

11 

220 

0,00257 

11 

130 

0,00152 

12   : 

230 

0,00269 

12 

140 

0,00164 

12 

240 

0,00281 

12 

150 

0,00176 

12 

250 

0,00298 

12 

160 

0,00187 

11 

260 

0,00304 

11 

170 

0,00199 

12 

270 

0,00316 

12 

180 

0,0021 1 

12 

280 

0,00328 

12 

190 

0,00222 

11 

290 

0,00339 

11 

Table  III. —  Weight  of  a  Cubic  Centimetre  ofAin^in  Grammes, 


— 

• 

g 

i 

to. 

Log.  8  fc  —  760—,  0. 

1 

to. 

Log.  8b  —  760—,  0. 

1 

0 

0,11863—3 

15 

0,09048—3 

151 

1 

0,11205—3 

158 

16 

0,08898—3 

150 

2 

0,11C48— 3 

157 

17 

0/)8749— 3 

149 

3 

0,10890—3 

158 

18 

0,08600—3 

149 

4 

0,10734—3 

156 

19 

0,08451—3 

149 

5 

0,10578—3 

156 

20 

0,08303—8 

148 

6 

0,10423—3 

155 

21 

0,08156—3 

147 

7 

0,10268—3 

155 

22 

0,08009—3 

147 

8 

0,10113—3 

155 

23 

0,07863—3 

146 

9 

0,09960—3 

153 

24 

0,07717—3 

146 

10 

0,09807—3 

153 

25 

0,07571—3 

146 

11 

0,09654—3 

153 

26 

0,07426—3 

145 

12 

0,09502—8 

152 

27 

0,07281—3 

145 

13 

0,09350—3 

152 

28 

0,07137  3 

144 

14 

0,09199—3 

• 

151 

29 

0,06994—3 

143 
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Table  TV.-— Correction  of  the  LogarithtM  of  Table  III.,  wh 
that  i»  to  say,  the  Barometer^  is  above  or  below  760  is 
metres  during  the  weighing. 


Abore  760"«,0 

ttddttive. 

Below  760«»,0 

•ubttnctiTtt. 


1 
2 
8 


0,00057 
0,00114 
0,00171 


Abort  7(K^",0 

ttdditlTe. 

B«Iow  7eo«",0 

•ubftractirv. 


4 

5 
6 


0,00228 
0,00285 
0,00342 


i 


7 
8 
9 


addithpv. 
B«low70O— 


0,00399 
0,00456 
0,00513 


*  For  tenths  or  himdredtlis  of  millimetres^  the  decimal  j 
is  advanced  one  or  two  places  respectively  to  the  right. 

*  We  have  said  before,  that  the  weighing  of  the  vapour 
substance  was  a  means  of  verifying  the  accuracy  of  the  ana 
of  that  substance ;  we  shall  show  now  how  this  result  ma, 
attained. 

*  The  atomic  weights  of  bodies  are,  as  is  knovm,  ei 
exactly  as  the  specific  weight  of  their  vapours,  compared  tc 
specific  weight  of  oxygen,  taken  as  the  unit,  or  as  sir 
multiples,  or  sub-multiples  of  these  weights.  Thus,  *« 
atomic  weights  are  multiplied  by  1'1026,  which  is  the  spc 
gravity  of  oxygen  gas,  atmospheric  air  being  1,  the  spe 
weights  of  the  vapour  of  the  bodies  obtained,  compared  to 
same  standard,  are  either  precisely  the  same,  or  else  sii 
multiples  or  sub-multiples  of  that  unit.  This  is  true  o: 
bodies,  whether  simple  or  compound.  Thus,  if  the  at< 
weight  of  iodine  is  =  7*89,  taking  that  of  oxygen  as  1,  and 
specific  gravity  of  its  vapour =7*89  x  1-1026  =  8*70,  which  ag 
with  the  experiment  which  gave  8*72,  the  atomic  weight  of  ^ 
(oxygen  being  1)  is  =  1*1248,  and  that  of  its  vapour  shoul 
according  to  this  rule,  1*1248  x  1*1026  =  1*240,  which  is  nc 
double  the  number  0*623  obtained  by  experiment. 


*  It  is  only  by  experiment  that  one  can  ascertain,  whe 
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the  specific  gravities  calculated  coincide  with  those  which  have 
been  really  observed^  as  is  the  case  with  iodine^  or  whether  they 
agree  with  the  latter  only^  after  having  been  multiplied  or 
divided  by  a  simple  number,  as  is  the  case  with  vapour  of  water. 
We  know,  however,  from  the  facts,  which  have  been  hitherto 
observed,  that  the  number  by  which  the  calculated  specific 
gravity  must  be  multiplied  or  divided,  is  a  whole  or  fractional 
number,  but  always  a  very  simple  one.  When,  therefore,  we 
deduce  the  specific  gravity  of  a  vapour  directly  from  the  atomic 
weight,  that  is  to  say,  when  the  substance  being  simple,  we 
multiply  its  atomic  weight  by  1'1026,  or  if  it  is  a  compound 
substance,  when  we  multiply  the  atomic  weights  of  the 
respective  elements  by  the  number  of  atoms,  and  by  1*10JJ6, 
and  then  add  the  products,  the  specific  gravity  so  calculated 
must,  on  being  compared  with  that  observed,  be  either  the 
same  as  the  latter,  or  in  a  simple  ratio.  If  this  is  the  case,  we 
may  consider  that  the  analysis,  or  the  weighing,  is  accurate. 

The  ratio  between  the  calculated  specific  gravity,  and  that 
which  has  been  found  shows,  whether  the  gas  has  experienced 
a  condensation,  or  a  dilatation.  Condensation  has  taken  place, 
if  the  result  found  is  greater  than  that  calculated;  in  the 
contrary  case,  dilatation  has  been  produced. 

*  The  finding  of  the  proportion  of  the  condensation,  or  of  the 
dilatation,  may  be  considered  as  being  the  result  sought  for  in 
weighing  vapours ;  for,  when  this  proportion  becomes  known, 
the  operator  may,  fit>m  the  atomic  weight  of  the  substance,  or 
if  it  is  a  compound  body,  from  the  number  and  atomic  weight 
of  its  elements,  calculate  the  specific  gravity  of  the  vapoiur  with 
incomparably  more  accuracy  than  it  is  possible  to  determine  it 
by  weighing. 

A  few  examples  will  illustrate  this  clearly.  . 

*  Let  us  first  take  a  simple  substance.  The  specific  gravity 
of  the  vapour  of  sulphur  is  from  6*51  to  6-617,  according  to 
Dumas,  and  6*9  according  to  Mitscherlich ;  calculated  frt)m  the 
atomic  weight,  it  is  JJ*0116  x  1-1026=2-2181,  which  is  a  number 
three  times  smaller  than  that  found.     If  we  assume  the  real 
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weight  to  be  exactly  three  times  that  indicated  by  calculat 
that  is  to  say,  that  at  equal  volumes  the  vapour  of  ralf 
\  I  \  contains  three  times  as  many  atoms  as  oxygen  gaa,  the  wei 

'  \  i  wUl  be  2-2181  x  8  =  6-6543. 

i  . 

;  '  *  Oxalic  ether  will  now  be  taken  as  an  example  of  compo 

substances.  According  to  Dumas'  analysis,  this  substanc 
composed  of  1  atom  of  ether=C^  H ,  «  O*  a»d  1  at<Hn  of  oi 
acid=C.  O,.  In  order  to  calculate  the  specific  gravity  ol 
vapour  we  have  thus,  according  to  experiment,  that  of  oxy 
gas=l-1026,  and  that  of  hydrogen=00688 ;  that  of  the  vaj 
of  carbon  must  be  deduced  from  its  atomic  weight,  bea 
]  carbon  could  never  yet  be  obtained  in  the  state  of  vapour, 

!j  assuming  that  it   corresponds   exactly  to  that   weight,  i 

0*76437  X  1-1026=0'8428.     We  have,  therefore. 


•  J  I 


I 


( 


4C=    4  X  0-8428  =  3-8712 
1  atom  of  ether   <(  10  H  =  10  x  0*0688  =  0*0880 

•1026 


r    4  U  =     4  X  U-B4*iB  =  3-3 
-I  10H=  10  X  0-0688  =  OC 
L    1  0=    1x1-1026=  M 
r   2  C  =    2  X  0-8428  ==  1-6856  \  .  qq-, 
1  atom  of  oxalic  acid  |    3  ^  __    3  ^  j.^^ge  =  3-3078  J  *^^^ 


Calculated  specific  gravity  10*1552. 

*  Thatwhich  was  found  by  Dumas  =5*087.  As  this  numb 

verynearlyhalf  that  given  bycalculation,theinferenceis,  1st.  ^. 

the  analysis  was  accurate ;  2nd.  That  the  true  specific  gravii 

exactly  half  that  which  was  calculated,  that  is  to  say,  10-155'2 

=  5' 07 76;  that,  consequently,  one  volume  of  oxalic  ether 

tains  i  atom  of  oxalic  ether,  or  3  atoms  of  carbon,  5  of  hydro 

and  2  of  oxygen.  One  might  also  determine  how  many  volum 

ether  and  of  oxalic  acid  are  contained  in  a  volume  of  oxalic  et 

but  it  would  be  necessary  to  ascribe  a  hypothetic  specific  gn 

to  oxalic  acid,  which  has  not  yet  been  determined  in  the  for 

vapour.      The  calculated  specific  gravity  of  the  vapour  of  ei 

namely  5*1618  is  double  that  found  by  experiment;  if  the  s 

be  assumed  to  be  the  case  with  that  of  the  vapour  of  o 

acid,  that  is  to  say,  if  it  is  assumed  to  be  4-9934  x  i  =  2*4 
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one  volume  of  vapour  of  ether,  and  one  volume  of  vapour  of 
oxalic  acid,  would  have  condensed  into  one  volume  of  vapour  of 
oxalic  ether.  But  in  as  much  as  this  condensation  is  quite 
hypothetical,  so  is  the  number  of  the  volumes  of  vapour  of 
carbon  admitted  in  the  vapour  of  oxalic  ether.  Instead  of 
3  volumes  of  vapour  of  carbon,  which  were  admitted  formerly 
in  one  volume  of  oxalic  ether,  there  might  be  6,  for  example, 
if  it  could  be  demonstrated  that  its  specific  gravity  is  not  0-8428, 
but  i  X  0-84.28  =  0-4214,  as  is  in  fact  admitted  by  the  French 
chemists. 


I 
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TABLES 

FOR  CALCULATING  THE  QUANTITY  OF  A  SUBSTANCE  FROM  1 
WHICH  HAS  BEEN  FOUND  OF  ANOTHER  SUBSTANCE. 


*  In  analysing  a  substance  it  is  rare  to  isolate  its  constitw 
and  to  determine  their  quantity  by  immediate  weigliing.  T 
constituents  are  more  generally  obtained  combined  with  o 
substances^  for  example^  sulphur  and  sulphuric  acid  in  the  s 
of  sulphate  of  baryta.  It  often  happens  also^  that  a  combina 
which  forms  a  constituent  part  of  the  decomposed  substa 
for  example  an  oxyde,  is  converted  by  the  analytic  process  i 
another  combination,  for  example,  into  a  chloride,  oi 
sulphuret,  which  is  separated  instead.  Lastly,  in  certain  ca 
for  the  sake  of  greater  accuracy,  it  is  preferable  to  detem 
the  mediate  constituent  of  a  substance,  instead  of  its  im: 
diate  principles,  for  example,  mercury  instead  of  protoxyd* 
mercury. 

*  In  all  these  cases  and  others  of  a  similar  nature, 
determination  of  the  immediate  constituents  of  the  analj 
substance  is  calculated  from  the  simple  or  from  the  compoi 
bodies  obtained  by  the  analysis. 

*  The  following  tables  are  intended  to  facilitate  as  mud 
possible  these  calculations. 

*  The  first  column  of  the  tables   under  the    title    fou 
gives  the  names  of  the  substances  which  are  obtained  in 
course  of  analytical  research,  and  the  quantities  of  which  i 
be  determined  for  immediate  weighings.     The  chemical  formi 


TABLES  FOR  CALCULATIONS.  793 

employed  by  Berzelius  to  express^  in  symbols,  the  chemical 
composition  of  those  bodies,  has  been  annexed,  in  order  to 
prevent  the  mistakes  or  doubts  which  the  names  alone  might 
create  respecting  their  composition.  The  explanation  of  these 
formulas  is  found  in  the  TVait4  de  Chimie  of  Berzelius,  vol.  iv. 
page  609. 

*  The  second  column,  imder  the  title  required,  indicates 
the  names  of  the  substances,  the  quantity  of  which  must  be 
calculated  from  the  weight  of  the  substances  mentioned  in  the 
first  column.  The  chemical  formulas  have  been  annexed 
there  also. 

♦The  third  colimm  (No.  1)  indicates  the  quantity  of  the 
substance  (required)  mentioned  in  the  second  column,  that 
1*00000  part  of  any  weight  of  the  substance  (found)  mentioned 
in  the  first  column,  contains,  or  which  corresponds  to  1*00000 
part  of  the  latter.  By  advancing  the  decimal  point  to  the 
right  we  learn  what  quantity  of  substance  required  exists  in 
10,  100,  1000,  &c.  parts  of  the  substance  found. 

*  The  eight  following  columns,  numbered  2,  S,  4,  6,  6,  7,  8, 
and  9,  mark  the  quantities  of  substances  required  which  are 
contained  in  2-00000,  3-00000,  4-00000,  6-00000,  6-00000, 
7-00000,  8-00000,  and  9-00000  parts  of  any  weight  of  substance 
found,  mentioned  in  the  first  column,  or  corresponding  to  these 
numbers  of  parts. 

*  Now  it  is  easy,  by  means  of  a  simple  addition,  to  find  the 
quantity  of  substance  required  from  any  number  of  a  unit  of 
weight  of  substances  found.  To  do  this,  for  every  figure  of  the 
quantity,  in  weight  of  the  substance /ound",  the  operator  adds 
together  the  numbers  marked  on  the  lines  corresponding  to  the 
substances  required,  the  last  nine  columns  of  the  tables  numbered 
1,  2,  3,  4,  6,  6,  7,  8,  and  9-  As,  however,  the  numbers  of  the 
substance  required,  mentioned  in  the  nine  columns  of  figures 
correspond  to  1-00000,  2-00000,  &c.  parts  of  the  substance 
found,  it  is  necessary,  in  order  to  find  the  quantity  which 
corresponds  to  0-1,  0,01,  0-001,  &c.,  part  of  the  substance  found, 
to  advance  the  decimal  point  one,  two,  three  places  to  the  left. 
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In  the  Bams  manner  it  is  advanced  to  the  right,  for  the  pur 
of  determining  the  quantity  which  correapimda  to  10, 100,  1 
&c.,  parts  of  the  substance  ,^kuu2. 

*  For  example :  required  how  much  potash  is  containei 
2-65S  grammes  of  sulphate  of  potash — ^look  for  sulphati 
potash  in  Tab.  XXXV.  (potassich),  and  add  together 
following  numbers : 

Frocn  aolama  2      (witliont  Blteriag  the  place  of  the 

deeimml  ptHot}  .        .  .     108134 

EVcm  wdiiuui  6      (>dT>nciiig  ths  decinul  point  ooe 

pUoe  to  the  left)  ....  0-33440 
From  eolmDil  5      (adTuicu^  the  decimal  point  two 

pUoeatotheleft)     .  .    (H)2Te3 

From  "^imn  S      (adTuming  the  decimal  point  three 

places  to  the  left .  .     .    0-00432 

2-6&8  gnnmiea  of  anlphate  of  potash  contun  1-43709  gtms.  ofpoft 

*  It  is  immediately  seen  that,  in  almost  all  calculations, 
last  figures  of  the  numbers  which  have  to  be  added  toget 
may  be  neglected  without  grave  error. 

*  This  disposition  of  the  tables,  which  Poggendorf  was 
first  to  employ,  spares  to  those  who  are  not  accustomed  to 
use  of  logarithmic  tables,  a  multitude  of  troublesome  multi 
cations,  and  divisions.  But  even  those  who  are  accuston 
to  logarithmic  calculations,  wiU  find  these  tables  more  con 
nient  for  the  calculations  required  in  chemical  analyses.  Last 
they  yield  results  much  more  accurate  than  those  of  ' 
Joganthmic  tables,  or  scales  of  equivalents,  which  should  ne 
be  used  by  any  chemist  in  cases  of  rigorous  analysis. 

*  The  numbers  contained  in  the  tables  have  been  calcula 
from  the  atomic  weights  of  the  simple  bodies  admitted 
Berselius,  and  which  were  deduced  from  experiments  made 
himself.  They  have  been  partly  determined  from  new  numb 
admitted  by  Berzelius.  With  each  simple  body,  the  weight 
its  atom  has  been  given,  in  order  that  any  one  may  be  enab 
to  verift-  the  aecuracv  of  the  iiuiubers  indicated  in  the  tables. 


/^ 
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*  The  tables  contain^  among  the  substances  from  the  quantity 
of  which  that  of  other  substances  may  be  calculated^  only  those 
which  are  mentioned  in  the  course  of  this  work,  except  for 
Chlorine  and  Sulphur  (Tabs.  XII.  and  XLII.),  where 
the  quantity  of  the  chlorine,  and  of  the  sulphur  of  all  the 
metallic  chlorides  and  sulphurets^  have  been  given.  In  the 
same  manner,  in  aU  the  combinations  of  the  various  simple 
bodies  with  oxygen,  the  quantity  of  the  oxygen,  and  that  of  the 
simple  body,  has  been  given. 

*  It  is  easy,  however,  from  the  substances  which  are  not 
mentioned  in  the  tables,  but  the  atomic  composition  of  which 
is  known,  to  calculate  the  quantity  of  other  substances,  or 
rather  to  determine  how  much  of  these  corresponds  to  those. 
I  shall  only  give  here  a  few  examples,  in  order  to  illustrate 
this  proposition. 

*  Required,  for  example,  how  much  perchloride  of  copper 
would  be  yielded  by  a  given  quantity  of  protoxyde  of  copper 
{oxyde  cuivrique)  by  dissolving  the  latter  in  muriatic  acid,  and 
evaporating  the  solution  to  perfect  dryness.  As  this  determi- 
nation is  scarcely  wanted  in  quantitative  analysis,  we  have  not, 
in  Tab.  XV.  (Article,  Protoxyde  of  Copper — Oxyde  Cuivrique), 
mentioned  what  is  the  quantity  of  protochloride  of  copper 
{chlorwre  cuivrique),  corresponding  to  a  given  quantity  of  this 
oxyde.  Nothing  is,  however,  more  easily  calculated;  let  us 
suppose  that  the  quantity  of  protoxyde  of  copper  {oxyde  cuivrique) 
is  1*359  grammes.  According  to  the  third  and  fourth  lines  of 
Tab.  XY.,  that  quantity  contains  1*085  gramme  of  copper,  and 
0*274  gramme  of  oxygen.  The  seventh  line  of  Tab.  XII.  shows 
how  much  chlorine  corresponds  to  0*274  gramme  of  oxygen, 
that  is  to  say,  1*213  gramme.  If  this  quantity  be  added  to 
that  of  1*085  gramme  of  copper,  the  result  is  2*298  gramme  of 
protochloride  of  copper  {cMorure  cuivrique). 

*  If,  on  the  contrary,  the  question  is  how  much  protoxyde  of 
copper  {oxyde  cuivrique)  would  be  produced  by  a  given  quantity, 
for  example,  2*298  of  protochloride  of  copper  {chlorure  cuivrique)^ 
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if  thii  chloride  vera  diisolved  in  water,  uid  deeompoc 
ft  aolntioii  of  potash,  the  thirty-Mrentii  aeries  of  Tab. 
ahowa  how  mnch  chlorine  2*298  gramme  of  i»oto-chloi 
copper  {eMorvre  athrigue)  containa,  and  it  ia  found  1 
ctmtains  1'21S  of  chlorine,  and  conaeqnentlr,  also  !*( 
capper.  The  eoghth  series  of  Tab.  XIL  shows  that 
gramme  of  chlorine  correspcmda  to  0*274  gramme  of  m 
If  the  latter  quantity  be  added  with  1'08&  gramme  of  o 
the  result  is  1*359  gramme  of  protozyde  of  coppn*  I 
emvrique),  corresponding  to  2*298  gramme  of  protochloi 
copper  {ehiorure  etamgue). 

*  In  certain  cases  of  a  more  complicated  natore,  note 
been  appended  at  the  end  of  some  tables,  which  notes  n 
paaaages  in  the  text  of  the  work.  Other  problems  will  be 
solved  by  the  ioteUigent  reader,  the  solution  <tf  whidi  cam 
immediately  obtained  by  the  tables. 


ATOMIC  WEIGHTS   OF   SIUFLE   BODIES. 


I 

u. 

Antimonj- 

m. 

Anenio     . 

IV 

V 

Bigmnlh    . 

VI. 

Boron     . 

VIL 

Bnnmnc   . 

VllI 

Cftdmium 

XI.  Cerhna   .    . 
XII.  Chlorine    .  . 

XIII.  Chranuum    . 

XIV.  CobftH  .    ,  . 
XV,  Copper    .    . 

XVI.  Flnarina  . 
XVn.  GlDdnmn  . 
XVIIl.  Gold  .  .  . 
XIX,  Hydrogen  , 
XX.  Iodine  .  . 
XXI.  Iridiam  .  . 
XXII.  Iron    .    .    . 

XXIII.  Lwd  .    .     . 

XXIV.  Lithium     .  . 
XXV.  MagDuioni  . 

XXVI.  Mkngmeao  . 
XXVII.  MeKupy  .    . 


1718,760 
866,911! 
1 773,a.<IG 


378,300 
696,787 

1393,53'! 
2S6,019 
£12,038 
76,*37 
152,875 
574,718 

1149,436 
231,325 
442,660 
361,819 
703,633 
368,991 
737,982 
395,eS5 
791,390 
116,900 
233,800 
33M79 
663,958 

1343,013 

2486,036 
6,339! 
13,4796 


1333,260 
It^  13466,530 
Fe  I  339,213 
Fe=  678,426 
Ph  1394,498 
Fb:  3688,996 
81,330 
.62,640 


XXVIIl. 

XXIX. 

XXX. 

XXXI. 

XXXII. 

XXXIII. 

XXXIV. 

XXXV. 

XXXVL 

XXXVII. 

XXXVIII. 

XXXIX. 

XL. 

XLI. 

XLII. 

xLin. 

XLIV. 
XLV. 
XLVI. 
XLVIL 
XLVUI. 
XLIX. 


Molfbdeou 
Nickel     . 


OBminin  . 

F>lladium 
rhoEphunu 
Platinum 


Rbodiuin 
Seteniam  . 
Silkiam  . 

Silver 
Sodintn   . 


Tellnriam 
Thorioium 

Tin  .  . 
Tibuiimn  . 
TongBtm 
Ur&niiun 
Vaiudiom 
Yttrinm  . 
Zaie   .     . 
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TABLE 

OF  THE  SPECIFIC  AND  ABSOLUTE  GRAVITY  OF  THE  MOST  IM- 
PORTANT  GASES,  AND  OF  THE  RESPECTIVE  COMPOSITION 
AND  CONDENSATION  OF  COMPOUND  GASES. 


The  following  table  may  be  found  useful  in  several  instances, 
wherefore  we  have  extended  it  more  than  is  required  for  ana- 
lytical purposes.  In  the  first  column  the  reader  will  find  the 
name  of  the  gases ;  in  the  second,  the  elements  of  the  compound 
gases  indicated  in  volumes ;  in  the  third,  their  rate  of  con- 
densation, or  the  ratio  of  volumes  occupied  by  these  gases  taken 
together  before  or  after  their  condensation  under  a  same  tempe- 
rature and  pressure ;  in  the  fourth  and  the  fifth,  the  found  and 
the  calculated  specific  gravity  of  all  the  gases  mentioned  in  the 
first  column ;  in  the  nine  other  columns,  their  absolute  weight 
expressed  in  grammes  for  1000  to  9000  cubic  centimetres  at 
0**  cent,  temperature,  and  0*76  metre  of  barometric  height. 
Vapours  have  been  taken  account  of  as  gases,  because  they  difller 
from  the  latter  only  by  the  greater  ease  with  which  they  are 
condensed  into  the  liquid  or  soUd  state.  The  specific  weights  of 
the  vapours,  especially  those  of  an  organic  nature,  which  have 
been  determined  of  late  are  so  very  numerous,  that  had  we 
admitted  thetn  all  they  would  have  taken  up  too  much  room ; 
we  have,  therefore,  limited  their  enumeration  to  the  most 
important  among  them. 

The  usefulness  of  tliis  table  will  be  better  understood  from  the 
following  explanations : — 

VOL.    II.  3  K 
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Ist  Column. — Names  of  the  Gases, — All  the  substances,  either 
simple  or  compound,  which  are  admitted  in  this  column  must 
be  supposed  in  the  gaseous  state.  Among  the  simple  substances. 


Arsenic, 

Bromine, 

Chlorine, 

Iodine, 

Phosphorus, 


Mercury, 
Oxygen, 
Sulphur, 
Nitrogen,  and 
Hydrogen, 


are  the  only  ones  which  have  been  weighed  directly  in  the  state 
of  gases. 

With  respect  to — 


Carbon, 
Selenium, 
Titanium,  and 
Tin, 


Antimony, 

Boron, 

Chromium, 

Fluorine, 

Silicium, 

the  determination  of  the  specific  gravity  of  their  gases  has 
been  deduced,  by  more  or  less  peremptory  reasons,  from  the 
gaseous  combinations  which  they  form  with  other  bodies.  It  is 
possible,  therefore,  that  further  researches  may  render  many 
modifications  necessary. 

Among  the  compound  substances,  several  of  them  are  either 
quite  hypothetical  or  have  not  been  as  yet  isolated,  or  else  have 
not  been  obtained  or  weighed  in  the  gaseous  state. 

2nd  Column. — Elements  of  one  Volume  of  the  Compound  Gas, 
These  elements  are  indicated  in  volumes,  and  therefore  all 
the   numbers  placed  before   their   symbols    are    indicative  of 
volumes  or  of  measures,  and  not  of  atomic  weights  as  usual. 

The  composition  of  some  combinations,  such  as  mentioned  in 
this  column,  will  be  found  diff^erent  from  that  which  is  admitted 
usually  in  atomic  weights ;  the  reason  of  this  is  as  follows  : 
Hitherto  it  has  been  admitted  that  the  specific  weight  of  the 
elementary  gases,  that  is  to  say  their  absolute  weight  for  a  same 
volume,  a  same   pressm'e,   and  a  same  temperature,  bears  a 
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proportion  to  the  atomic  weights;  or^  in  other  words^  that  equal 
volumes  of  the  elements  when  brought  to  the  gaseous  state  inva- 
riably contain  the  same  number  of  these  atoms  of  elements  at  a 
same  temperature  and  pressure.  In  this  hypothesis  the  quantities 
of  the  atoms  contained  in  two  measures  of  any  kind  of  gas  of 
a  different  size  would  be  directly  as  the  size  of  these  measures. 
So  long  as  only  specific  weight  of  the  elements  usually  in 
the  gaseous  state  were  known,  namely  of  oxygen,  nitrogen, 
hydrogen,  and  chlorine,  this  very  simple  hypothesis  was  quite 
satisfactory,  and  chemists  were  justified  in  taking  it  as  a  rule 
for  the  determination  of  the  atomic  weight  of  hydrogen ;  and 
accordingly,  as  aqueous  vapour  consists  of  two  volumes  of 
oxygen  and  one  volimie  of  hydrogen,  water  was  considered  as 
being,  likewise,  composed  of  two  atoms  of  hydrogen  and  of  one 
atom  of  oxygen,  although  it  was  quite  as  rational,  as  done 
by  English  chemists,  to  consider  it  as  composed  of  an  equal 
number  of  atoms  of  the  two  elements,  supposing  the  weight  of 
the  atom  of  hydrogen  double  that  which  is  ordinarily  admitted 
for  this  body. 

Some  new  elementary  non-permanent  gases  having  been 
recently  weighed  by  Dumas  and  Mitscherlich,  however,  have 
proved  that  this  hypothesis  is  untenable ;  or,  at  least,  that,  in 
order  to  support  the  atomic  weights  of  many  substances,  it  must 
be  very  seriously  modified  in  an  almost  unwarrantable  manner. 
It  has  been  ascertained,  in  effect,  that  gaseous  sulphur  is  three 
times  heavier,  in  gaseous  phosphorus,  and  arsenic  twice  heavier, 
and  gaseous  mercury  one  half  heavier,  than  was  supposed  in  the 
hypothesis  in  question.  In  order,  therefore,  to  maintain  that 
the  weight  of  an  atom  of  sulphur  is  equal  to  the  weight  of  a 
volume  of  the  same  body,  we  should  be  compelled  to  consider 
sulphuric  acid  as  resulting  from  the  combination  of  one  atom  of 
sulphur  with  nine  atoms  of  oxygen.  It  therefore  appears  more 
in  conformity  with  the  present  state  of  science  to  establish  a 
distinction  between  the  atomic  weight  of  the  elements  and  their 
specific  gravity  in  the  gaseous  form,  and  consequently  to  admit 
that  a  similar  volume  of  elementary  gases,  at  a  same  temperature 

3k2 
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and  pressure,  does  not  Contain  the  same  number  of  atoms  as 
was  always  admitted  to  be  the  case  for  compound  gases.  Let 
us  suppose,  for  example,  that  at  0°  cent,  and  0*76  of  barometric 
height,  one  cubic  centimetre  of  oxygen  contains  100  atoms  of 
oxygen,  the  inference  is  that,  under  the  same  circumstances, 
one  cubic  centimetre  of  sulphur  contains  300  atoms  of  sulphur, 
one  cubic  centimetre  of  phosphorus  or  of  arsenic  200  atoms  of 
phosphorus  or  of  arsenic,  one  cubic  centimetre  of  mercury  30 
atoms  of  mercury.  In  support  of  this  atomic  theory,  it  may  be 
said  that,  judging  from  the  data  furnished  by  experiment,  the  spe- 
cific weights  of  the  elementary  gases  which  have  been  observed, 
when  they  do  not  agree  with  those  which  are  calculated  directly 
from  the  atomic  weights,  are  always,  at  least  very  approximatively 
so,  multiples  or  submultiples  thereof  by  whole  numbers. 

This  last  circumstance  enables  us  to  deduce  the  specific  from 
their  atomic  weights,  and  this  more  accurately  than  is  done  by 
direct  weighing,  provided  only  that  the  operator  has  discovered, 
by  experiment,  the  whole  number  by  which  the  atomic  weight 
must  be  multiplied  or  divided.  The  specific  weight  of  the  ele- 
mentary gas  may  thus  be  immediately  found  compared  with  that 
of  oxygen  taken  as  1 ;  it  is  sufficient  to  multiply  by  the  specific 
weight  of  oxygen  gas,  such  as  it  is  determined,  compared  with 
tliat  of  the  atmospheric  air  taken  as  1,  that  is  to  say,  by 
1-1026,  to  obtain  that  of  the  elementary  gas  compared  likewise 
to  that  unit.  Almost  all  the  specific  weights  of  the  elementary 
gases  in  the  table  have  been  thus  obtained,  except  those  of 
oxygen,  nitrogen,  and  hydrogen,  for  which  we  have  given,  in 
the  fourth  column,  the  results  of  the  extremely  accurate  weigh- 
ings performed  by  BerzeUus  and  Dulong. 

With  respect  to  the  elements  of  boron,  chromium,  fluorine, 
silicium,  carbon,  titanium,  and  tin,  which  could  not  as 
yet  be  obtained  in  the  state  of  gas,  and  which  consequently 
could  not  be  weighed  as  such,  we  have,  for  want  of  better 
methods,  admitted  that  the  atomic  weight  of  their  gases  are 
directly  as  the  weights  of  their  atoms.    As  to  gaseous  antimony, 
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a  specific  weight  has  been  admitted  double  that  which  is 
deduced  from  the  atomic  weight  of  that  body^  because^  frt)m  its 
analogy  with  gaseous  arsenic^  this  hypothesis  appears  most 
probable.  On  the  other  hand^  tlie  specific  weight  of  gaseous 
selenium  has  been  reckoned  only  at  half  that  of  its  atomic  weight, 
because  this  furnishes  the  simplest  data  of  the  composition  of 
the  vapour  of  selenious  acid ;  but  of  course  all  this  is^  for  the 
present^  nothing  more  than  mere  hypothesis. 

That  column,  however,  shows  how  many  volumes  of  the  con- 
stituents .of  a  compound  gas  are,  in  reality,  or  most  probably, 
contained  in  one  volume  of  that  same  compound  gas,  and  if 
these  constituents  are  themselves  of  a  compound  nature,  how 
many  volumes  of  elementary  gases  are  present  to  form  both 
these  constituents,  and  the  gas  resulting  from  their  combination. 
It  is  found,  for  example,  that  one  volume  of  hydrocyanic  acid  is 
immediately  composed  of  half  a  volume  of  carbon  gas,  and  half 
a  volume  of  water,  and  mediately  of  half  a  volume  of  nitrogen 
gas  and  half  a  volume  of  hydrogen  gas.  In  the  same  manner  it  is 
seen  that  one  volume  of  anhydrous  sulphuric  acid  contains  either 
one-sixth  part  of  sulphur  in  volume,  and  nine-sixths  of  oxygen  in 
volume,  or  else  one  volume  of  sulphurous  acid,  and  half  a  volume 
of  sulphur.  Gaseous  ether  is  another  example  of  the  case ;  one 
volume  of  this  gas  is  composed  of  two  volumes  of  gaseous  carbon, 
five  volumes  of  hydrogen  gas,  and  half  a  volume  of  oxygen,  or 
of  two  volumes  of  etherine  and  one  volume  of  aqueous  gas,  or 
one  volume  of  ethyle  and  half  a  volume  of  oxygen  gas. 

We  should  remark,  howevei',  in  reference  to  the  gases  of  the 
substances  called  organic,  such  as  ether,  alcohol,  &c.,  that  the 
binary  composition  indicated  in  the  column  is  quite  hypo- 
thetical, although  the  two  substances  which  exist  as  surmised  in 
such  a  composition  are  well  known,  and  have  actually  been 
weighed  in  the  gaseous  state.  The  manner  in  which  elements 
are  grouped,  even  in  inorganic  compounds,  is  quite  conjectural, 
and,  therefore,  we  should  be  much  more  cautious  in  respect  to 
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organic  compounds^  which  we  are  enabled^  it  is  tme,  to  reduce, 
by  decomposing  them^  into  the  constituents  indicated^  but  which 
we  have  as  yet  no  means  of  recomposing  by  synthesis  with  the 
same  constituents.  The  binary  compositions  ascribed  to  the 
organic  gases^  should,  therefore,  be  looked  upon  merely  as  useful 
signs  for  ulterior  comparisons.  That  the  specific  weights  calcu- 
lated  from  these  compositions  agree  with  those  actually  found 
by  experiment,  is  no  proof  of  their  correctness,  for  a  multitude 
of  such  compositions  may  be  imagined,  all  possessing  the  same 
property;  and  even  the  immediate  composition  of  these  gases 
reduced  to  their  elements,  always  gives  the  same  result.  Thus, 
for  example,  by  doubling  the  specific  weight  of  gaseous  carbon, 
quintupling  that  of  hydrogen  gas,  and  taking  half  that  of  oxygen 
gas,  the  sum-total  of  these  products  gives  the  specific  weight  of 
gaseous  ether,  quite  as  well  as  by  simply  adding  the  weight  of 
water  to  double  that  of  the  specific  weight  of  etherine  or  of 
olefiant  gas,  or  by  adding  half  the  specific  weight  of  oxygen  gas 
to  that  of  the  specific  weight  of  ethyle. 

With  respect  to  atmospheric  air,  which  must  be  considered  as 
a  simple  mixture,  no  composition  has  been  indicated.  According 
to  Brunner,  it  contains  0*209  volume  of  oxygen,  and  0*791 
volume  of  nitrogen.  According  to  Saussure,  0*004315  volume  of 
carbonic  acid  should  be  deducted  from  the  latter  as  an  average 
number  in  the  open  air.  The  air  of  apartments,  which  is  always 
a  little  richer  in  carbonic  acid  than  the  open  air,  may,  therefore, 
be  considered  in  the  dry  state  as  being  composed  of  0209 
volume  of  oxygen  gas,  0*786  volume  of  nitrogen  gas,  and  0*5 
volume  of  carbonic  acid  per  cent.  To  the  specific  weight  of  such 
mixture,  that  of  the  other  gases  have  hitherto  been  compared, 
because  it  would  appear  that  in  these  weighings  the  air  could 
never  be  completely  freed  from  its  carbonic  acid.  This  quantity 
of  carbonic  acid  is  too  trifling,  it  is  true,  to  afiect  much  the 
specific  weight  of  the  air ;  for  by  admitting,  as  has  been  hitherto 
done  =  1  a  dry  air,  containing  0*005  in  volume  of  this  acid, 
the  air  free  from  carbonic  acid  =  0*99737.     But  the  influence 
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becomes  yery  considerable  when  we  wish  to  calculate  the  quan- 
tity of  the  constituents  of  the  air  from  their  specific  weights. 
Let  us  admit  that  the  air  contains  no  carbonic  acid^  we  find  by 
such  a  calculation  0*18957  volume  of  oxygen  gas,  and  0-81043 
volume  of  nitrogen  gas ;  but  if  we  admit  0*005  of  carbonic  acid 
in  the  air,  we  find  that  the  0*995  volume  remaining,  consists  of 
0*2102  volume  of  oxygen,  and  0*7848  volume  of  nitrogen,  which 
ratio  comes  very  near  the  data  furnished  by  experiment. 

We  should  explain  also  why,  in  that  column,  when  the  con- 
stituents of  a  volume  of  compoimd  gases  are  fractional  numbers, 
these  fractions  very  often  have  not  been  reduced  to  their 
simplest  expression,  and  have  always  been  given  with  the  same 
denominators.  The  only  object  in  view  was  to  facilitate  the 
appreciation  of  the  ratios.  For  example,  speaking  of  chloride 
of  phosphorus,  it  is  there  stated,  that  one  volume  of  that  body 
contains  -^  volume  of  phosphorus  and  -^  volumes  of  chlorine, 
whereby  it  is  immediately  perceived,  at  one  glance,  that  phos- 
phorus and  chlorine  are  in  volumes=l :  10,  that  one  volume 
of  gaseous  phosphorus  and  ten  volumes  of  gaseous  chlorine, 
consequently  eleven  volumes  of  constituents  give,  after  their  com- 
bination, six  volumes  of  chloride  of  phosphorus  gas.  Had  we 
calculated  the  composition  of  that  substance  by  -J-  volume  of 
gaseous  phosphorus  and  4-  volumes  of  gaseous  chlorine,  it 
would  have  been,  of  course,  quite  as  correct,  but  the  ratio  would 
have  been  less  evident. 

Sd  Column. — ^This  column  contains  a  pectdiar  element  of  the 
compoimd  gases,  and  which  may  establish  an  essential  difference 
between  two  combinations  of  a  perfectly  similar  composition 
with  respect  to  the  ratio  in  weight  of  their  constituents,  namely, 
the  ratio  of  a  volume  occupied  by  the  constituents  of  a  gas, 
taken  together,  before  and  after  their  combination.  This  ratio 
has  been  called  in  the  Table,  simply.  Ratio  of  Condensation, 
because  in  most  cases,  in  effect,  the  constituents  taken  together, 
have  a  greater  volume  before  their  chemical  union  than  after. 
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and,  consequently,  a  condensation  has  taken  place.  There  are, 
however,  cases  when  the  contrary  happens,  that  is  to  say, 
there  is  dilatation,  and  the  constituents  taken  together  have  a 
greater  volume  after  than  before  their  combination.  Hitherto, 
only  one  case  of  the  kind  has  been  detected  by  experiment, 
which  is  that  of  gaseous  cinnabar,  in  which  a  dilatation  of  7  :  9  is 
observed.  If  the  hypothetical  specific  weight  admitted  for 
carbon  is  correct,  a  similar  dilatation  should  also  take  place 
with  sulphuret  of  carbon.  It  is  worthy  of  remark,  that  dilata- 
tions of  an  analogous  nature  occur  in  certain  solid  combinations 
in  which  changes  of  bulk,  much  less  considerable  it  is  true,  are 
observed  in  the  sum  of  their  constituents  before  and  after  their 
union ;  such  is  the  case,  for  example,  according  to  Boullay,  with 
subiodide  and  periodide  of  mercury,  and  iodide  of  lead.  But 
here  the  phenomena  are  more  complex,  since  they  are  referrible 
to  the  crystalline  form  of  the  constituents  and  of  their 
combinations. 

The  ratios  of  condensation  which  I  have  indicated  always 
refer,  as  I  have  said,  to  the  constituents  taken  together,  and 
not  to  these  constituents  separately.  Except  the  two  cases  above 
alluded  to,  the  sum  of  the  constituents  is  always  condensed ; 
but  the  constituents  themselves  may  have  undergone  conden- 
sation or  dilatation,  or  have  remained  in  the  same  state. 
In  gaseous  anhydrous  sulphuric  acid,  the  constituents  taken 
together  have  undergone  condensations  in  the  proportion  of 
10:6;  but  the  oxygen  gas  has  condensed  only  in  that  of  9  :  6, 
and  the  sulphur,  on  the  contrary,  in  that  of  1:6.  In  sulphu- 
retted hydrogen,  the  sulphur  has  undergone  the  same  conden- 
sation, but  the  hydrogen  gas  has  undergone  no  change.  As 
to  those  gases,  the  binary  elements  of  which  are  compound, 
as,  for  example,  ether  and  alcohol,  the  ratio  of  condensation 
indicated  refers  not  to  the  remote  constituents,  but  to  their 
proximate  constitituents,  and  to  their  sum  total,  as  always. 
^According  to  the  binary  combination  admitted  for  such  a  gas, 
the    condensation    varies;    if   gaseous    alcohol  be   considered 
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as  a  compound  of  etherine  and  of  aqueous  vapour,  the  ratio 
of  condensation  is  2:1;  if  considered  as  being  a  compound 
of  ether  and  of  water,  this  ratio  is  1:1,  that  is  to  say,  the 
combination  has  been  attended  with  no  condensation.  K  it 
is  wished  to  take  into  consideration  only  the  condensations 
or  dilatations  of  the  elements  of  gaseous  alcohol,  we  have 
CjHg  O^;  whence  it  follows  that  the  gas  of  carbon  has  not 
condensed,  that  the  hydrogen  gas  has  condensed  three  times, 
and  the  oxygen  gas  has  dilated  twice.  ' 

We  have  remarked  already  that  the  degree  of  condensation 
of  the  constituents  may  establish  a  difference  between  two 
compound  gases,  the  nature  and  proportion  of  the  constituents 
of  which  are  otherwise  the  same.  Etherine  or  defiant  gas, 
and  the  quadricarburet  of  Faraday  are  examples  of  the  case. 
Both  consist  of  carbon  gas  and  of  hydrogen  gas  in  the  propor- 
tion of  1  :  2,  but  the  quadricarburet  contains  a  volume  of  these 
two  gases,  which  is  double  that  which  exists  in  defiant  gas ; 
consequently  the  ratio  of  condensation,  referring,  as  always, 
to  the  sum  of  the  constituents,  is  double  in  the  first  gas  what 
it  is  in  the  second.  Therefore  one  volume  of  defiant  gas 
requires  three  volumes  of  oxygen  for  its  complete  combustion, 
whilst  one  volume  of  quadricarburetted  hydrogen  gas  requires 
six  volumes  of  oxygen. 

By  means  of  the  columns  2  and  3  a  great  nimiber  of 
instructive  cases  may  be  observed.  Thus,  for  example,  we  see 
that  oxygen  gas  undergoes  no  change  of  volume  when,  by 
absorbing  carbon,  it  becomes  converted  into  carbonic  acid,  but 
that  by  absorbing  double  the  quantity  of  carbon,  it  becomes 
oxyde  of  carbon,  and  then  doubles  its  volume.  We  see  also, 
tliat  when  we  abstract  sulphur  from  hydrosulphuric  acid  gas  by 
heating  it  with  a  metal,  the  volume  of  hydrogen  left  remains 
the  same ;  but  if,  on  the  contrary,  we  pass  hydrochloric  acid  gas 
over  a  metal,  only  half  the  volume  of  hydrogen  remains ;  on 
the  other  hand,  if  we  remove  the  phosphorus  from  an  equal 
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volume  of  phospliuretted  hydrogen  gas,  we  obtain  one  volume 
and  a  half  of  hydrogen  gas  as  residue.  We  see  also,  that  three 
volumes  of  oxygen  are  required  to  become  completely  one  volume 
of  olefiant  gas,  because  this  gas  contains  one  volume  of  carbon 
gas,  and  two  volumes  of  hydrogen  gas,  the  first  of  which  requires 
two  volumes,  and  the  second  one  volume  of  oi^gen  gas,  to 
become  converted  into  carbonic  acid  and  water.  For  the  same 
reason,  the  complete  combustion  of  one  volume  of  oxyde  of 
carbon  requires  half  a  volume  of  oxygen  gas.  Lastly,  we  have 
likewise  indicated  in  the  third  column  for  the  gases  of  simple 
substances,  how  many  atoms  are  respectively  contained  in  one 
volume ;  we  thus  see,  for  example,  that  there  are  two  atoms  in 
the  gas  of  antimony,  and  of  arsenic,  whilst  that  of  mercury,  and 
of  selenium,  contain  only  one-half  atom. 

4th  Column — {Specific  Weight — {found).  The  numbers  of  this 
column  are  the  results  of  most  accurate  w^hings.  Erom  the 
blanks  left,  the  reader  may  know  what  are  the  gases  the  specific 
weights  of  which  are  as  yet  hypothetical. 

5th  Column — Specific  Weight — {calculated).  All  the  specific 
weights  mentioned  in  this  column,  except  those  of  oxygen, 
hydrogen,  and  nitrogen  gases,  have  been  deducted,  as  was  said 
before,  from  the  atomic  weights,  and  are  compared  with  the 
specific  weight  of  atmospheric  air.  Should  it  be  desired  to 
compare  or  refer  it  to  the  specific  weight  of  oxygen,  all  the 
numbers  would  have  to  be  divided  by  that  weight. 

6th  to  14th  Column. — {Absolute  Weight  of  the  Gases), — 
The  advantages  of  the  decimal  system  being  acknowledged, 
and  the  fundamental  weighings  having  been  made  according  to 
that  system,  we  have  employed  it  also  here.  The  first  of  these 
columns  contains  the  weight  expressed  in  grammes,  of  a  litre  or 
1000  cubic  centimetres  of  each  gas,  at  a  pressure  of  0*76  metre 
(mean  pressure  of  places  slightly  above  the  level  of  the  sea),  and 
at  the  temperature  of  0°  cent.     At  that   temperature    the 
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Tapours^  of  which  the  majority  of  the  gases  enumerated  in  the 
Table  consist,  cannot,  it  is  true,  support  the  pressure  of  0*76 
without  being  brought  to  the  liquid  or  to  the  solid  state,  so  that 
the  weights  assigned  to  them  in  that  column  are  ideal  quantities. 
Yet,  with  the  help  of  the  law  of  Mariotte,  and  of  the  law 
discovered  by  Gay  Lussac  and  Budberg  for  the  dilatation  of 
the  gases  by  heat,  it  is  easy  to  find  from  that  number  the 
weights  of  the  gases  in  question,  for  the  temperature  at  which 
they  I'bally  equilibrate  the  atmospheric  pressure,  or,  in  general, 
any  pressure  whatever.  Suppose,  for  example,  that  we  should 
wish  to  know  the  weight  of  1000  cubic  centimetres  of  an 
aqueous  vapour  which,  at  100°  cent,  supports  a  column  of 
mercury  0*76  metre  high,  it  suffices  to  divide  the  weight  of 
0*80556  gramme,  indicated  in  the  column,  by  1*365  (increase 
of  each  volume  of  the  gas,  from  0°  to  100°  cent.)  In  general, 
when  the  temperature  is  not  0°,  but  is  another  temperature,  no 
matter  which,  i,  and  the  pressure  is  not  0*76  metre,  but  is  another 
pressure,  no  matter  which,  p,  the  weight  1000  cubic  centi- 
metres of  a  gas  is  found  by  dividing  that  which  it  has  at  0°  cent, 
and  0*76  metre  by  1  +  0*0365  t,  and  multiplying  by  o-^,.  But, 
however,  the  weight  1000  cubic  centimetres  of  gas  at  0°  cent, 
and  0*76  metre,  contained  in  the  column,  are  multiplications  of 
the  specific  weights  contained  in  the  fifth  column,  by  the  weight 
of  an  equal  volume  of  dry  atmospheric  air,  under  the  same  con- 
ditions, which  weight,  according  to  the  weighings  of  Biot^  is 
1*299075  gramme. 

The  use  of  the  latter  columns  will  be  rendered  more  clear  by 
an  example.  Let  us  suppose  that,  with  Liebig  and  Wohler, 
we  have  burnt  cyanic  ether  with  protoxyde  of  copper,  and 
that,  after  reducing  at  0°  cent,  and  0*76  metre,  we  have  thus 
obtained  120  cubic  centimetres  of  a  gas  which,  being  decomposed 
by  hydrate  of  potash,  is  found  to  be  composed  of  four  volumes  of 
carbonic  acid  and  one  volume  of  nitrogen  gas.  Query. — How 
much  cyanogen  and  how  much  carbon  are  contained  in  cyanic 
ether?     We  see  by  the  second  column  that  one  volume  of 
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carbonic  acidcontains  half  avolume  of  carbon^  and  that  one  volume 
of  cyanogen  contains  one  volume  of  nitrogen  and  one  volume  of 
carbon.    The  24  cubic  centimetres  of  nitrogen  gas  found,  corres- 
pond therefore  to  24  cubic  centimetres  of  cyanogen ;  and  these, 
according  to  the  seventh  and  ninth  columns,  weigh  6*0566706 
grammes.      There   are,   besides,  in   24   cubic  centimetres    of 
cyanogen,  24  cubic  centimetres  of  carbon,  which  correspond  to 
48  cubic  centimetres  of  carbonic  acid;  these  being  deducted 
from  96  cubic  centimetres,  of  carbonic  acid  found,  there  reftiains 
48  cubic  centimetres,  and,  consequently,  24  cubic  centimetres 
for  the  carbon  which  was  not  combined  with  the  nitrogen.     The 
weight  of  these  24  cubic  centimetres  of  earbon  taken  from  the 
seventh  and  ninth  columns,  is  00262764  gramme. 

'It  is  known  that  cyanic  ether  may  be  considered  as  composed 
ether  of  cyanuric  acid  and  alcohol,  or  of  cyanuric  acid,  of  ether, 
and  of  water.  It  may  therefore  be  asked  how  much  alcohol 
or  ether  are  indicated  by  these  24  cubic  centimetres  of  carbon. 
By  the  2nd  column,  it  is  seen  that  one  volume  of  vapour  of  alcohol 
contains  one  volume  of  carbon  gas,  and  that  one  volume  of 
vapour  of  ether  contains  two  volumes  of  carbon  gas.  Therefore, 
24  cubic  centimetres  of  carbon  gas  correspond  to  24  cubic  cen- 
timetres of  vapour  of  alcohol,  and  the  weight  of  the  latter,  taken 
from  columns  VII.  and  XI.  is  0*04990008  gramme.  Moreover, 
24  cubic  centimetres  of  carbon  gas  correspond  to  12  cubic  centi- 
metres of  vapour  of  ether,  which  weigh  also,  according  to  the 
same  columns,  0*04023336  gramme. 

This  method  of  deducing  the  quantities  in  weight  from  the 
volumes,  presupposes  that  the  gases  are  dry,  for  the  column 
gives,  of  course,  only  the  weight  of  the  gases  in  the  dry  state. 
If,  however,  the  gas  is  moist,  its  weight  may  also  be  ascertained 
by  means  of  this  Table ;  it  is  only  necessary,  by  adding  an 
excess  of  water,  to  bring  it  to  the  maximum  of  moisture,  and  to 
observe  carefully  at  the  same  time  the  temperature  and  pres- 
sure to  which  it  is  exposed.  The  operator,  next,  has  to  find 
what  portion  of  this  pressure  is  equibalanced  by  the  tension 
of   the   aqueous    vapour    at    the  temperature  observed,   and 
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deducting  this  fraction  of  pressure  from  the  total  pressure^  the 
pressure  experienced  by  the  dry  gas  is  attained^  and  hence  the 
weight  of  the  latter  is  easily  found.  Let  us  suppose  that  we 
have  90  cubic  centimetres  of  perfectly  moist  carbonic  acid,  at 
20°  cent.,  and  757*31  millimetres  pressure;  we  find  that  17*3 
millimetres  thereof  belong  to  the  tension  of  the  aqueous 
vapour.  The  dry  carbonic  acid  is,  therefore,  under  a  pressure 
of  740  millimetres.  The  weight  of  90  cubic  centimetres  of 
carbonic  acid,  as  indicated  in  the  following  Table,  that  is 
0-17818,  must,  therefore,  be  multiplied  by  740,  and  divided  by 
760.  But  as  the  acid  has  likewise  a  temperatiure  of  20°  cent., 
we  must,  moreover,  divide  the  weight  thus  obtained  by 
(14-0*0365  20).  It  is  thus  found  that  the  weight  of  90  cubic 
ciTntimetres  of  carbonic  acid,  at  20°  cent.,  740  millimetres 
of  the  barometer= 0*16139  gramme.  But  it  is  always  better  to 
desiccate  the  gases,  because  water  always  absorbs  a  little  gas,  and 
when  they  are  very  soluble,  the  tension  of  the  vapour  of  the 
solution  is  no  longer  equal  to  that  of  the  tension  of  pure  aqueous 
vapour. 
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FRENCH  WEIGHTS  AND   MEASURES. 


MEASURES   OF   WEIGHT. 

mENCU.  K.MULIhH   ORAIN8. 

MiUigramme   = .0154 

Centigramme  =                 .1543 

Decigramme    = 1.5484 

Gramme          =                 15.4336 

Decagramme   = 154.3360 

Hectogramme  =                 ]  543.3600 

Kilogramme    = 15433.6000 

=  2.679  IbB.  Troy. 

7=  2.205  lbs.  Avoirdupois. 


MEASURES   OF   LENGTH. 

KKOLflH    INCHKri. 

Millimetro    = .03937 

Centimetre    = .39371 

Decimetre     = 3.93710 

Metre            = 39.37100 

Decametre    = 393.71000 

Hectometre  = 3937.10000 

Kilometre      = 39371.00000 

Myriometre  = 393710.00000 


Millitre 

Centilitre 

Decilitre 

Litre 

Decaliti'e 

Hectolitre 

Kilolitre 

Myriolitre 

VOL.    II. 


MEASURES   OF   CAPACITY. 

CUBIU  INCUJC8. 

0.06112 

0.61120 

6.11208 

61.12079 

611.20792 

6112.07920 

61120.79208 

6112.0792080 

3  L 
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Prtfiee,  page  vii,  Um  5  from  Um  bottom, >br  **  fortuie,*'  nod  "  tonkga," 

Note  lit,  puge 48,M  "as  with  potuh," read  "as  with  afauninft.'* 

Not«  lit,  pagtt  136,  Una  8,  defo  "  or  ammonia  ;"  mad/or  **  is  •  snbaalt  of  mamu7  combinad 

with  tha  ammoniaeal  compoand,"  miJ  **  is  a  tloubla  compound  of 
protochlorida  of  merrury  isublinuitc)  with  amidide  of  mercury. 
2ngCl  +  HgNHa  -  (HgO  \  llg  Nlltf)   »  tin." 

Page  2m,  line   S,/or  "  bromide."  rtad  *'  broouite." 

Page  179.  Une  U,M  *'  Bisulphate."  rrad  "  Disttlphurei." 

Page  515.  line  10,/or  **  proiochloride,"  rtad  "  protozyde." 
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